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Rules and Regulations 


Federal Re^^ister 
VqI. 50 No, 144 
Friday. |uly 26. 1965 


Vn section of the FEDERAL REGISTER 
contains regulalofy documents having 
general appticdbirity and legal effect, most 
of vihicfi are Key^ to arxt codified in 
Ihe Code of Federal Regulations. is 

published under 50 titles pursuant to 44 
use. 1510. 

The Codo of Federal Rcgulationa ts sold 
by the Supertnterxfent of Documents. 

Fnces of new txx>Ks are listed in the 
first FEDERAL REGISTER issue of each 
week. 


DEPARTMENT OF AGRICULTURE 
Office of the Secretary 
7 CFR Part 2 

Revision of Delegation of Authority 

AGENCY: Office of the Secretary. USDA. 
action; Final rule. 

SUMMARY: This document revises the 
delegation of authority from the 
Secretary of Agriculturp and general 
officers of the Department to reflect the 
transfer of the Traffic Management 
Branch. Transportation and Storage 
Division, Agricultural Stabilization and 
Cunservation Service to the Office of 
Transportation. 
effective date: July 26 . 1965 . 

FOR FURl^ER INFORMATION CONTACT: 

Mr. Martin F. Fitzpatrick. Director. 

Office of Transportation. U.S, 

Department of Agriculture. Room 1405 
Auditor's Bldg., 14th Street and 
Independence Avenue SW.. 

Washington. D.C 20250 (202-447-3963). 
supplementary information: The 
Traffic Management Branch. 

I rnnspoiiatioD and Storage Division. 
Agricultural Stabilization and 
Conservation Service (ASCS) has had 
Ihe responsibility for developing and 
Jt^commcndlng policies and programs for 
inland transportation with respect to 
CCC-owncd commodities 
under USDA programs and those in 
whirh USDA participates: analyzing 
freight rate proposals, rules and 
regulations pertaining to USDA-CCC 
•nipmenis; recommending revisions of 
current procedure and contract 
provisions with respect to such 
iransporlation: providing technical 
a^dvice; maintaining the Department 
1 ariff Ubrary and providing liaison with 
n^ra^ and other interested groups. 
^©Office of Transportation (OT) has 
had the responsibility to coordinate ail 


transportation policy for USDA. OT is 
also responsible for representing the 
interests of agriculture and rural 
communities in the United Stales in 
order to ensure the availability of an 
adequate, efficient, and economical 
transportation system, domestically and 
internationally, to meet the needs of 
agriculture and rural development in the 
United States. 

To further strengthen the 
D<!partment*8 ability to manage its 
transportation responsibilities, the 
Secretary has determined that the traffic 
management program should be part of 
OT. Accordingly, the traffic 
management program functions are 
being assigned to the Assistant 
Secretary for Marketing and Inspection 
Services and to the Director, OT. The 
Department believes that this delegation 
will enable OT to serve other agencies 
and Ihe public more efficlenfly. 

This ride relates to internal agency 
management. Therefore, pursuant to 5 
U.S.C. 553. it is found upon good cause 
that notice and other public procedure 
with respect thereto are impractical and 
contrary to the public interest, and good 
cause is found for making this rule 
effective less than 30 days after 
publication in the Federal Register. 
Further, since this rule relates to internal 
agency management, it is exempt from 
the provisions of E.0.12291. Finally, this 
action is not a rule as defined by Pub. L 
90-354. the Regulatory Flexibility Act 
and thus. It is exempt from the 
provisions of that Act. 

IJst of Subjects in 7 CFR Part 2 

Authority delegations (Government 
agencies). 

PART2-^AMENDED) 

1. The authority citation for Pari 2 
continues to read as follows; 

Authority: 5 U.S.C. 301 and Reorganization 
Plan No. 2 of 1953. except at otherwise noted. 

Subpart C-^Delegatlons of Authority 
to the Deputy Secretary, the Under 
Secretary for International Affairs and 
Commodity Programs, the Under 
Secretary for Smalt Community and 
Rural Development, and Assistant 
Secretaries 

2. Section 2.17 is amended by revising 
paragraphs (d)(3) and (d)(5) and by 
adding new paragraphs (d)|7) and |d)|8). 
to read as follows: 


$2.17 Delegations of authority to the 
Assistant Secretary for Marketing and 
Inspection Services. 

• t • « • 

Id) • • • 

(3) Apply results of economic research 
and operations analysis to evaluate 
transportation issues and to recommend 
revisions of current procedures. 

• • • • • 

(5) Coordinate Department programs 
of education, information. loans and 
grants in the area of agriculture 
transportation including providing 
technical advice and assistance to other 
USDA agencies. 

• • • • • 

|7) Cooperate with other 
Departmental agencies in the 
development and recommendation of 
policies for inland transportation of 
USDA and CCC-owned commodities in 
connection with USDA programs. 

(8) Maintain the Department Tariff 
Library and provide transportation rates 
and accessorial charges for various 
commodities to other USDA agencies. 

• • • • • 

Subpart F—Delegation of Authority by 
the Assistant Secretary for Marketing 
and Inspection Services 

3. Section 2.52 is amended by revising 
paragraphs (a)(3) and (a)(5) and by 
adding new paragraphs (a)(7) and (a]|a), 
to read as follows: 

$ 2.52 Director, Office of Transportation. 

(«)••• 

(3) Apply results of economic research 
and operations analysis to evaluate 
transportation issues and to recommend 
revisions of current procedures. 

• « • • « 

(5) Coordinate Department programs 
of education, information, loans and 
grants in the area of agriculture 
transportation including providing 
technical advice and assistance to other 
USDA agencies. 

• • • • • 

(7) Cooperate with other 
Departmental agencies in the 
development and recommendation of 
policies and programs for inland 
transportation of USDA and CCC- 
owned commodities in connection with 
USDA programs. 

(8) Maintain the Department Tariff 
Library and provide transportation rates 
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and accessorial charges for varfotts 
commodities to other USDA agencies. 

For Subpart C: 

U.itc!d: July 2Z 1985. 

Inhn K. BtocL. 

SetTifUay of /^iculUifB. 

For Siibpeft F; 

Ddlcd: July 22.1985. 

Karim K. Darting. 

M$i$tunt Secretary for Marketing and 
hnprcfkm Srrvrmt. 

Cuivcur. 

Ddted: |uly 22.19S& 

Richard W. Goldberg. 

Under Secr^arf for laieruaimmal Affikirn oad 
CommodUy Prvgraam, 

|KR IX*c, 8S-17741 Fiktl 7-2S^ ft4S ani 
BlUiMO COOC 


Animal and Plant Health lnsf>ection 
Service 

9 CFR Part 75 
lOocIcet Mo. 95-072) 

Equine Infectious Anemia; Procedures 
for Denying and Withdrawing Approval 
of Laboratories 

agency: Animal and Plant Ifealih 
Inspection Service. IfSOA. 
action: Final rule. 

smaMASY: This document amends the 
regulations in 9 CFR Part 75 to establish 
procedures for denying and withdraiving 
approval of laboratories to conduct 
olfkiat tests for equine infectious 
anemia. This action Is necessary^ to 
provide a mechanism to help ensure that 
all approved laboratories actually are in 
the business of conducting ofTictal tests 
and that only laborutories meeting the 
requirements set forth for approved 
laboratories are included as approved 
laboratories. 

EFFECTIVE DATE: August 26.1985. 

FOR FURTHER INFORMATION CONTACr. 

I>r. C. A. Gipson. Special Disiuises Staff, 
VS. APHIS, USDA. Room 826, Federal 
Building. 6505 Belcrest Road. 

Ilyattsville, MD 2W782. 301-436-8321. 
SUPPUEMENTARY INFORMATION: 

Background 

The regulations in 9 CFT< Part 75 
(referred to lielow as the regulations!, 
among other things, contain provisions 
concerning the interstate movement of 
horses, asses, ponies, mules, and zebras 
found to be affected with equine 
infectious anemia (referred to below as 
KIA|. also known as swamp fever. 

The regulations in 9 75.4(b)(1) provide 
that the Agar gel tmmuno>diff^sion test 


is the official test for determining 
whether horses, asses, ponies, mules, 
and zebras are affected with EIA. The 
ofTicial test for EIA is required to be 
conducted in a laboratory approved by 
the Deputy Administrator, Veterinary 
Services. Under the provtsiona of 
9 75.4(bKl). a laboratory will be 
approved by the Deputy Administrator 
after determining that the iab€>ratocy: 

(i) has adequafHy trained technical 
personnel assigned to conduct the test, (ii) 
uses USDA brensed anfigeo. Rti) fotlovni 
standard test protocol, fiv) meets check test 
proficiency requfrenienfii. am) (v) reports alt 
test results to State and Federal anhna) 
health offidats. 

A document published in the Federal 
Register on May 31.1985 (50 FR 23137- 
23138). proposed to amend the 
regulations by specifying procedures for 
denying or with^wing approval of 
laboratories to conduct ofCcial EIA 
tests. These procedures are set forth in 
the regulatory text portion of this 
document The document of May 31. 
1985. invited the submission of written 
comments on or before July 1.198S. No 
comments were received. Based on the 
rationale set forth in the proposal the 
regulations are amended as proposed. 

ExocotiYe Order 12291 and Regulatory 
FlexibHily Act 

This action has been reviewed in 
conformance with Fjiecutive Order 
12291 and has been determined to be not 
a *'maior rule." The Department Ims 
determined that tlds action will not have 
an effect on the economy of $100 million 
or morr. will not cause a maior increase 
in costs or prices for consumers, 
individual industries. Federal, State, or 
local government agencies, or 
geographic regions; and will have no 
significant adverse effects on 
coropeliiion. employmenL investment 
productivity, innovation, or on llte 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

For this rulemaking action, the Office 
of Management and ^dget has waived 
its review process required under 
Executive Order 12291. 

It is not anticipated that a significant 
number of laboratories will be affected 
by this rule. In addition, conducting 
official EIA tests is not tlie primary 
business actiiity of any laboratory in 
the United States. Therefore, the 
Administrator of the Animal and Flanl 
Health bispection Service has 
determined that this rule will not have a 
significant economic impact on a 
substantial number of smalt entities. 


list of Subiects to 9 CFR Part 75 

Animal diseases. Horses, Quarantine. 
Transportation, Equine, Dourine. Equine 
infectious anpmia. Contagious equine 
metritis. 

PART 75—C09W9UNICABLE DISEASES 
IN HORSES, ASSES, PONIES, MULES, 
AND ZEBRAS 

Accordingly, the regulations in 9 CFR 
Part 75 arc amended as follows: 

1. The authority citation for Part 75 is 
revised to read as set forth below and 
the authority citations following all the 
sections in Part 75 are removed: 

Authority: 21 U.S.C. 111-113,115.117.120, 
121.123-126 134-134h: 7 CFR 2.17. 2.51. and 
371J!(dk 

2. A new paragraph (d) is added to 
9 75.4 to read as follows: 

9 75.4 Notice reisting to extsltno# ol 
equine Infectious anemia (swsmp fever), 
offidel feet and condNkme of kiterslate 
movement of reactors. 

• • • • • 

(d) The Deputy Administrator may 
deny approval of any laboratory to 
conduct the ofQdal test upon a 
determinalioo that the lalmatory does 
not meet the criteria for approval under 
this pari and at any time may withdraw 
approval of any laboratory to conduct 
the oTBcial test upon a detennination 
that any of the requirements for 
approval under this part are not 
complied with. In the case of deaiak the 
operator of (he laboratory will be 
informed of the reasons for the action 
and, upon request, shad be afforded an 
opportunity for a hearing with respect to 
the merits or validity of such action in 
accordance with the rules of practice 
which shall be adopted for the 
proceeding. In the case of a wiflidrawal. 
before such action is taken, the operator 
of the laboratory %vlll be informed of the 
reasons for the proposed action and. 
upon request, shall be afforded an 
opportunity for a hearing with respect to 
the merits or validity of such action in 
accordance wHh rufw of practice which 
shall be adopted for the proceeding. 
However, such withdrawal shall become 
effective pending final deferminalion in 
the proceeding R^en the Deputy 
Administrator determines that such 
action is necessary to protect the public 
health, interest of safety. Such 
withdraw'al shall be effective upon ore! 
or written notification, whichever is 
earlier, to the operator of the laboraloo' 
•In the event of oral notification, written 
conRrmation shall be given to the 
operator ol the laboratory as promptly 
as circumstances allow. This 
withdrawal shall continue in effect 
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pending the completion of the 
proceeding and any judicial review 
thereof, unless otherwise ordered by the 
Deputy Administrator. In addition to 
withdrawal of approval when the 
requirements for approval are not 
complied with, approval will be 
automatically withdrawn by the Deputy 
Administrator when the operator of any 
approved laboratory notifies the 
National Veterinary Services 
Laboratories in Ames. Iowa, in writing, 
that the laboratory no longer conducts 
the official test. 

Done at Waahingtaa D.C. this 23rd day of 
july 19SS. 

I K. Atwell 

Deputf Adminiatrator, Veterinary Sernces, 

|FR Doc. SS-17812 Filed 7->2S4K5: 8:45 am] 
SaiJNQ coot S4t0-U-ll 


9 CFR Part 92 
lOockal Mo. SS-0451 

Cattle From Canada 

agency: Animal and Plant Health 
Inspection Service. USDA. 

ACTION: Final rule. 


suMSiAiiv: This document amends the 
regulations in 9 CFR Part 92 concerning 
the importation into the United States of 
cattle from Canada by designating the 
Canadian provinces of Alberta. 
Manitoba, and Saskatchewan as 
brucellosis certified free provinces and 
hy allowing cattle classified as cattle 
from brucellosis certified free provinces 
of Canada to enter into the United 
States at certain existing ports of entry. 
It has been determined that this action 
is necessary to relieve restrictions on 
the importation of certain cattle from 
Canada since it has been determined 
that these provinces arc free of 
brucellosis. This document also amends 
the regulations by deleting certain 
^visions which allowed cattle of the 
beef breeds raised under range 
conditions In the western provinces of 
Canada to meet the brucellosis 
certification requirements for 
importation into the United Slates on an 
individual animal basis. It has been 
determined that this action is necessary 
jo help prevent the importation into the 
United States of cattle infected with 
brucellosis. 

KPFECnvs DATE: August 26.1985. 

jJOfI FWrHEN INFORMATION CONTACT: 

Dr. Allan A. Furr. Import/Export 
Animals and Products Staff. VS, APHIS. 
USDA, Room 846. Federal Building. 8505 
Road, Hyallsville. MD 20782. 
(301) 436-8530. 


SUPPLEMENTARY INFORMATION: 
Background 

The regulations in 9 CFR Part 92 
(referred to below as the regulations) 
regulate the importation into the United 
States of speciHed animals and animal 
products in order to prevent the 
introduction into the United States of 
various diseases. Section 92.20 of the 
regulations contains specific provisions 
concerning the importation into the 
United States of cattle from Canada. 

In a document published in the 
Federal Register on March 21.1985 (50 
FR 11374-11376), the Department 
proposed to amend the regulations by 
(1) adding the provinces of Alberta. 
Manitoba, and Saskatchewan to the list 
of brucellosis certified free provinces of 
Canada: (2) by adding the existing 
Canadian bolder ports of Raymond, 
Opheim. and Sweetgrass. Montane: and 
Pembina. Portal, and Dunaeith. North 
Dakota: to the list of United States ports 
of entry through which cattle to be 
imported into the United States from 
brucellosis certiBcd free provinces of 
Canada may be shipped; and (3) by 
deleting certain provisions which 
allowed cattle of the beef breeds raised 
under range conditions in the western 
rovinces of Canada to meet the 
nicellosis certification requirements for 
importation into the United States on an 
individual animal basis. 

The document of March 21,1985, 
invited the submission of written 
comments on or before April 22.1985. 
The two comments that were received 
raised issues concerning vaccination of 
cattle imported from Canada. These 
issues were not raised by the proposal. 
Therefore, these comments were not 
considered as a part of this rulemaking. 
Further, based on the rationale set for^ 
in the proposal, the regulations are 
amended as proposed. 

Executive Order 12291 end Regulatory 
Flexibility Act 

This rule has been reviewed in 
conformance with Executive Order 
12291 and has been determined to be not 
a "major rule," The Department has 
determined that this rule will not have 
an effect on the economy of $100 million 
or more: will not cause a major increase 
in costs or prices for consumers, 
individual industries. Federal, State or 
local government agencies, or 
geographic regions: and will not have 
any significant adverse effects on 
competition, employment Investment 
productivity, innovation, or the ability of 
United States-based enterprises lo 
compete with foreign-based enterprises 
in domestic or export markets. 

For this rulemaking action, the Office 
of Management and Budget has waived 


its review process required by Executive 
Order 12291. 

As a result of the adoption of this rule, 
no significant change is anticipated in 
the number of cattle imported into the 
United States from Canada or in the cost 
of importing cattle into the United States 
from Canada. 

Based on the circumstances explained 
above, the Administrator of the Animal 
and Plant Health Inspection Service has 
determined that this action will not have 
a significant economic impact on a 
substantia] number of small entities. 

List of Subjects in 9 CFR Part 92 

Animal diseases. Canada. Imports. 
Livestock and livestock products. 
Mexico. Poultry and poultry products. 
Quarantine, Transportation. Wildlife. 

PART 92—IMPORTATION OF CERTAIN 
ANIMALS AND POULTRY AND 
CERTAIN ANIMAL AND POULTRY 
PRODUCTS; INSPECTION AND OTHER 
REQUIREMENTS FOR CERTAIN 
MEANS OF CONVEYANCE AND 
SHIPPING CONTAINERS THEREON 

Accordingly, the regulations in 9 CFR 
Part 92 are amended as follows: 

1. The authority citation for Part 92 
continues to read as follows: 

Authority: 7 U.aC. 1622; 19 U.aC 1306; 21 
U.S.C 102-105, 111, 134a. 134b. 134c. 134d. 
134f. and 135; 7 CFR 2.17,251. and 371JZ(d). 

2. Section 92,l(w) is revised to read: 

S92.1 Demilttons. 

• • • • • 

(w) Brucellosis certified free 
provinces of Canada. Alberta. British 
Columbia, Manitoba, New Brunsuvick. 
Newfoundland (including Labrador). 
Nova Scotia. Prince Edward Island, and 
Sasicatchewan. known in Canada as 
brucellosis accredited free provinces. 

• • • • • 

$92.20 lAmenriedl 

3. In the first sentence of (Paragraph 
(c)(1) of $ 92.20, "paragraph (c)(4). or 
paragraph (c)(6)" is changed to 
"paragraph (c)(31. or paragraph (c)(5)". 

4. In the fourth sentence of paragraph 
(c)(1) of § 92.20 "in accordance with 
paragraph (c)(3) of this section" is 
changed to "issued or endorsed by a 
salaried veterinarian of the Cana^an 
Government showing them to have been 
tested for brucellosis with negative 
results within 30 days preceding their 
offer for entry". 

5. In paragraph (c)(2) of $ 92.20. 
"paragraph (c)(4). or paragraph (c)(6)" is 
changed lo "or paragraph (c)(5)". 

0. The sixth sentence of paragraph 
(c)(2) of $ 92.20 is changed to: "Cattle lo 
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be imported into the United States from 
brucellosis certified free provinces of 
Canada shall be (A) moved entirely 
within the boundaries of the brucellosis 
certirtcd free provinces of Canada from 
the form of origin directly to the United 
States ports of entry of Eastport* Idaho; 
Moulton* Maine; Raymond. Ophoim. and 
Sweetgrass. Montana; Pembina. Portal, 
and Dunseith. North Dakota: and Blaine. 
Sumas. Lyndon, and Oroville. 
Washington; or (B) such cattle shall be 
moved in a vehicle sealed with 
Canadian Governments seals." 

7. Paragraph (c)(3) of S 92.20 is 
removed. 

6. Paragraphs (c)(4). (c)(5). (c)(6). and 
(c)(7) of § 92.20 are redesignated as 
paragraphs (c)(3). (c)(4). (c)(5). and (c)(6) 
respectively. 

9. In redesignated paragraph (c)(3) of 
S 92.20. ''paragraph (cl(3). or paragraph 
(c)(6)" is changed to "or paragraph 
(c)(5)". 

la In the second proviso of 
redesignated paragraph (c)(3)(i) of 
S 92.20. "paragraphs (c)(1). (3), and 
(4)(i)** is changed to "paragraphs (c)(1) 
and (c)(3)(l)". 

11. In ri^esignated paragraph (c)(3)(ii) 
of S 92.20. "paragraph (c)(4)(i)" is 
changed to "paragraph (c)(3)(i)" both 
places that "paragraph (c)(4)(i)" 
appears. 

12. In redesignated paragraph (c)(4) of 
S 92.20. "paragraph (c)(e)" is changed to 
"paragraph (c)(5)". 

13. In redesignated paragraph (c)(5) of 
i 92.20. "paragraphs (cHl). (2). (3) and 
(4)(i)" is changed to "paragraphs (c)(1). 
(c)(2). and (c)(3){i)". 

Done at Waihingtoa D.C.. this 23rd day of 
|uly 1965. 

).K. AtwaU. 

Deputy Administrator, Veterinary Sonices. 
(PR Doc. 65-17811 Filed 7-25-65: 8:45 am) 
aiUJMO COOC S4IO-34-ai 


9 CFR Part 166 
1 Docket No. 85-074) 

Swine Health Protection Provisions 

agency: Animal and Plant Health 
Inspection Service. USDA. 
action: Affirmation of Interim Rule. 

summary: This document aBlrms the 
interim rule which removed Louisiana 
from the list of States that have primary 
enforcement responsibility under the 
Swine Health Protection Act (the Act). 
This amendment was made pursuant to 
a request from Louisiana. The intended 
effect of this amendment is to help 
ensure that certain requirements for the 
feeding of garbage to swine under the 
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Act are enforced In Louisiana and 
thereby help prevent the dissemination 
of certain swine diseases. 

This document also affirms the 
interim rule which removed Arkansas 
from the list of States that do not have 
primary enforcement responsibility 
under the Act. but. under cooperative 
agreements with APHIS, issue licenses 
to persons desiring to operate a 
treatment facility for garbage that is to 
be treated and fed to swine. Arkansas 
no longer issues such licenses. With the 
change offirmed by this document. 
APHIS is the entity that issues licenses 
for facilities eligible to be licensed in 
Arkansas. The removal of Arkansas 
from the list of such States was 
necessary to inform interested persons 
that Arkansas no longer issues such 
licenses. 

EFFECTIVE DATE: July 28,1985^ 

FOR FURTHER INFORMATION CONTACT: 

Dr. John L Williams. Special Diseases 
Staff. VA. APHIS. USDA. Room 820, 
Federal Building. 6505 Belcrest Road. 
Hyattsville. MD 20762, 301-436-6487. 
SUPPLEMENTARY INFORMATION: 

Background 

The "Swine Health Protection 
Provisions" regulations (contained in 9 
era Part 166 and referred to below as 
the federal regulations) were established 
pursuant to the Swine Health Protection 
Act (set forth in 7 U.S.C. 3801 et seq. and 
referred to below* as the Act.) These 
authorities contain provisions regulating 
the treatment of garbage to be fed to 
swine and the feeding thereof in order to 
prevent the introduction into and 
dissemination in the United States of 
certain diseases of swine. The Act 
except for authority for certain 
emergency actions, provides that the 
provisions of the Act and federal 
regulations are to be enforced only in 
States that do not have primary 
enforcement responsibility under the 
Act. 

A document published in the Federal 
Register on May 2,1985 (50 FR 18632- 
18633) amended the regulations with 
respect to Ixiuisiana and Arkansas. 

Louisiana 

Pursuant to a request from Louisiana 
and pursuant to the requirements of 
Section 10(a) of the Act. the document of 
May 2.1985. removed Louisiana from 
the list of States that have primary 
enforcement responsibility under the 
Act. The intended effect of this 
amendment is to help ensure that 
certain requirements for the feeding of 
gurliage to swine under the Act are 
enforced in Louisiana and thereby 
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prevent the dissemination of certain 
swine diseases. 

Arkansas 

Pursuant to authority In the Act. 
APHIS enters into cooperative 
agreements with some States that do not 
have primary enforcement responsibility 
under the Act to allow such States to 
Issue licenses to persons desiring to 
operate a treatment facility for garbage 
that is to be treated and fed to swine. 
The document of May 2,1985. also 
removed Arkansas from the list of 
States in § 166.14(d) which issue 
licenses under cooperative agreements 
with APHIS but do not have primary 
enforcement responsibility under the 
Act. With this change APHIS became 
the entity that issues such licenses for 
facilities eligible to be licensed in 
Arkansas. 

Comments and Basis for Amendments 

The interim rule became effective 
upon publication. Comments were 
solicited for 60 days following 
publication. No comments were 
received. The factual situation which 
was set forth in the interim rule still 
provides a basis for the amendments. 

Executive Order 12291 and Regulatory 
Flexibility Act 

This action is issued in conformance 
with Executive Order 12291 and has 
been determined to be not a "major 
rule." Based on information compiled by 
the Department, it has been determined 
that this rule will not have a significanl 
effect on the economy; will not cause a 
major increase in costs or prices for 
consumers, individual industries. 
Federal. States, or local government 
agencies, or geographic regions: and will 
not cause significant adverse effects on 
competition, employment, investment, 
productivity. Innovation, or on the 
ability of United Slates-based 
enterprises to compete w'ith foreign- 
based enterprises in domestic or export 
markets. 

For this action, the Office of 
Management and Budget has waived its 
review process required by Executive 
Order 12291. 

The amendments affirmed by this 
document will not cause significant 
changes in requirements for affected 
persons. 

Under these circumstances, the 
Admini.strator of the Animal and Plant 

Health Inspection Service has 

determined that this action will not have 
a significant economic Impact on a 
substantial number of small entities. 
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list of Subjects In 9 CFR Part 166 

African Swine Fever. Animal 
diseases. Foot-and-Mouth Disease. Hog 
Cholera. Hogs, Garbage. Swine 
Vesicular Disease. Vesicuolar 
Exanthema of Swine. 

PART 169—SWINE HEALTH 
PROTECTION 

Accordingly, the interim rule 
amending { 160.14 of 9 CFR 166. 
published in the Federal Register at 50 
FR 18032-18633 on May 2.1985. is 
adopted as a final rule. 

Authority : 7 U.S.C. 3802. 3803.3804. 3806. 
3809. 38! 1.7 CFK 2.17.2.51. ond 371 2(d). 

Done «t Washington. D.C. this 23rd day of 
July 1965. 

|.K. Atwell. 

Deputy Administrator, Veterinary Services, 
fFR Doc. 85-17808 Filed 7-25-65; 8:45 am| 
■HJJNQCOOC 


NUCLEAR REGULATORY 
COMMISSION 

10 CFR Part 140 

Financial Protection Rtquirementa and 
Indemnity Agreements; 

Indemnification of Spent Reactor Fuel 
Stored at a Reactor Site Different Than 
the One Where it Was Generated 


AGENCY: Nuclear Regulatory 
Commission. 

action: Exercise of discretionary 
rtslutory authority. 

SUMMARY: The Commission has decided 
to exercise its discretionary statutory 
authority under the Price-Anderson Act 
and again extend Government 
indemnity to spent reactor fuel stored at 
a particular reactor site different than 
the one where it was generated Absent 
this action by the Commission, this 
spent reactor fuel would not have been 
wvered by Goveinnient indemnity in 
the event of a nuclear incident at the 
site where this spent fuel was stored 
and where the reactors involved have 
the same licensee. 

fOR FURTMCR INFORMATION CONTACT: 
n e CHfice of State Programs. 

U S. Nuclear Regulatory Commission. ' 
Washington. DC 20555. telephone (301) 


SUPRIXMEWTARY INFORMATION: Most 
operating reactor licensees have 
jncrcased. or are planning to increas 
me capacity of their onsite spent fue 
8 orage pools. In some instances whi 
he capacity of the storage pools at l] 
r«^or site cannot be Increased 
JufRcienlly to meet the licensee s nei 
tuel storage may be sought at anolhe 


location. One method of storing spent 
fuel away from the reactor from which it 
is discharged is to store it in the spent 
fuel pool of another of the same 
licensee's reactors but at a different site. 

The Commission has received a 
request from Duke Power Company to 
authorise and indemnify this type of 
activity. The Duke Power request is for 
Commission authorization permitting 
Duke to store spent fuel discharged fnrni 
its Oconee Units 1,2. and 3 at its 
McGuire Unit 2 reactor. Duke is seeking 
Price-Anderson indemnitv protection for 
all such storage of spent fuel at the 
distant reactor location. The 
Commission considered and approved 
similor requests by Carolina Power and 
Light Company in August 1977 and Duke 
Power Company in November 1982 (See 
Federal Register Notice 42 FR 44615 and 
48 FR 55024). 

Under the Price-Anderson Act 
(section 170 of the Atoxnic Energy Act of 
1954. as amended (the Act)), Vandal 
protection and government indemnity 
are mandatory for production and 
utilization facilities, such as reactors, 
licensed under section 103 and section 
104 of the Act This financia] protection 
and indemnify covers the "licensed 
activity" which encompasses not only 
possession and operation of the reactor 
facility itself but also certain ancillary 
activities inctudii^ (t) possession of the 
new fuel (containing special nuclear 
material) being stored on>site for use in 
the reactor and (2) on-site storage of 
spent fuel following irradiation at that 
reactor. Mandatory indemnification 
does not extend to the fuel when It is 
stored at another reactor site. 

Possession of spent fuel away from 
the facility where it was generated. I.e., 
at a location where it is not used in 
connection with the operation of the 
facility, is not a part of the ancillary 
activity of possession and operation of 
the facility where the spent fuel is to he 
stored. As a result, after being 
transferred from the reactor site where it 
was generated to some other site, 
possession of such spent fuel must be 
licensed under other provisions of the 
Act which authorize licenses for 
possession and use of the special 
nuclear and byproduct material and 
would not be subject to the mandatory 
indemnity requirements of the Act 
providing that the Commission require 
Hnancial protection of and indemnify 
reactor (and other production and 
utilization facility) licensees. » 
Accordingly, no indemnity protection 
automatically would be afforded spent 
he\ stored away from the facility where 
it is produced or used. To indemnify this 
spent fuel, the Commission must require 
the licensee at whose facility the spent 


fuel will be stored to maintain financial 
protection and to be indemnified by 
exercising its discretionary authority 
under section 170 of the Act. For the 
purposes of Price-Anderson coverage, 
this exercise of discretionary authority 
would result in treating spent fuel 
produced at one reactor site but stored 
at a different site the same as spent fuel 
stored at the site of the reactor where it 
was produced. Thus, irradiated fuel 
generated by a reactor at one site 
whether stored by itself in the spent fuel 
pool of a reactor at a.different site or 
commingled with the second reactor's 
irradiated fuel in that reactor's spent 
fuel pool would be covered by fmancial 
protection and Indemnity. 

The NRC believes that it would not be 
desirable to have a situation where 
spent fuel generated by one reactor and 
stored in the spent fuel pools of a 
second reactor at a different site would 
be unindemniHed while the spent fuel 
produced by the second reactor and 
stored at the same site would be 
indemnified. If indemnity coverage were 
not extended to the spent fuel generated 
by the first reactor but stored at the site 
of a second reactor and if an accident 
occurred involving the fuel storage pool 
it would be virtually Impossible to 
determine whether indemnified or 
unindemnified spent fuel caused the 
accident. 

In view of the foregoing, the 
Commission has decided to exercise its 
discretionary authority under section 
170 of the Atomic Energy Act of 1954, as 
amended, and will modify Duke's 
indemnity agreement at the McGuire's 
facility to permit the storage of Oconee's 
irradiated fuel at McGuire. As required 
in 10 CFR 140.9. the Commission is 
publishing this amendmenL which 
would redefine the term "the radioactive 
material" in Article 1. paragraph 9 in the 
McGuire Indemnity Agreement B-83. to 
read as follows: 

The radioactive material means source, 
special nuclear and byproduct material which 
(1) is used, was used or will be used in. or is 
irradiated, was irradiated or will be 
irradiated by. the nuclear reactors licensed 
under NPF-O and NPF-17 or (2) was used in. 
or was irradiated in the nuclear reactors 
licensed under OPR-SS, DPR-17, and OPR-55 
and subsequently Is transported to the site of 
the nuclear reactors licensed under NPF-9 
and NPF-17 for the purpose of storage or (3) 
which is produced as a result of operation of 
the nuclear reactors licensed under NPF-a 
and NPF-17. 

This amendment relates to changes In 
an indemnity agreement incorporated 
into a 10 CFR Part 50 license. 
Accordmgly, this amendment meets the 
eligibility critria for categories exclusion 
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set forth in 10 CFR 51.22(c)(10)(i). 
Pursuant to 10 CFR 51.22(b). no 
environmental impact statement nor 
environment assessment need be 
prepared In connection with the 
issuance of this amendment. 

(5 U.S.C 552: Pub. L 85>703.68 Stst. 919 at 
amended by Pub. L 85-256.71 Stat. 570. at 
amended (42 U.S.C 2210). 

Dated at Bcihetda. Maryland this 22nd 
day of |uly 1965. 

For the Nuclear Regulatory Commission. 
Waiiam |. Dirckt. 

Executive Director for Operations. 

(FR Doc, 65-17817 Filed 7-25-65: 8:45 am) 
KLLfNQ COK TStO-OI-SI 


DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
14 CFR Part 39 

I Docket No. 8S-ANE-7; Arndt 39-5097J 

Airworthiness Directives: Alexander 
Schleicher Model ASK-21 Glidera 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

SUMMARY: This action publishes in the 
Federal Register and makes effective to 
all persons an amendment adopting a 
new airworthiness directive (AD) which 
was previously made effective to all 
known U.S. owners and operators of 
certain Alexander Schleicher Model 
ASK-21 gliders by individual letters. 

The AD requires a one lime Inspection 
and enlargement, if necessary* of the 
wheel box cutout in the fuselage. The 
AD is needed to prevent structural 
damage and aileron control problems 
caused by interference of the wheel 
fairing with the wheel box cutout. 
dates: Effective July 25.1965, to all 
persons except those persons to whom it 
was made immediately effective by 
Priority Letter AD No. 85-05-07. issued 
March 28.1965. which contained this 
amendment. 

Compliance required prior to next 
flight after the effective date of this AD. 
unless already accomplished. 

Incorporation by Reference— 
Approved by the Director of the Federal 
Register on July 25.1985. 

ADDRESSES: The applicable technical 
note may be obtained from Alexander 
Schleicher. Segelflugzeugbau. D-5416 
Poppenhausen. Federal Republic of 
Germany. 

A copy of the technical note is 
contained in Rule Docket 05-ANE-7. in 
the Office of the Regional Counsel. 
Federal Aviation Administration. 12 


New England Executive Park. 

Burlington. Massachusetts 01803. and 
may be examined weekdays, except 
Federal holidays, between the hours of 
8:00 a.m. and 4:30 p.m. 

FOR FURTHER INFORMATION CONTACT: 
Munro Dealing. Brussels Aircraft 
Certification Office. AEU-100. Europe. 
Africa, and Middle East Office. Federal 
Aviation Administration. 40 American 
Embassy, 1000 Brussels. Belgium, 
telephone 513.38.30 X2710. or Terry Fahr, 
Boston Aircraft Certification Office. 
Federal Aviation Administration. 12 
New England Executive Park. 

Burlington. Massachusetts 01603. 
telephone (817) 273-7103. 
SUPPLEMENTARY INFORMATION: On 
March 26,1985. Priority Letter AD No. 
B5-06-07 was issued and made effective 
immediately to all known U.S. owners 
and operators of certain Alexander 
Schleicher Model ASK-21 gliders. The 
AD requires a one time inspection, and 
enlargement, if necessary, of the wheel 
box cutout in the fuselage. AD action 
was necessary of these gliders since the 
wheel box cutout in the fuselage may 
not have been correctly enlarged. This 
could cause structural damage during 
wheel retraction when the rear edge of 
the wheel fairing contracts the wheel 
box cutout. Also the fouled gear could 
loosen a rib during a hard landing and 
cause aileron control problems. 

Since It was found that immediate 
corrective action was required, notice 
and public procedure thereon were 
impracticable and contrary to public 
interest, and good cause existed to make 
the AD effective immediately by 
individual priority letters issued March 
26.1985. to all known U.S. owners and 
operators of certain Alexander 
Schleicher Model ASK-21 gliders. These 
conditions still exist, and the AD is 
hereby published in the Federal Register 
as an amendment to $ 39.13 of Part 39 of 
the Federal Aviation Regulations to 
make it effective to all persons. 

Conclusion 

The FAA has determined that this 
regulation is an emergency regulation 
that is not considered to be major under 
Executive Order 12291. It is 
impracticable for the agency to follow 
the procedures of Order 12291 with 
respect to this rule since the rule must 
be issued immediately to correct an 
unsafe condition in aircraft. It has been 
further determined that this action 
involves an emergency regulation under 
DOT Regulatory Policies and Procedures 
(44 FR 11034; February 28.1979), If this 
action is subsequently determined to 
involve a significant/major regulation, a 
Anal regulatory evaluation or analysis. 


as appropriate, will be prepared and 
placed in the regulatory docket 
(otherwise, an evaluation or analysis Is 
not required). A copy of it, when filed, 
may be obtained by contacting the 
person identified under the caption **for 
FURTHER INFORMATION CONTACT*’. 

List of subjects In 14 CFR Part 39 

Air transportation. Aircraft. Aviation 
safety. Incorporation by reference. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
amends $ 39.13 of Part 39 of the Fedenil 
Aviation Regulations as follows: 

1. The authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C 1354(a). 1421 and 1423; 
49 U.S.C 106(g) (Revised. Pub. L 97-149. 
January 12.1983); and |14 CFR 1189) 49 CFR 
1.47. 

2. By adding the following new AD: 

Atexainler Schleicban Applies to Model 
ASK-21 Gliders. S/Ns 21194 through 
21226. certificated in all categories. 

Compliance is required prior to next flight 

To prevent the main wheel fairing from (1) 
causing structural damage to the fuselage 
wheel well box cutout and (2) loosening a rib 
during a hard landing causing aileron control 
problems, accomplish the following: 

Inspect the wheel box cutout in the 
fuselage for clearance, and modify if 
necessary, in accordance with Actions 1 
through 5 of Alexander Schliecher ASK-21 
Technical Note No. 17, dated October 1. 1964. 
or an FAA-opproved equivalent. 

Upon request, an equivalent means of 
compliance with the requirements of this AL) 
may be approved by the Manager. Brussels 
Aircraft Certification Office. AEU-100, 
Europe. Africa, and Middle East Office, FAA 
c/o American Embassy. 1000 Brussels. 
Belgium, telephone 513.38-30 X2710. 

Alexander Schleicher ASK-21 Technical 
Note No. 17, dated October 1.1984. Is 
incorporated herein and made a part hereof 
pursuant to 5 U.S.C. 5S2(a)(l). All persons 
affected by this directive who have not 
already received this document from the 
manufacturer may obtain copies upon request 
to Alexander Schleicher, Segelflugxeugbau. 
it-8416 Poppenhausen. Federal Republic of 
Germany. This document also may be 
examined at the Office of the Regional 
Counsel. Federal Aviation Administration. 12 
New England Executive Park. Burlington. 
Massachusetts 01803. weekdays, except 
Federal Hobdays, between the hours of 680 
a,m. and 4:30 pJti. 

This amendment becomes effective |uly 25. 
1985. to all persons except those persons to 
whom it was made immediately effective by 
Priority Letter AD Na 65-06-07. Issued Man h 
28,1985. which contained this amendment 
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Issued In Burlington, MHisuchwieltJi on |uly 
2,1965. 
lack A. Sain, 

Acting D/nclor, New England Rftgion, 

[FK Doc. 65-17717 Filed 7-^25-85; a45 am| 
M.LJI» cooc 


14 CFR Part 39 

lOocktt No. a4-ANE-24; Arndt 39-50961 

AirworthinoM Directives; Hartzell 
( )HC-( H MX,V) SeHes Propellers 

AGENCY: Federal Aviation 
Administration (FAA), DOT. 

AcnoH: Final rule. 

SUMMARY: This amendment adopts a 
new airworthiness directive (AD] which 
requires Inspection or replacement of 
certain blade clamp assemblies on 
Hartzell ( IHCM H )(X.V) series 
propellers within the next 12 months or 
by the next overhaul after the effective 
date of this AD. The AD is needed to 
prevent failure of certain propeller blade 
clamp assemblies which could result In 
blade separation and severe unbalance. 
dates: Effective — September 27,1985. 

Compliance required within the next 
12 months or by the next overhaul, after 
the effective dale of this AD. whichever 
occurs first, unless already 
accomplished. 

Incorporation by Reference — 
Approved by the Director of the Federal 
Register on Scpteml)er 27.1985. 
ADDRESSES: The applicable service 
document may be obtained from 
Hartzell Propeller Products Division, 
TRW Aircraft Components Group. 350 
Washington Ave., Piqua. Ohio 45356. 

A copy of the service document is 
contaim^ in the Rules Docket. Office of 
Regional Counsel. FAA, Attn: Rules 
Docket No. 84-ANE-24.12 New England 
Executive Park. Burlington. 
Massachusetts 01803. and may be 
examined weekdays, except Federal 
holidays, between 8:00 a.m, and 4:30 
p.m. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Robert Alpiser. Chicago Aircraft 
Certification Office. ACB-140C. F.AA, 
2300 East Devon Avenue. Des Plaines. 
Illinois eooia telephone (312) 694-7130. 
SUPPUMENTARY INFORMATION: A 
proposal to amend Part 39 of the Federal 
Aviation Regulations (FAR) to include 
an AD requiring inspection or 
replacement of certain blade clamp 
assemblies on Hartzell ( )HC-{ )( ) 
(X.V) series propellers was published In 
the Federal Register on March 22.1985 
(50 FR 11512). 

ITie proposal resulted from a 
determination that certain Hartzell 


propeller Part Number C-8-{ ) blade 
damp assemblies are susceptible to 
cracks in either the grease fitting hole or 
in the area of the Inner bearing support 
housing radius which can result in 
possible blade loss. Since this condition 
is likely to exist or develop on other 
blade clump assemblies of the same 
type design, the NPRM proposed 
inspection or replacement of certain 
blade damp assemblies. 

Blade clamp assemblies with serial 
numbers ranging from 0 through D5293. 
generally produced prior to 1959 and 
which have a grease fitting hole located 
approximately one-half inch from the 
damp parting line, must be removed 
from service. Blade clamp assemblies 
with serial numbers ranging from DS294 
through K6338, generally p^uced 
between 1959 and 1960 and having a 
grease fitting hole located 
approximately one inch from the damp 
parting line, must be inspected for 
defects end removed from service if 
defects are observed. Clamp assemblies 
on which no serial numbers are 
readable or which have mismatched 
serial numbers on each damp half must 
be removed from serv ice. 

A 5 year malfunction or defect 
computer run shows that there were 20 
reports of blade damp failures of which 
at least 3 resulted in blade separation. 
Hartzell Propeller has issued Service 
Bulletins Nos. 126B and 127B and 
Instruction No. 159A to address the 
corrective action described in this 
document. It is estimated that an 
average of 2.5 manhours per blade 
damp assembly will be required to 
comply with this AD. The cost of a 
replacement blade damp assembly is 
approximately $500. Therefore, the cost 
to replace the clamps on a two blade 
propeller will approximate $500 per 
blade X 24$35/^. X 5 hrs. labor~$1175 
per propeller. The cost to Inspect and 
reuse the blade clamp assemblies on a 
two blade propeller will approximate 
$35/hr. X 5 hrs. labor=$t75 per 
ropeller. It is estimated that 5000 two 
lade propellers will requiie clamp 
replacement making the total cost for 
the fleet approximately $5,875,000. 
Because clamp assemblies 
manufactured since 1959 only require 
inspection, it is unlikely that a fleet 
operator would have more than one or 
two propellers that require clamp 
replacement. Additionally, compliance 
with this AD is a one-time cost, and any 
additional cost associated with blade 
clamp replacement would be part of 
normal maintenance. Therefore, the 
F/\A has determined that this proposed 
AD will not have a significant economic 
impact on a substantial number of small 
entities. 


Interested persons have been afforded 
an opportunity to participate in the 
making of this amendment. The 
comment period closed May 21.1985. 
Two comments were received: 

One commenter concurred with the 
proposal. A second commenter 
recommended that the compliance time 
be changed from at next overhaul or by 
lanuary 1.1988, whichever occurs first, 
to within the next 12 months or by the 
next overhaul after the effective date of 
this AD. whichever occurs first In 
response to this comment the 
compliance time was changed to within 
the next 12 months or by the next 
overhaul after the effective date of this 
AD. whichever occurs first This was 
done to accommodate logistical 
requirements and a determination was 
made by the FAA that safety would not 
be derogated. Therefore, this 
amendment will be adopted 
substantially as proposed with a minor 
change that is relieving in nature. 

Conclusion 

As described In SUFPtCMENTARY 
INFORMATION, the FAA has determined 
that this regulation is not considered to 
be major under Executive Order 12291, 
or significant under DOT Regulatory 
Policies and Procedures (44 FR 11034; 
February 28.1979), I certify that this is 
not a “major rule** under Executive 
Order 12291; is not a **8ignificant rule** 
under DOT Regulatory Policies and 
Procedures (44 FR 11034; February 28, 
1979); and will not have a significant 
economic impact on a substantial 
number of small entitles under the 
criteria of the Regulatory Flexibility Act. 
A copy of the evaluation prepared for 
this action is contained in the regulatory 
docket. A copy of it may be obtained by 
contacting the person identified under 
the caption “for further information 

CONTACT.** 

list of Subjects in 14 CFR Part 39 

Propellers, Engines, Air 
Uansportation, Aircraft, Aviation safety. 
Incorporation by reference. 

Adoption of the amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the FAA amends i 39.13 of Part 39 of the 
FAR as follows; 

1. The authority citation for Part 39 
continues to read as follows; 

Authority: 49 U.S.C 1364(a). 1421 and 1423: 
49 U.S.C. 10e(g) (Revised. Pub. L 97^9. 
January 12,1983); and (14 CFR 11.891: 49 CFR 
1.47 

2. By adding the following new AD* 
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llartXBiU Propeller Producte Divitioo: Appllrt 
to all llartzeil Model ( )IIC> | J( ) 
(X,V) series pmpeltm with llarfzefl Part 
Number C-3^ 1 blade clamp 
esiembbes. 

Compltance is required within the next 12 
months or by the next overhaul after the 
effective date of this AL). whichever occurs 
first, unless already accomplished. 

To prevent propeller blade clamp failure, 
accomplish the folknvinq: 

fa) Replace all propeller blade damp 
assemblies which have serial numbers 
ranging from 0 through US293 with airworthy 
clamp aasembhes. 

(b) Replace all propeller blade damp 
assemblies which have mismatching seriol 
numbers on each clamp half or whi^ haire 
unreadable serial numbers with airworthy 
damp assembiies. 

(c) Magnetic particle inspect all blade 
damp assemblies which have serial numbers 
ranging from DS294 through K6336 in 
accordance with Hartzell Service Instfuctlon 
No. 159A dated May 13.19R5. or PAA 
approved equhralent. Replace aH defective 
damp assemblies with airworthy damp 
assemblies. 

Note.—Blade damp aaaemblles %irith serial 
numbers subsequent to K0336 are not 
affected by this AD. 

Aircraft may be ferried In acuirdance with 
the provisions of Federal Aviation 
Regulations 21.197 and 21.199 to n base where 
the AD can be accomplished 

Upon request, an equivalent means of 
compliance with the requirements of this AD 
may be approved by the Manner. Chicago 
Aircraft Certification Office. PAA. Central 
Region. 

Ilartzel! Service Instmclton No. 1S9A dated 
May 13.1985, Is Incorporated herein and 
made a part hereof pursuant to 5 U.8.C. 
552(aHl). AH persons affected by this 
directive who have not already received this 
document from the maoufaclurer may obtain 
a copy upon request to Hartzell Propcllar 
Products Division. TRW Aircraft Componants 
Croup. 330 Washington Avenue. Piqua. Ohio 
4S3SO. This document also may be examined 
at the OCfkc of Regional CouitmI. PAA, Attn? 
Rules Docket No. 84-'ANR-24.12 New 
pjtgland Executive Park. Burlington. 
Massachusetts 01603. weekdays, except 
Federal holidays, between 8:00 a.m. and 4:30 
p.m. 

This amendment becomes effective on 
September 27,1965. 

Issued in Burlington. Massachusetts, on 
|uly 5.1985. 
fsek A. Sain. 

Acting Director* New Engtond Regtoa, 

|PR Doc. 85-17718 Filed 7-2S-65; 645 am) 
mium CODE 4f fo>i3-ai 


14 CFR Part 71 

I Alrspaca Docket No. 8S-ANE-06) 

Control Zona; Poflamotith, NH 

AQCNCV: Federal Aviation 
Administration fFAA). DOT. 
action: Final rule. 


summary: This action amends the 
description of the Portsmouth. New 
Hampshire Control Zone so as to 
provide protected airspace for aircraft 
executing a new Nondirectional Rndto 
Beacon (NDD) Approach to the 
LittlebiTMk Airpark. FiUot, Maine. 
CFFEcnvc date: 0901 Gonx. Oclolier 6. 
1985. 

FOR FURTHER INFORMATION CONTACT: 
Stanley E. Matthews, Manager. 
Operations, Procedures and Airspace 
Branch, ANE-530. Federal Aviation 
Administration, Air Traffic Division, 12 
New England Executive Park. 

Burlington. Massachusetts 01803. 
Telephone (617) 273-7139. 
SUPPLEMENTARY rNFORMATION: 

History 

On April 8,1985. the FAA proposed to 
amend i 71.171 of Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) to 
amend the f^rtsmouth, New Hampshire 
Control Zone so at to provide protected 
airspace for Instrument Flight Rules 
aircraft executing a new NDB Approach 
to the Littlebrook Airpark. Elliot. Maine. 
(50 FR 13819). 

Interested parties were invited to 
participate In this Rulemaking 
Proceeding by submitting written 
comments on the proposal to the FAA. 
No comments objecting to the proposal 
were received. Except for editorial 
changes, this am€»ndment is the same as 
that proposed in this Notice. Section 
71.171 of Part 71 of the Federal Aviation 
Regulations was republished in 
Handbook 7400.6A dated lanuary 2. 
1985. 

The Rule 

This amendment to Part 71 of the 
Federal Aviation Regulations changes 
the description of the Portsmouth. New 
Hampshire Control Zone so as to 
provide protected airspace for 
Instrument Flight Rules aircraft 
executing a new NDB Approach to the 
Littlebrook Airpark. Elliot. Maine. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
current. It. therefore—(1) is not a •‘major 
rule*’ under Executive Order 12291: (2) is 
not a ’’significant rule” under DOT 
Regulator)’ Policies and Procedures (44 
FR 11034; February’ 28.19791; and (3) 
does not warrant preparation of a 
regulatory evaluation as the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 
traffic procedures and air navigation, it 
Is certified that this rule will not have a 
significant economic impact on a 


substantial number of small entities 
under this criteria of the Regulatory 
Flexibility Act. 

List of Subjects in 14 CFR Part 71 
Aviation safety. Control zones. 
Adoplioo of the Amaodmonl 

PART 71—{AMENDED! 

Accordingly, pursuant to the authority 
delegated to me. the Federal Aviation 
Administration (FAA| proposes to 
amend Part 71 of the FAR (14 CFR Part 
71) as follows: 

1. The authority cllalton for Part 71 
continues to read as follows; 

Authority: 49 Lr.S.C 134a{a). 1510. 
FAccutive Order 10854; 49 U.S.C 106(g) 
{Revised Pub. L 97-449, fanunry 12,1983]: f14 
CFR ll.esi9|; 49 CFTl 1-47. 

2. By amending S 71.171 as follows: 

Portsmouth. New Hampshire Control 
Zone I Amended) 

"within a S mile radius of the Liltlebruok 
Airpark. ElUol. ME. (Lat. SSWas* N., Ung 
70‘48’22* W.) and within 2 miles each side of 
the 152* True (188* Mag.) bearing of the 
Rollingt NDB |l.at. 43^1312^ N.. Long. 
70*49'43* W.) extending from the 5 mile radius 
of Littlebrook Airpark to the Rollingt NDD * 
Itxu^ in Durbngtcin, MtittiichuteUs. on 
|uly 15.1965. 

Robert E Whittington, 

Director New England Region. 

IFR Doc. 85-17719 Filed 7-23-85; 645 am| 
aiLUIIO cool M10-1S-M 


DEPARTMENT OF COMMERCE 

Offica of tha Sacratary 

15 CFR Part 8a 

lOocket No. 50695-5095) 

Audit Requiremants for Slata and 
Local Qovamments 

agency: Department of Commc-fcc. 
action: Interim final rule with request 
for comments.___ 

summary: The Department of 
Commerce proposes to implement the 
requirements for audibng Slate and 
local governments as required by the 
Single Audit Act of 1964. Pub. L 98-502- 
This regulation is meant to improve 
audits of Federal aid programs to Slate 
and local governments. The rule 
establishes audit requirements for Slate 
and local governments that receive 
Federal aid. and defines the 
Department’s responsibilities for 
implementing and monitoring these 
requirements. 
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DATES: Interim Rule: Effective July 28. 
1985: comments must be received on or 
before |uly 50.1965. 

ADDRESS: Comments may be mailed to 
Mr. Robert M. McNamara, Room 6018, 
Department of Commerce. 14th Street 
und Constitution Avenue. NW„ 
Washington, D.C. 20230. 

FOR FURTHER INFORMATION CONTACr. 
Robert M. McNamara. 202-377-5817; W. 
Dan llalgler. 202-377-0142, 
SUPPLEMENTARY INFORMATION; The 
Department of Commerce proposes to 
implement the requirements for auditing 
State and local governments as required 
by the Single Audit Act of 1984, Pub. L 
98-502. The Act establishes audit 
requirements for State and local 
l^ovemments that receive Federal aid. 
and defines Federal responsibilities for 
implementing and monitoring those 
requirements. 

Iliis is not a major rule within the 
meaning of Section 1 Executive Order 
12291. It will not result in: (1) An annual 
effect on the economy of $100 miilton or 
more: (2) a major increase in costs or 
prices for consumers, individual 
industries. Federal. State, or local 
Government agencies, or geographic 
regions; or (3) significant adverse effects 
on competition, employment. 

Investment productivity, innovation, or 
on the ability of U.S.*based enterprises 
to compete with foreign-baaed 
enterprises in domestic or export 
markets. 

Because this rule relates to public 
property, loans, grants, benefits and 
contracts, it is exempt from the 
requirements of notice and opportunity 
to comment on the 30*day delayed 
effective date (5 U.S.C. 553(a)|2)). No 
other law requires that notice and 
opportunity for comment be given of this 
rule. 

Accordingly, the Department's 
General Counsel has determined und so 
certified to the Office of Management 
and Budget, that dispensing with notice 
and opportunity for comment is 
consistent with the Administrative 
Procedure Act and other relevant laws. 

Since notice and opportunity to 
comment are not required to be given for 
this rule under Section 553 of the 
Administrative Procedure Act or any 
other law, no initial or final Regulatory 
riexibilily Analysis has to be or will be 
pwpared for purposes of the Regulatory 
Flexibility Act. 

Althou^ this rule is exempt from the 
^day delayed effective date and is 
being issued In interim form, effective 
»ipon publication In the Federal Register, 
public comments are Invited and should 
- address listed in the 

address section above. Comments 


must be received on or before July 30. 
1985. to be considered in issuing the 
final rule. All comments received will be 
shared with other Federal agencies 
issuing rules pursuant to the Single 
Audit Act of 1964. 

Relationship to OMB Circular A-128: 
The proposed rule is identical to the 
Circular in substantive content. For 
purposes of clarity consistent with this 
rulemaking effort, however, terminology 
has been changed where applicable and 
the format has been changed slightly. 

For instance, the words **ni)e'* and 
"Department'* have been substituted for 
"Circular" and "Federal ageneyfies)." 
respectively, where appropriate. 
Substitutions of a similar nature have 
been made where necessary. 

In addition, the attachment to the 
Circular listing the criteria applicable to 
major Federal financial assistance 
programs has been included in the 
definition section under "Major Federal 
Assistance Programs." 

Paperwork Reduction Act: In 
accordance with the Paperwork 
Reduction Act of 1900 (44 U.S.C 2507), 
approval for any applicable reporting 
and recordkeeping requirements of the 
Single Audit Act of 1984 and OMB 
Circular A-128 are being sought already 
by OMB ft’om the Office of Information 
and Regulatory Affairs. 

List of Subjects in 15 CFR Part 8a 

Grants program, Grants 
administration. Loan programs. 
Intergovernmental relations. 

For the reasons set out in the 
preamble. Part 8a is being added to 15 
CFR Subtitle A to read as follows: 

PART 8a—AUDIT REQUIREMENTS 
FOR STATE AND LOCAL 
GOVERNMENTS 

Sec. 

6s.1 Putpose. 

6a.2 Background. 

6a.3 Policy. 
aa.4 Definitions. 

Ba.S Scope of audit. 

6a8 Frequency of audit. 

Sa.7 Internal control and compliance 
revicwi. 

8a.8 Subrecipientt. 

Ba 9 Relation to other audit requirements. 
64.10 Cognizant agency responsibiliHes. 

6a 11 Ulogal acts or irregularities. 
e«i.l2 Audit report. 

841.13 Audi! resolution. 

6.t.l4 Audit workpapers and reports. 

Sa.lS Audit costs. 

841.16 Sanctions. 

6a 17 Auditor selection. 

841.16 Small and minority audit firms. 

Authority: Single Audit Act of 1984. Pub. L 
96-502, (31 u s e 7501. el seq ); OMB arcular 
A-12a, Audits of State and Ixical 
Governments. 


{86.1 Purpos#. 

Pursuant to the Sinde Audit Act of 
1984. Pub. L 98-502. this part 
established audit requirements for State 
and local governments that receive 
Federal aid. and defines Federal 
responsibilities for implementing and 
monitoring those requirements. 

{86.2 Background. 

Tltc Single Audit Act builds upon 
earlier efforts to improve audits of 
Federal aid programs. The Act requires 
State and local governments that receive 
$100,000 or more a year in Federal funds 
to have an audit made for that year. 

486.3 Policy. 

The Single Audit Act requires the 
following: 

(a) State or local governments that 
receive $100,000 or more a year in 
Federal financial assistance shall have 
an audit made in accordance with this 
rule, 

(b) State or local governments that 
receive between $25,000 and $100,000 a 
year shall have an audit made in 
accordance with this Part, or in 
accordance with Federal laws and 
regulations governing (he programs they 
participate in. 

(c) State or local governments that 
receive less than $25,000 a year shall be 
exempt from compliance with the Act 
and Federal audit requirements. These 
State or local governments shall be 
governed by aduit requirements 
prescribed by State or local law or 
regulation. 

(d) Nothing in this paragraph exempts 
State or local governments from 
maintaining records of financial 
assistance or from providing access to 
such records to Federal agencies, as 
provided in Federal law or in Circular 
A-102. "Uniform requirements for grants 
to State of local governments." 

§ 86.4 Definitlona. 

For the purpose of this part, the 
following definitions from the Single 
Audit Act apply: 

(a) "Cognizant agency" means the 
Federal agency assigned by the Office of 
Management and Budget to carry out the 
responsibilities descried in paragraph 
8a.10of this rule. 

(b) "Federal financial assistance" 
means assistance provided by the 
Department in the form of grants, 
contracts, cooperative agreements, 
loans, loan guarantees, property, 
interest subsidies, insurance, or direct 
appropriations, but does not include 
direct Federal cash assistance to 
individuals. It includes awards received 
directly from the Department, or directly 
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through other units of Stale or lo&i) 
governments, 

(rj •'Federal agency" has the same 
meaning as the term 'agency* in Section 
551(11 of Title 5« United States Code. 

(d) "Generally accepted accounting 
principles** has the meaning specified in 
the generally accepted guvemment 
miditing standards. 

(e) **Cenerally accepted government 
auditing standards'* means the 
^'Standards Far Audit of Coremment 
Orf^nizaUons, Progranta^ Actiritwa, and 
Functions^ develops by the Comptroller 
General dated February 27.1981. 

(f) 'Independent auditor** means; 

(1) A State or local government 
auditor who meets the independence 
standards specified In generally 
accepted government auditing 
standards; or 

(2) A public accoimtanl who meets 
such Ln^pendcnce standards. 

(g) "Internal controls** means the plan 
of organization and methods and 
proccdunts adopted by management to 
ensure that: 

(1) Resource use is consistent with 
laws, regulations^ and poluies; 

(2) Resources are safeguarded against 
waste* loss, and misuse: and 

(3| Reliable data are obtained, 
maintained, and fairly disclosed in 
reports. 

|b| **lndian Tribe" means any Indian 
tribe, band, nation, or other organized 
gniup or community, incladifig any 
Alaskan Native village or regional or 
village corporation (as defined in. or 
established under, the Alaskan Native 
CIaim.s Settlement Act) that is 
recognized by the Uruled States os 
eligible for llw special programs and 
services provicM by die United Stales 
to Indians liecause of their status as 
Indians. 

(i) "Local government" means any 
unit of local government within a State, 
including a county, a borough, 
municipality* city, town, township, 
parish, local public authority, special 
district, school district, intrastate 
district, council of government, and any 
other instnimentality of local 
government. 

(JJ '•Major Federal Assistance 
Program." for Stale or local governments 
having F€>dcral assistance expenditures 
between $100,000 and $100,000,000. 
means any program for which Federal 
expenditures during the applicable year 
exceed the larger of $300.ona or 3 
percent of such total expenditures. 

VVlierc total expenditures of Federal 
assistance exceed $loa000*000. the 
following criteria apply: 
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(k) '‘Public occounlunts*' means those 
individuals who meet the qualificalkios 
standards included in generally 
accepted government auditing standards 
for personnel performing government 
audUs. 

(f) "State** means any State of the 
United States, the Dislrid of Coluinbia. 
the Commonwcailh of Puerto Rko. the 
Virgin Islands. Guam. American Siunoji. 
the Commonwealth of the Northern 
Mariana Islands, the Trust Territory of 
the Pacific Islands, and any 
instrumentality thereof, and any mulU< 
Stale, regional or interstate entity that 
has governmental functions and any 
Indian Tribe. 

(na) **Subrecipient** means any petrson 
or govenunent department, agency, or 
establishment that receives Federal 
finnodal assistance to carry out a 
program through a Stale or local 
government, but does not Include an 
individual that is a benefidary of such a 
program. A subreciptenl may also be a 
direct recipient of Federal financial 
assistance. 

i 8a.S Scope of audit 

The Single Audit Act provides that: 

(o) The audit shall bo made by an 
independent auditor in accordance with 
generally accepted government auditing 
standards covering financial and 
compliance audits. 

|b) The audit shall cover the entire 
operations of a State or local 
government or. at the option of that 
government, if may cover de(>artinents. 
agencies or establishments that 
received, expended* or otherwise 
administered Fedcrral financial 
assistance dtning the year. However, if 
a State or local government receives 
$25iXX) or more in General Revenue 
Sharing Funds in a fiscal year, it shall 
have an audit of its entire operations. A 
series of audits of individual 
departments, agencies, and 
establishments for the same fiscal year 
may be considered a single audit. 

(c) Public hospitals and public 
colleges and universities may be 
excluded from State and local audits 
and the requirements of this Part. 
However, if such entities are excluded, 
audits of these entities shall be made in 


accordance with statutory requirements 
and the provistona of OMB Circular A- 
HO. "Uniform requirements for grants to 
universities, hospitals* and other 
nuRprofil organizations." 

(d) The auditor shall determine 
whether: 

(t) The financial statetmmrs of the 
govenunent. department, agency or 
establishment present fairly its fmaiKiai 
position and the results of its financial 
operations in accocdance with generally 
accepted accounting principles: 

(2) The organization has internal 
accounting and other control systems to 
provide reasonable assurance that it U 
managing Federal financial assistance 
programs in compliance with applicable 
laws and regulations; and 

(3) The organization has complied 
wMlh laws regulations that may have 
material effect on its financial 
statements and on each major Federal 
asstslanca program. 

9 8ajS Fraquancy of audit 

Audits shall be made annually unless 
the State or local government has. by 
January 1.1987. a constitutional or 
statutory requirement for less frequent 
audits. For those governments, the 
cognizant agency shall permit biennial 
audits, covering both years, if the 
governinenl so requests. It shall also 
honor requests for biennial audits by 
governments that have an 
administrative policy calling for audits 
less frequent than amrual. only for 
fiscal years beginning before January 1. 
1987. 

9 $0.7 Intornol control and co mp to nce 

rovlowo. 

The Single Audit Act requires that the 
independent auditor determine and 
report on whether the organization has 
internal control systems to provide 
reasonable assurance that H is managing 
Federal assistance programs in 
compliance with applicable laws and 
regulations. 

(a I Internal Control Review. In order 
to provide this assurance, the auditor 
must make a study and evaluation of 
Internal control systems used in 
administering Federal assistance 
programs. The study and evaluation 
must be made whether or not the auditor 
intends to place reliance on such 
systems. As part of this review, the 
auditor shall: 

(1) Test whether these internal conlrol 
systems are functioning in accordance 
with prescribed procedures. 

(2) Examine the recipient's system for 
monitoring subrecipients and obtainuig 
and acting on subrecipient audit reports. 
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(b) Compliance Review, The Law also 
requires (he audilor Co determine 
whether the organizaMon has caaiplied 
writb laws and regulations that may have 
a malehal effect on each major Federal 
Mssistance program. 

(1) In order to determine which major 
programs are to be tested for 
compliance. State and local 
governments shaH identify in their 
accounts all Federal funds received and 
expended and the programs under 
which they were received. This shall 
include funds received directly from 
Federal agencies and through other 
State and local governments. 

(2) The review must include the 
selection and testing of a representative 
numlier of charges from each major 
Federal assistance program. The 
selection and testing of transactions 
shall be based on the auditor's 
professional judgment considering such 
factors as the amount of expenditures 
for the program and the individual 
awards; the newness of the program or 
chants In its conditions; prior 
experience with the program, 
particularly as revealed in audits and 
other evaluations (e.g^ inspections, 
program reviews); the extent to which 
the program is carried out through 
subredpients; the extent to which the 
program contracts for goods or services; 
the level to which the program is 
already subject to program reviews or 
other forms of independent oversight; 
the adequacy of the controla for 
ensuring compliance; the expectation of 
adherence or lack of adherence to the 
applicable laws and regulations; and the 
potential impact of adverse findings. 

(i) In making the test of transactions, 
the auditor shall determine whether 

(A) the amounts reported as 
expenditures were for allowable 
services, and 

(B) the records show that those who 
reived services or benefits were 
eligible to receive them. 

(ii) In addition to transaction testing, 
the auditor shall determine whether. 

(A) matching requirements, levels of 
effort and earmarking limitations were 
met. 


(B) Federal financial reports and 
claims for advances and 
reimbursements contain information 
that is supported by the books and 
»t:cords from which the bask rinaocial 
statements have been prepared, and 

(C) amounts claimed or used for 
matching were determined In 
•J^rdnnee with ONIB Circular A-^. 

Cost principles for Stale and local 
governments.” and Attachment F of 
OMB Circular A-102. ‘Uniform 
requirements for grants to Stale or local 
governments.” 


(iii) The principle compliance 
requirements of the larg^ Federal aid 
programs may be ascertained by 
referring to the Compliance Supplement 
for Single Audits of State and Local 
Governments, Issued by OMB and 
available horn the Covenunent Frinling 
Office. For those programs not covered 
in the Cocr«piumce Supplement the 
auditor may ascertain compliance 
requirements by researching the 
statutes, regulations, and agreements 
governing individual programs. 

(3) Transactions reiatid to other 
Federal assistance programs that are 
selected in connection with 
examinations of financial statements 
and evalustiofis of internal controls 
shall be tested for compliance w ith 
Federal laws and regulations that apply 
to such transactions. 

§ 8a.S Subredpients. 

State or local governmeuls that 
receive Federal hnancial assistance and 
provide $25,000 or more of it in a fiscal 
year to a subrecipient sbalb 

(a) Determine whether State or local 
subredpients have met the audit 
requirements of this part and whether 
subredpients covered by Circular A- 
no. *Vn\torm requirements for grants to 
universities, hospitals, and other 
nonproBt organizations.** have met that 
requirement: 

(b) Determine whether the 
aubredpient spent Federal assistance 
funds provided in accordance with 
applicable taws and regulations. This 
may be accomplished by reviewing an 
audit of the subredpient made In 
accordance with this Part. OMB Circular 
A-ltO. or through other means (e.g., 
program reviews) if the subrecipient has 
not yet had such an audit 

(c) Ensure that appropriate corrective 
action is taken within six months after 
receipt of the audit report in Instances of 
noncomptiance with Federal laws and 
regulations; 

(d) Consider whether subredpient 
audits necessitate adiustment of the 
recipient's own record; and 

(e) Require each subredpient to 
permit independent auditors to hav’s 
access to the records and financial 
statement as necessary to comply with 
this part. 

{ Ba.t RalatkMi to other audH 
raquiramafiU. 

The Single Audit Act provides that an 
audit madie in accordance with this Part 
shall be in lieu of any finandaJ or 
finandal compliance audit required 
under indhridual Federal assistance 
programs. To the extent that a single 
audit provides the Department with 
information and assurance it needs to 


carry out its overall responsibHities. the 
Department shall rely upon and use such 
information. However, the Department 
shall make any additional audits which 
are necessary to carry out its 
responsibilities under Federal law and 
regulations. Any additional Federal 
audit effort shall be planned and carried 
out in such a way as to avoid 
duplication. 

(a) The provisions of this part do not 
limK the authority of the Department to 
make, or contract for audits and 
evaluations of Federal financial 
assistance programs, nor does it limit 
the authority of the Inspector General or 
other Federal audit officials. 

(b) The proviskms of this Part do not 
authorize any State or local government 
or subreciphmt thereof to constrain the 
Department, in any manner, from 
carrying out additional audits. 

(c) The Department, when making or 
contracting for audits In addition to the 
audits made by recipients pursuant to 
this Part shall, consistent with other 
applicable laws and regulations, arrange 
for funding the cost of such additional 
audits. additional audits include 
economy and efficiency audits, program 
results audits, and program evaluations. 

98a.10 Cognizant aqaocy re ip onsIbatHe s . 

The Single Audit Act provides for 
cognizant Federal agencies to oversee 
the implementation of this part. 

(a) The Office of Management and 
Bud^t will assign cognizant agencies 
for States and their subdivisions and 
larger local governments and their 
suMlvlsions. Other Federal agencies 
may participate ivith an assigned 
cognizant agency in order to fulfill the 
cognizant responsibilities. Smaller 
governments not assigned a cognizant 
agency will be under the general 
oversight of the Federal agency that 
provides them the most fuiuis whether 
directly or indirectly. 

(b) A cognizant agency shall have the 
folloKving responsibilities: 

(1) Ensure that audits are made and 
reports are received in a timely manner 
and in accordance with the 
requirements of this rule. 

(2) Provide technical advice and 
liaison to Stale and local governments 
and independent auditors. 

(3) Obtain or make quality control 
reviews of selected audits made by non> 
Federal audit organizations and provide 
the results, when appropriate, to other 
interested organizations. 

(4) Promptly inform other affected 
Federal agencies and appropriate 
Federal law enforcement officials of any 
reported illegal acts or irregularities. 
They .should also inform Slate or local 








30422 


Federal Register / Vol. 50, No. 144 / Friday, July 26, 1985 / Rules and Regulations 


law enforcement and prosecuting 
authorities, if not advised by the 
recipient, of any violation of law within 
their jurisdiction. 

(5J Advise the recipient of audits that 
hove been found not to have met the 
requirements set forth in this Part. In 
su^ instances, the recipient will be 
expected to work with the auditor to 
take corrective action. If corrective 
action is not taken, the cognizant agency 
shall notify the recipient and Federal 
awarding agencies of the facts and make 
recommendations for followup action. 
Major inadequacies of repetitive 
substandard performance of 
independent auditors shall be referred 
to appropriate professional bodies for 
disciplinary action. 

(6) Coordinate, to the extent 
practicable, audits made by or for 
Federal agencies that are in addition to 
the audits made pursuant to this rule, so 
that the additional audits build upon 
such audits. 

(7) Oversee the resolution of audit 
findings that affect the programs of more 
than one agency. 

J8a.11 fflegsl acts or bregufarities. 

If the auditor becomes aware of illegal 
acts or other irregularities, prompt 
notice shall be given to recipient 
management officials above the level of 
involvement. (See also J 8a.l2(a)(3) for 
the auditor's reporting responsibilities.) 
The recipient, in turn, shall promptly 
notify the cognizant agency of the illegal 
acts or irregularities and of proposed 
and actual actions, if any. Illegal acts 
and irregularities include such matters 
as conflicts of interest, falsification of 
records or reports, and 
misappropriations of funds or other 
assets. 

J 8a.12 Audit reports. 

Audit reports must be prepared at the 
completion of the audit. Reports serve 
many needs of State and local 
governments as well as meeting the 
requirements of the Single Audit Act. 

(a) The audit report shall state that 
the audit was made in accordance with 
the provisions of this Part. The reports 
shall be made up of at least: 

(1) The auditor's report on financial 
statements and on a schedule of Federal 
assistance; the financial statements: and 
a schedule of Federal assistance, 
showing the total expenditures for each 
Federal assistance program as identiHed 
in the Catalog of Federal Donwsfjc 
Assistance. Federal programs or grants 
that have not been assigned a catalog 
number shall be identified under the 
caption "other Federal assistance." 

(2) The auditor's report on the study 
and evaluation of internal control 


systems must identify the organization's 
significant internal accounting controls, 
and those controls designed to provide 
reasonable assurance that Federal 
programs are being managed in 
complfance with laws and regulations. It 
must also identify the controls that were 
evaluated, the controls that were not 
evaluated, and the material weakness 
identified as a result of the evaluation. 

(3) The auditor's report on compliance 
containing: 

(i) A statement of positive assurance 
with respect to those items tested for 
compliance. Including compliance with 
low and regulations pertaining to 
financial reports and claims for 
advances and reimbursements; 

(il) Negative assurance on those items 
not tested: 

(iii) A sununary of all instances of 
noncompiiance: and 

(iv) An indentification of total 
amounts questioned, if any. for each 
Federal assistance award, as a result of 
noncompliance. 

(b) The three parts of the audit report 
may be bound into a single report, or 
presented at the same time as separate 
documents. 

(c) All fraud abuse, or illegal acts or 
indications of such acts, including all 
questioned costs found as the result of 
these acts that auditors become aware 
of, should normally be covered in a 
separate written report submitted in 
accordance with $ 8a.l2(f)* 

(d) In addition to the audit report, the 
recipient shall provide comments on the 
findings and recommendations in the 
report, including a plan for corrective 
action taken or planned and comments 
on the status of corrective action taken 
on prior findings. If corrective action is 
not necessary, a statement describing 
the reason it is not should accompany 
the audit report 

(e) The reports shall be made 
available by the State or local 
government for public inspection within 
30 days after the completion of the 
audit. 

(f) In accordance with generally 
accepted government audit standards, 
report shall be submitted by the auditor 
to the organization audited and to those 
requiring or arranging for the audit. In 
addition, the recipient shall submit 
copies of the reports to each Federal 
department or agency that provided 
Federal assistance funds to the 
recipient. Subrecipients shall submit 
copies to recipients that provided them 
Federal assistance funds. The reports 
shall be sent within 30 days after the 
end of the audit period unless a longer 
period is agreed to with the cognizant 
agency. 


(g) Recipients of more than $100,000 in 
Federal funds shall submit one copy of 
the audit report within 30 days after 
issuance to a central clearin^ouse to be 
designated by the Office of Management 
and Budget, 'hie clearinghouse will keep 
completed audits on file and followup 
with Slate or local governments that 
have not submitted required audit 
reports. 

[h] Recipients shall keep audit reports 
on file for three years from the date of 
their issuance. 

J 5a.13 Audit resolution. 

(a) As provided in J 8a.l0. the 
cognizant agency shall be responsible 
for monitoring the resolution of audit 
findings that affect the programs of more 
than one Federal agency. Resolution of 
findings that relate to the programs of a 
single Federal agency will be the 
responsibility of the recipient and that 
agency. Alternate arrangements may be 
made on a case-by-case basis by 
agreement among the agencies 
concerned. 

(b) Resolution shall be made within 
six months after receipt of the report by 
Federal departments and agendes 
Corrective action should proceed as 
rapidly as possible. 

$80.14 Audit workpapers and reports. 

Workpapers and reports shall be 
retained for a minimum of three years 
from the dale of the audit report, unless 
the auditor is notified in writing by the 
cognizant agency to extend the retention 
period. Audit workpapers shall be made 
available upon request to the cognizant 
agency or its designee or the General 
Accounting Office, at the complelinn of 
the audit. 

{8a.15 Audit costs. 

The cost of audits made in accordance 
with the provisions of this Part are 
allowable charges to Federal assistance 
programs. 

(a) The charges may be considereil a 
direct cost of an allocated indirect cost, 
determined in accordance with the 
provisions of 0MB Circular A-87, "'Cost 
Principles for State and local 
govemment,s." 

|b) Generally, the percentage of costs 
charged to Federal assistance programs 
for A single audit shall not exceed the 
percentage that Federal funds expended 
represent of total funds expended by the 
recipient during the fiscal year. The 
^HTceiitjge may be exceedmi. fiou*ev«‘f 
if appropriate documentation 
demonstrates higher actual cost. 

§80.16 Sanctions. 

The Single Audit Act provides that no 
cost may be charged to Federal 
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HS9istanc<^ programs for audits required 
by the Act that are not made in 
iiccordance with this part In cases of 
continued inability or unwillingness to 
have a proper audit Federal agencies 
must consider other appropriate 
ftcinctions including: 

(a) Withholding a percentifge of 
a^isiance payments until the audit is 
completed satisfactorily. 

(b) Withholding or disallowing 
overhead costs, and 

(c) Suspending the Federal assistance 
li^reeme^ until the audit is made. 

{ 8s. 17 Auditor selection. 

In arranging for audit services Slate 
and local governments shall follow the 
procurement standards prescribed by 
Attachment O of OMB Circular A-102. 
‘‘Uniform requirements for grants to 
State and local govemmenls.** The 
standards provide that while recipients 
are encouraged to enter into 
intergovernmental agreements for audit 
and other services, analysis should be 
made to determine whether it would be 
more economical to purchase the 
services from private firms. In instances 
where use of such intergpvcmracnlal 
agreements are required by State 
statutes (e.g.. audit services) these 
statutes will take precedence. 

581.1$ SmsMandmlnofftyaudKllrf^ 

Small audit firms and audit firms 
owned and controlled by socially and 
economically disadvantaged individuals 
shall have the maximum practicable 
Opportunity to parlicipate In contracts 
aw<!rded to fulfill the requirements of 
this Part. Recipients of Federal 
assistance shall take the following steps 
to further this goah 

(a) Assure that small audit firms and 
audit firms owned and controlled by 
socially and economically 
disadvantaged individuals are used to 
the fullest extent practicable. 

(b) Make information on forthcoming 
Opportunities available and arrange 
t:meframes for the audit so as to 
encourage and facilitate participation by 
small audit firms and audit firms owned 
and controlled by socially and 
economically disadvantaged 
individuals. 

(c) Consider in the contract process 
whether firms competing for larger 
audits intend to subcanlmct with small 
audit firms and audit firms owned and 
controlled by socially and economically 
h»»advantaged individuals. 

|dl hiKXHirage contracting with small 
aiKlil firms or audit firms owned and 
mntr^led by socialty mid economiciiily 
diMdyaiilujjed individuaU which have 
traditionally audited government 
prc*gr«ms and. in such cases where this 


is not piissible. n.59»ure that thi>se firms 
ore given consideration for audit 
sub^ntracting opportunities. 

(e) Encourage contracting %vilh 
consortiums small audit firms as 
described in paragraph (a) of this 
section when a contract Is too large for 
an individual small audit firm or audit 
firm owned and controlled by socially 
and economically disadvantaged 
individuals. 

(f) Use the services and assistance, as 
appropriate, of such organi7.ations as the 
Small Business Administration in the 
solicitation and utilization of small audit 
firms or audit firms owned and 
controlled by socially and economically 
disadvantaged Individuals. 

Dated: |y|y 19V1905. 

Sooyi Stewart 

D/rpctor, Office of Fiftonce ood Fedew! 
Assistance. 

|FR Doc. 8S>17B0S FUcd 7-25*05: ft45 am| 
aixiPiQ cooe ss%e-re*« 


OEPARTMEHT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of the Assistant Secretary for 
Housing—Federal Housing 
Commissioner 

24 CFR Part B99 

Waiver Authority 

CFR Cometion 

In Title 24 of the Code of Federal 
RegtilaHons. Parts 700 to 1099, revised as 
of April 1.1905. Part 899 was 
inadvertently omitted. The omitted text 
as it should have appeared, is set forth 
below. 

PART 899—WAIVER AUTHORITY 

5899.101 Wahrers. 

(a) £fos/c Provision, Upon 
determination of good cause, the 
Secretary of Mousing and Urban 
Development may. subfect to statutory 
limitations, waive any provision of this 
chapter. Each such waiver shall be in 
writing and shall be supported by 
(locumentalion of the pcitinent facts and 
grounds. 

(b) Reservation of authority by the 
Secretary. The authority und^ 
subsection A is reserved to the 
Secretary and no delegation of this 
waiver authority shall be effective 
unless executed subsequent to the |anc 
publication dale. 

(See. 201(b). Housing and Community 
Devel(»pmenl Act of 1974 (42 U.S.C 1437): 
sec, 7(d) Departnicnl of Housing and Urban 
Df vetopswnt Act (42 U.SwC 3S35(d))t 


|41 FR 22814. |une 7,1976. as amsnded at 49 
FR 6715. Feb. 23.1984] 

StUJNQ COOK tm-OMi 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 763 

|OPTS-e2044; FRL 2848-91 

Asbestos Abstemsnt Projects 

Correction 

In FR Doc. 85-10066 beginning on page 
28S30 in the issue of Friday* |uly 12. 

1985. make the following correction: 

On page 28540, second column, in 
5 763.124(a). sixth line, insert the 
follow'ing after the word "asbestos**: 
'*abatenient project using employees not 
covered by the OSliA asbestos*' 

SIU.III0 coof i f w X m 


40 CFR Pwr\ 799 

IOPTS-42034B; TSH-FRL 281S-4) 

Identificstlon of Specific Chemical 
Substance and Mixture Testing 
Requirements; EthyttoHienes, 
Tiimethyfbenaenes, and the C9 
Aromatic Hydrocarbon Fraction 

Correction 

In FR Doc. 85-11590 beginning on page 
20662 In the issue of Friday, May 17, 
1985. make the following corrections: On 
page 20675. in the table. In the first 
column, under NTIS publication No., in 
the first entry. *'PB 83’* should read •*PB 
82'*: and In the third entry "PB 83** 
should read **PB 84** 

SILUNO COOC 1S0»-ei4f 


DEPARTMENT OF THE INTERIOR 
Fish and WfldlHe Service 
50 CFR Part 17 

Endangered and Threatened WOdItfe 
and Plants; Final Rule To Determine 
Astragalus HumHUmus To Be 
Endangered 

Correction 

In FR Doc 85-15390. beginning on page 
26568. in the issue of Thursday. )une 27, 
1985. make the following correction: On 
page 26572 in the table contained in 
5 17.12(h). the scientific name under the 
family Fabaceae is corrected to read 
"Astragalus humiltimiis". 
siuM cOof 
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50 CFR Part 20 

Migratory Bird Hunting; Rnal 
Frameworks for Selecting Open 
Season Dates for Hunting Migratory 
Game Birds in Alaska, Puerto Rico and 
the Virgin Islands for the 198S-S6 
Season 

agency: Fish and Wildlife Service, 
Interior. 

action: Final rule. 

SUMmahy: This rule prescribes final 
frameworks (i.e. the outside limits for 
dates and times when shooting may 
begin and end. and the number of birds 
that may be taken and possessed) from 
which wildlife conservation agency 
officials in Alaska. Puerto Rico and the 
Virgin Islands may select season dates 
for hunting certain migratory birds 
during the 1985-66 season. Elected 
season dates will then be transmitted to 
the U.S. Fish and Wildlife Service 
(hereinafter the Service) for publication 
in the Federal Register as amendments 
to SS 20.101 and 20.102 of 50 CFR Part 
20. 

DATES: Effective on fuly 28,1085. Season 
selections due from Alaska. Puerto Rico 
and the Virgin Islands by July 28.1985. 
ADDRESS: Season selections from 
Alaska. Puerto Rico and the Virgin 
Islands are to be mailed to: Director 
(FWS/MBMO), Rm 3252 U.S. Fish and 
Wildlife Service. Department of the 
Interior, Washington. D.C. 20240. Public 
documents may be inspected in the 
Service's Office of Migratory Bird 
Management. Room 538. Matomic 
Building. 1717 H Street NW.. 
Washington. D.C 

FOR FURTHER INFORMATION CONTACT: 
Rollin D. Sparrowe. Chief, Office of 
Migratory Bird Management, U.S. Fish 
and Wildlife Service. Department of the 
Interior. Washington. D.C. (202 254- 
3207). 

SUPPLEMENTARY INFORMATION: On 
March 14.1985. the Service published 
for public comment In the Federal 
Register (50 FR 10276) a proposal to 
amend 50 CFR 20. with a comment 
period ending |une 20.1985. That 
document dealt with the establishment 
of seasons, limits and shooting hours for 
migratory game birds under SS 20.101 
through 20.107 and 20.109 of Subpart K 
of 50 CFR Part 20. including frameworks 
for Alaska. Puerto Rico and the Virgin 
Ishinds. A supplemental proposed 
rulemaking appeared in the Federal 
Register on June 4.1985 (50 FR 23459) 
and another on )uly 5.1985 (50 PR 
27838). The July 5 document contained 
no Information relevant to Alaska. 
Puerto Rico and the Virgin Islands. This 


final rulemaking is the fourth in a series 
of proposed and final rulemaking 
documents for migratory bird hunting 
regulations and deals specifically with 
final frameworks for the 1985-68 season 
from which wildlife conservation agency 
officials in Alaska. Puerto Rico and the 
Virgin Islands may select season dates 
for hunting certain migratory game 
birds. These reflations contain no 
information collections subject to Office 
of Management and Budget review 
under the Paperwork Reduction Act of 
1980. 

Public Hearing 

A public hearing was held in 
Washington. D.C.. on June 20,1985. as 
announced in the Federal Register dated 
March 14,1985 (50 FR 10276). The public 
was invited to participate in the hearing 
and/or submit written statements. 

Presentations at Public Hearing 

Dr. James C. Bartonek, Pacific Fly way 
Representative, described measures 
taken by the Service to restore numbers 
of five populations of geese that nest in 
Alaska and have undergone recent 
declines. Significant restrictions on the 
sport harvest were initiated in 1984 and 
additional measures will be required for 
some populations this season. The 
Yukon-Kuskokwim Delta Goose 
Management Plan provides for 
monitoring, verification, and 
enforcement of harvest restrictions by 
subsistence hunters and addresses 
harvest problems while the birds are on 
their summering grounds. Preliminary 
reports on breeding conditions for all 
five kinds of geese sugggest poor 
production in Alaska with a possibility 
of a poor fall flight similar to that of last 
year. 

Comments Received at Public Hearing 

Ms. Jennifer Lewis, representing the 
Humane Society of the United States 
(HSUS) and the World Society for the 
Protection of Animals (WSPA), 
reviewed the concerns expressed last 
year, in regard to Puerto Rico, about 
hunting harvest kill of columbids and 
waterfowl lack of data on both hunted 
and nonhunted species, and limited low 
enforcement efforts to protect resident 
and migrant species. She commended 
the Service for taking steps to close the 
season in 1984 on the Caribbean and 
American coot (to protect Caribbean 
coots) and for a meeting held with 
Puerto Rico Department of Natural 
Resources (DNR) personnel to review 
past and current biological studies, 
hunting problems, and the population 
status of columbids and waterfowl. Ms. 
Lewis noted more work is needed in 
1985 and future years and stressed the 


need for. better survey information, 
long-term breeding biology studies of 
both hunted and nonhunted species, 
hunter surveys and banding studies, 
increased habitat acquisition, and 
improved law enforecement. She 
asserted that given the serious lack of 
data and the low populations of resident 
species, there is no justification for a 
split waterfowl season and 
recommended the Service close the 
season on columbids and waterfowl to 
allow time for needed studies and to 
eliminate further risk of reducing 
populations. She noted environmental 
assessments need be prepared on these 
(resident) species. 

Response, In response to Ms. l.ewis' 
recommendation for a closed season on 
columbids and waterfowl, the Service 
notes the hunting regulations proposed 
for Puerto Rico contain restrictive 
measures including closed seasons on 
selected species and areas that are 
closed to hunting to protect certain 
columbids, waterfowl and the Puerto 
Rican parrot. There is no information to 
indicate that any species in Puerto Rico 
is being adversely affected by the split 
waterfowl hunting season or dove and 
pigeon hunting season offered. 
Population and harvest surveys, 
breeding studies of certain resident 
species, and enforcement of hunting 
regulations are currently used to 
appraise and direct management 
programs. The Service is presently 
working cooperatively with Puerto Rico 
DNR personnel to further these 
programs. The •‘Final Environmental 
Statement for the Issuance of Annual 
Regulations Permitting the Sport 
Hunting of Migratory Birds (FES 75-54) ’ 
addresses the general question of sport 
hunting of migratory birds in the United 
States (including Puerto Rico). In view of 
the FES, the protection afforded by 
closed seasons and closed areas and the 
current management efforts underway, 
the Service does not agree 
environmental assessments are needed 
or required. 

Dr. Albert M. Manvllle, II. 
representing Defenders of Wildlife, 
recommended that restrictions be taken 
in Alaska to further reduce harvest of 
five goose populations that have been 
declining. Additionally, he 
recommended that those geese be 
protected during their reproductive 
period from disturbances by man. 

Response. Pending information on this 
year's production of those species of 
geese that nest in Alaska and that have 
been declining in numbers, additional 
restrictive meastires arc likely to 
taken for some, but not all geese. The 
Service Iwlieves that the recently 
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implemented Yukon>Kuskokwim Delta 
Goose Management Plan addresses the 
concerns of Dr. Manville about 
providing better protection to those 
geese nesting and summering on the 
Yukon^Kuskokwim Delta. 

Mr. John M. Anderson, representing 
the National Audubon Society, 
expressed support for the recently 
developed Yukon-Kuskokwim Delta 
Goose Managment Plan. 

Writtvn Comments Received 

Interested persons were given until 
June 20.19B5. to comment on the March 
14 proposed rulemaking. They were also 
invited to participate in the June 20 
public heajHng. Since responding to 
comments in June 4.1984. Federal 
Register (50 Fll 23459). no additional 
comments were received on the 
proposed regulations frameworks for 
Alaska^ Puerto Rico* and the Virgin 
Islands. 


NEPA Consideration 


The “Final Environmental Statement 
for the Issuance of Annual Regulations 
Permitting the Sport Hunting of 
Migratory Birds (FES 7S-54)“ was filed 
with the Council on Environmental 
Quality on June 0,1975. and notice of 
availability was published In the 
Federal Register on June 13.1975 (40 VR 
25241). In addition, several 
environmental assessments have been 
prepared on specific matters which 
serve to supplement the material in the 
Final Fmvironmenlal Statement. Copies 
of the environmental assessments are 
available from the Service. 


Endangered Species Act Consideration 


Section 7 of the Endangered Species 
Act provides that. -The Secretary shall 
review other programs administered by 
him and utilize such programs in 
furtherance of the purposes of this Act/' 
and ^ . . by taking such action 
necessary to insure that any action 
authorized, funded, or carried 
out ... is not likely to jeopardize the 
continued existence of such endangered 
and threatened species or result In the 
destruction or modificallon of habitat of 
such species . . . which is determined 
to be critical.** 


The Service initiated section 7 
^nsultation under the Fmdangercd 
pecici Act for the proposed huntim 
season frameworks. 

c.?." Conrad A. 

nctland. Acting Chief. Office of 
Fjidangered Species, gave a biologic 
opinion that the proposed action is n 
hKftly to Jeopardize the continued 
existence of listed species or result ii 
the destruction or adverse modificall 
of their critical habitats. 


As in the past, hunting regulations this 
year ore designed, among other things, 
to remove or alleviate chances of 
conflict between seasons for migratory 
game birds and the protection and 
conservation of endangered and 
threatened species. Examples of such 
consideration include closures of 
designated areas in Puerto Rico for the 
Plain pigeon {Columba inornata 
wetmorei) and the Puerto Rican parrot 
[Amazona vittata), and in Alaska for the 
Aleutian Canada goose {Branta 
canadensis leucoporeiay 

The Service’s biological opinion 
resulting from its consultation under 
section 7 Is considered a public 
document and Is available for inspection 
in or available from the Office of 
Endangered Species and the Office of 
Migratory Bird Management. U.S. Fish 
and Wildlife Service. Department of the 
Interior. Washington. D.C. 20240. 

Regulatory Flexibility Act and Executive 
Order 12291 

In the Federal Register dated March 
14.1985. (at 50 VR 10282) the Service 
reported measures it had undertaken to 
comply with requirements of the 
Regulatory Flexibility Act and the 
Executive Order. These included 
preparing a Determination of Effects and 
an updated Final Regulatory Impact 
Analysis, and publication of a summary 
of the latter. These regulations have 
been determined to be major under 
Executive Order 12291 and they have 
significant economic impact on 
substantial numbers of small entities 
under the Regulatory Flexibility Act. 

This determination is detailed in the 
aforementioned documents which arc 
available upon request from the Office 
of Migratory Bird Management. U.S. Fish 
and Wildlife Service, Department of the 
Interior, Washington, D.C 20240. 

Memorandum of L4iw 

In the Federal Register dated March 
14.1985. (at 50 FR 10282). the Service 
stated that It planned to publish its 
Memorandum of Law for the 1985-86 
migratory bird hunting regulations with 
its first final rulemaking. 

Memorandum of Law, Section 4 of 
Executive Order 12291 requires that 
certain determinations be made before 
any final major rule may be approved. 
Section 4(a) specifies that the regulation 
must be clearly within the authority of 
law and consistent with congressional 
intent, and that a memorandum of law 
be provided to support that 
determination. Also, the agency must 
state that the factual conclusions upon 
which the law is based have substantial 
support in the agency record and that 
full attention has been given to public 


comments in general, and to comments 
of persons directly affected by the rule 
in particular. 

The development of the annual 
migratory bird hunting regulations is 
provided for under section 3 of the 
Migratory Bird Treaty Act of July 3. 

1918, as amended (40 Stat 755; 16 U.S.C. 
701-711). Such regulations have been 
promulgated annually since 1918. They 
appear in 50 CFR Part 20. Subpart K. 
Congressional support for the 
development of these rules and ancillary 
activities involved in their development 
are reflected in the U.S. Fish and 
Wildlife Service's budget. Among those 
activities are biological surveys, hunter 
activity and harvest surveys, research 
investigations, law enforcement, and 
administrative costs associated with the 
development and publication of the 
proposed and final rules. Many other 
Service activities, such as the 
acquisition and management of habitats 
for migratory birds, indirectly assist in 
. maintaining the migratory bird resource 
at levels which allow reasonable sport 
hunting harv^est. 

In developing its annual hunting rules 
for 1985-66, the Service has published 
three proposed rules for public comment 
and conducted one public hearing to 
facilitate public input into the 
rulemaking process. Five additional 
proposed and final rulemakings, and 
another public hearing, are included in 
the remaining schedule for establishing 
the annual hunting regulations for 1985- 
66. Dozens of public comments 
summarized and responded to in Federal 
Regieiters listed in the preamble of this 
document describe the Service*8 
consideration of the impacts of its 
proposed rules on the public. Many of 
these comments originated from affected 
State conservation agencies, while 
others were submitted by the affected 
public. In general, the comments 
strongly supported the Service's initial 
or supplementary regulatory proposals. 
Comments which do not support 
proposed Service action have been 
adequately addressed. Additional public 
comments are in\ited and will be 
addressed in subsequent Federal 
Register documents. Tlie complete 
administrative record, including copies 
of public comments, is available for 
inspection at the Office of Migratory 
Bird Management. 

Consequently, the Department has 
determined that is has fulfilled 
requirements of section 4 of Executive 
Order 12291 and the Migratory Bird 
Treaty Act in developing the 1985-86 
migratory bird hunting regulations 
which are adequately supported by the 
Service's records. 
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Regulations Promulgation 

The rulemaking process for migratory 
bird hunting must, by its nature, operate 
under severe time constraints. However, 
the Service is of the view that every 
attempt should be made to give the 
public the greatest possible opportunity 
to comment on the regulations. Thus, 
when the proposed rulemaking was 
published March 14.1985. the Service 
established what it believed was the 
longest period possible for public 
comment. In doing this, the Service 
recognized that at the period's close, 
time would be of the essence. That is. if 
there were a delay in the effective date 
of these regulations after this Bnal 
rulemaking, the Service is of the opinion 
that the governments of Alaska, Puerto 
Rico, and the Virgin Islands would have 
insufficient time to select their season 
dates, shooting hours, and limitr, to 
communicate those selections to the 
Service; and ftnaily establish and 
publicize the necessary regulations and 
procedures to implement their decisions. 

Therefore, the Service, under 
authority of the Migratory Bird Treaty 
Act of July 3.1918. as amended (40 Slot. 
755:16 U.S.C. 701-711). prescribes final 
frameworks setting forth the species to 
be hunted, the daily bag and possession 
limits, the shooting hours, the season 
lengths, the earliest opening and latest 
closing season dates, and special 
closures, from which officials of the 
Alaska Department of Fish and Game. 
Puerto Rico Department of Natural 
Resources, and the Virgin Islands 
Department of Conservation and 
Cultural Affairs may select open season 
dates. Upon receipt of season selections 
from Alaska. Puerto Rico and Virgin 
Islands officials, the Service will publish 
in the Federal Register final rulemaking 
amending 50 CFR 20.101 and 20.102 to 
reflect seasoiui. limits, and shooting 
hours fur these areas for the 1965-86 
season. 

The Service therefore finds that ‘'good 
cause" exists, within the terms of 5. 
U.S.C. 553(d)l3) of the Administrative 
Procedure Act and these frameworks 
will, therefore, take effect immediately 
upon publication. 

Authorship 

The primary author of this final rule is 
Morton M. Smith. Office of Migratory 
Bird Management, working under the 
direction of Rollin D. Sparrowe. Chief. 

List of Subjects lo 50 CFR Part 20 

Exports. Hunting. Imports. 
Transportation. Wildlife. 


Final Regulations Frameworks for 
Selecting Open Season Dates for 
HunUng Migratory Birds in Alaska, 
1985-1986 

Outside Dates; Between September 1. 
1985, and January 26,1986. Alaska may 
select seasons on waterfowl, snipe and 
cranes, subfect to the following 
limitations: 

Shooting hours: One half hour before 
sunrise to sunset daily. 

Hunting seasons: 

Ducks, geese and brant—107 
consecutive days in each of the 
following: North Zone (State Game 
Management Units 11-13 and 17-26): 
Gulf Coast Zone (State Game 
Management Units 5-7,9.14-16. and 
10—Unimak Island only): Southeast 
Zone (State Came Management Units 1- 
4): Pribilof and Aleutian Islands Zone 
(Stale Game Management Unit 10— 
except Unimak Island): Kodiak Zone 
(State Game Management Unit 8). The 
season may be split without penalty in 
the Kodiak Zone. Exception: The season 
is closed on Canada geese from Unimak 
Pass westward in the Aleutian Island 
chain. 

Snipe and sandhill cranes—^An open 
season concurrent with the duck season. 

Daily Bag and Possession Limits: 

Ducks—Except as noted, a basic daily 
bag limit of 7 and a possession limit of 
21 ducks. Daily bag and possession 
limits in the North Zone are 10 and 30. 
and in the Gulf Coast Zone they are 8 
and 24. respectively. In addition to the 
basic limiL there is a daily bag limit of 
15 and a possession limit of 30 scoter, 
cider, oldsquaw, harlequin, and 
American and red-breasted mergansers, 
singly or in the aggregate of these 
species. 

Geese—A basic daily bag limit of 8 
and a possession limit of 12, of which 
not more than 4 daily and 8 in 
possession may be greater white-fronted 
or Canada geese, singly or in the 
aggregate of these species. In addition to 
the basic limit, there is a daily bag limit 
of 4 and a possession limit of 8 Emperor 
geese. 

Brant—A daily bag limit of 4 and a 
possession limit of 8. 

Common snipe—A daily bag limit of 8 
and a possession limit of la 

Sandhill cranes—A daily bag limit of 
3 and a possession limit of 6. 

Final Regulations Frameworks for 
Selecting Open Season Dates for 
Hunting Migratory Birds in Puerto Rico, 
1985-68 

Shooting hours: Between one-half 
hour before sunrise and sunset daily. 

Doves and Pigeons: 


Outside Dates: Puerto Rico may select 
hunting seasons between September 1. 
1985, and January 15.1966. as follows: 

Hunting Seasons: Not more than 60 
days for Zenaida. mourning, and white¬ 
winged doves, and scaly-naped pigeons. 

Daily Bag and Possession Limits: Not 
to exceed 10 doves of the species named 
herein, singly or in the aggregate, and 
not to exceed 5 scaly-naped pigeons. 

Closed Areas: 

Municipality of Cuhbra and 
Desecheo /s/oncf—closed under 
Commonwealth regulations. 

Mona /s/ant/—closed in order to 
protect the reduced population of white- 
crowned pigeon [Cohmba 
leucocephoio), known locally as 
"Paloma cab^iblanca." 

El Verde Closure A/eo—consisting of 
those areas of the municipalities of Rio 
Grande and Loiza delineated as follows: 
(1) All lands between Routes 958 on the 
west and 186 on the east, from Route 3 
on the north to the juncture of Routes 
956 and 186 (Km 13.2) in the south: (2) all 
lands between Routes 186 and 966 bom 
the juncture of 186 and 966 on the north, 
to the Caribbean National Forest 
Boundary on the south: (3) all lands 
tying west of Route 186 for one kilometer 
from the juncture of Routes 186 and 956 
south to Km 6 on Route 186; (4) all lands 
within Km 14 and Km 6 on the west and 
the Caribbean National Forest Boundary 
on the cast: and (5) all lands within the 
Caribbean Nation^ Forest Boundary 
whether private or public. The purpose 
of this closure is to afford protection to 
the Puerto Rican parrot [Amazono 
vittata) presently listed as an 
endangered species under the 
Endangered Species Act of 1973. 

Cidra Municipality and Adjacent 
Areas consisting of all of Cidra 
Municipality and portions of Aguas 
Buenas, Caguas, Cayey. and Comerio 
Munictpalities as encompassed within 
the following boundary: beginning on 
Highway 172 as it leaves the 
Municipality of Cidra on the west edge, 
north to Hi^way 156. east on Highway 
156 lo Highway 1. south on Highway 1 to 
Highway 765, sougth on Highway 765 to 
Highway 763, south on Highway 763 to 
the Rio Guavate. west along Rio 
Guavate to Highway 1, southwest on 
Highway 1 to Highway 14, west on 
Highway 14 to Highway 729, north on 
Highway 729 to Cidra Municipality, and 
westerly, northerly, and easterly along 
the Cidra Municipality boundary to the 
point of beginning. The purpose of this 
closure is to protect the Plain pigeon 
[Columba inomata wetmorei). locally 
known as "Paloma Sabanera." which is 
present in the above locale in small 
numbers and is presently listed as an 
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endangered species under the 
Endangered Species Act of 1973, 

Ducks, Coots, Moorhens and Snipe 

Outside Dates; Between November 5. 
1985, and February 28,1986, Puerto Rico 
may select hunting seasons as follows. 

Hunting Seasons: Not more than 55 
days may be selected for hunting ducks, 
common gallinules, and common snipe. 
The season may be split into two 
segments. 

Daily Bag and Possession Limits: 

Ducks—Not to exceed 4 daily or 8 in 
possession, except that the season is 
closed on the ruddy duck (Oxyura 
iamaicensis); the White-cheeked pintail 
[Anaa bahamensis); W^est Indian 
whistling (tree) duck [Dcndrocygna 
arborea]; fulvous whistling (tree) duck 
[Dendrveygna bico/or), and the masked 
duck [Oxyura domin/ca), which are 
protected by the Commonwealth of 
Puerto Rico, 

Common moorhens—Not to exceed 6 
daily and 12 in possession; the season is 
dosed on purple gallinules [Porphyrula 
martinica). 

Common snipe—Not to exceed 6 dally 
and 12 In possession. 

Coots—There is no open season on 
coots, i.e. common coots (Fulica 
americona) and Caribbean coots [Fulica 
caribaea]. 

Closed Areas: No open season for 
ducks, common moorhens, and common 
snipe is prescribed in the Municipality 
of Culebra and on Desecheo Island. 

Fmal Regulations Frameworks for 
Selecting Open Season Dates for 
Ilunting Migratory Birds in the Virgin 
Islands, 1965-86 

Shooting Hours: Between one-half 
hour before sunrise and sunset daily. 

Doves and Pigeons 

Outside Dates: The Virgin Islands 
may select hunting seasons between 
September 1,1985, and January 15.1988, 
as fallows. 

Hunting Seasons: Not more than 60 
days for Zenaida doves and scaly-naped 
pigeons throughout the Virgin Islands. 

Daily Bag and Possession Limits: Not 
to exceed 10 Zenaida doves and 5 scaly- 
naped pigeons. 

Closed Seasons: No open season is 
prescribed for ground or quail doves, or 
other pigeons in the Virgin Islands. 

IxKal Names for Certain Birds 

Zenaida dove [Zenaida aurita] _ 

mountain dove. 

Bridled quail dove [Geotrygon 


Common Ground dove [Coiumbina 
posser/no)—stone dove, tobacco dove, 
rola, tortolita (protected). 

Scaly-naped pigeon [Coiumba 
squamosa) —red-necked pigeon, scaled 
pigeon. 

Ducks 

Outside Dates: Between December 1, 
1985, and January 31.1988, the Virgin 
Islands may select a duck hunting 
season as follows. 

Hunting Seasons: Not more than 55 
consecutive days may be selected for 
hunting ducks. 

Daily Bag and Possession Limits: Not 
to exceed 4 daily and 8 in possession, 
except that the season is closed on the 
ruddy duck [Oxyura /amaicensis); the 
White-cheeked pintail (A/ros 
bahamensisy. West Indian whistling 
(tree) duck [Dendrocygna arborea): 
fulvous whistling (tree) duck 
[Dendrocygna bicoiory and the masked 
duck [Oxyura dominica), 

IXihHl: July 12, 1985. 

Sumo Recce, 

Acting Assistant Secretary for Fish and 
Wiidiife and Parks, 

(FR Doc. 85-17731 Filed 7-25-85; 8:45 em] 
WLUMO COOC 4JI0-SS-II 


DEPARTMENT OF COMMERCE 

National Oceanic and Atmospheric 
Administration 

50 CFR Part 674 

(Docket No. 50694-5094] 

High Seas Salmon Rshery Off Alaska 

AGEMCY: National Marine Fisheries 
Service (NMFS), NOAA, Commerce. 
action: Notice of closure. 

SUMMARY: The Secretary of Commerce 
(Secretary) closes the commercial 
salmon fishing season in the fishery 
conservation rone (FCZ) off Southeast 
Alaska for chinook salmon and prohibits 
commercial fishing for all salmon in a 
smali area of the FCZ. This action is 
necessary to conserve the chinook 
salmon stocks that contribute to the 
Alaska. British Columbia. Washington. 
Oregon, and Idaho salmon fisheries. The 
intent of this action is to ensure that the 
harvest of chinook salmon does not 
exceed the limit imposed by the Pacific 
Salmon Treaty, This action 
complements similar actions on the 
commercial troll fishery in waters 
managed by the State of Alaska. 

OATE6: This notice Is effective at 0001 
hours Alaska Daylight time (ADT). July 
23.1985, and will expire at 2400 hours 


ADT, September 20,1965. Public 
comments are invited until August 23. 
1985. 

ADDRESSEE: Send comments to Robert 
W. MeVey, Director, Alaska Region. 
National Marine Fisheries Service. P.O. 
Box 1606, Juneau, AK 99802. During the 
30-day public comment period, the data 
upon which this notice is based will be 
available for public inspection from 0600 
to 1630 hours ADT Monday through 
Friday at the NMFS Regional Office, 
Room 453, Federal Building. 709 West 
Ninth Street, Juneau, Alaska. 

FOR FURTHER INFORMATION CONTACT: 
Avon M. Andersen (Fishery 
Management Biologist. NMFS), 907-565- 
7229. 

SUPPLEMENTARY INFORMATION: This 
notice implements a provision of the 
regulations implementing the Pacific 
Salmon Treaty and the Fishery 
Management Plan for the High Seas 
Salmon Fishery (FMP). The FMP was 
developed and amended by the North 
Pacific Fishery Management Council. 
The regulations (50 CFR Part 674) govern 
the salmon fisheries in the FCZ off the 
coast of Alaska east of 175* east 
longitude. They were issued under 
section 7(a) of Pub. L. 99-5, the Pacific 
Salmon Treaty Act of 1985 (16 U.S,C. 
3631 et aeq.y and section 305 of the 
Magnuson Fishery Conservation and 
Management Act, as amended (16 U.S.C. 
1801 et seq.). 

Chapter 3 of Annex IV of the Pacific 
Salmon Treaty limited the 1985 harvest 
by all Bsheries in southeast Alaska to 
263,000 chinook salmon. On June 18. 

1085, NMFS Issued a final rule to 
announce that limit and set fishing 
periods for the 1985 commercial trull 
fishery in the FCZ (50 FR 25247). 

Section 674.23 of the regulations 
provides that the Secretary may modify 
the fishing periods and areas by 
publishing a notice in the Federal 
Register. Any such modification must be 
based on a determination by the 
Director of the Alaska Region of NMFS 
(Regional Director) lhat (a) the condition 
of the salmon species is "substantially 
different from the condition anticipated 
in the FMP** and (b) this difference 
requires a modification of the fishing 
times and areas to adequately conserve 
that salmon species. The regulations 
specify the factors the Regional Director 
may consider. The regulations also 
specify that the Secretary must consult 
with the Alaska Department of Fish and 
Came before he makes his 
modifications. 

In view of these requirements, the 
Regional Director (acting on behalf of 
the Secretary) has consulted with the 
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Alaska Department of Hsh and Game 
(.^DP and G). Also, he has reviewed the 
information on the 1985 salmon fishefy 
to date, has determined that the chinook 
stocks in 1985 are substantially 
depressed from the condition 
anticipated in the FMP. and has 
determined that this difference in stock 
condition reouires that the commercial 
troll salmon ushery in the FCZ be 
stopped from harvesting chinook sahnoo 
after midnight on July 22,1965. Finally, 
he has determined that to keep the 
incidental hooking and release of 
chinook to as low a level as practicable 
during the flsheiy^ for other salmon, it Is 
necessary to close one small area of the 
FCZ to all commercial salmon fishing. 

Counts, estimates, and forecasts of 
harvested chinook salmon by ADF & G 
show that the commercial salmon troll 
fishery will have harvested 111.300 
chinook salmon through |uly 22.1965; 
that number includes 23.000 taken in the 
winter troll fishery (October 1.1964. to 
April 15,1985). In addition, the 
commercial net fisheries in southeast 
Alaska are expected to harvest about 
20.000 chinook and the sport fisheries, 
about 22,000. Combined, these 
predictions total 241.300 chinook, or 
21.700 less than the limit of 263.000 
imposed by the Pacific Salmon Treaty. 
After the actual harvests ho\^ been 
tabulated, if the total falls considerably 
short of the limit, the troll fishery will be 
allowed to harvest the remainder before 
the troll season closes on September 20, 
1985. 

Because a substantial number of 
chinook salmon will be caught and 
released when fishermen harvest the 


other species of salmon and because a 
high proportion of the released chinook 
will die. the Regional Director and ADF 
& G decided to close certain areas 
known to have high concentrations of 
chinook salmon to all commercial 
salmon fishing. This decision supports a 
provision of the chinook annex of tha 
Pacific Salmon Treaty (Annex IV, 
chapter 3. paragraph 1(e)) that both 
nations shall ensure that they minimize 
all sources of induced fishing mortality 
of chinook in 198$. 

The entire area of the FCZ is dosed to 
commercial fishing for chinook salmon. 
In addition, the area known as the Outer 
Fairweather Grounds is closed to 
commercial fishing for oH salmon 
species. This area is roughly rectangular 
and is bounded on the northwest by 
Loran C line 79a0-Y-296a), on the 
southeast by Lxiran C line 7960-Y-29150, 
on the northeast by Loran C line 7960- 
X-14860. and on the southwest by Loran 
C line 7960-X-14400. as shown on 
NOAA chart #16016. We are using these 
Loran C lines as boundaries at the 
request of the fishermen. This dosed 
area is also defined by lines connecting 
the following points: 

58*46.r N. lot, 138*54.y W. long. 

56*15.9' N. UU 13r21.5' W. long. 

57*50.0' N. lot, 138*19.5' W. long. 

56*24.5' N. lot, laria# W. long.; ond 
58‘46.r N. laU 136*54.5' W. long. 

The closures will become effective 
after this notice has been filed for public 
inspection with the Office of the Federal 
Register and has been publicized for 48 
hours through procedures of ADF A G as 
prescribed under ( 67423(b)(2). 


Section e74.23(b)(3) requires the 
Secretary to accept and consider public 
comments for 30 days after the effective 
date of notices like this one, which did 
not provide an opportunity for the public 
to comment before it became effective. 
The aggregated data upon which these 
closure are based are available for 
public inspection at the address given 
above. If comments are received, the 
Secretary will reconsider the necessity 
of the action and will publish another 
notice In the Federal Register either 
confiraiing this notice*s continued effect, 
modifying it, or resdndiitg it unless the 
notice has already expired. 

Classification 

This action Is exempt from the 
requirements of Administrative 
Procedure Act, the Regulatory Flexibility 
Act and Executive Order 12291 because, 
as Is expressly provided In section 7(a) 
of Pub. L 99-5, it involves a foreign 
affairs function. It contains no 
requirement for collecting information 
for purposes of the Paperwork 
Reduction Act 

List of Subjects in 50 CFR Part 674 

Fisheries, Fishing. Reporting and 
recordkeeping requirements. 

(16 U8.C 3831 et seq.x 16 U.S.C 1801 et 
Date^ July 23.1965. 

Joseph W. Angelovic, 

Deputy Assistant Administrator for Scienat 
and Technology, National Marine Fisheries 
Sffrvice. 

(FR Doc. 65-17827 Filed 7-23-85; 4:66 praj 
mtuNO coot 
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TNs section of the FEDERAL REGISTER 
contains notices to the public of the 
proposed issuance of rulos and 
regulations. The purpoeo of these notloes 
la to give intero s ted p erson s an 
opportunity to perticipate in the rule 
making pika lo the adoption ol the Anal 
nilQS. 


DEPARTMENT OF AGRfCULTURE 
AgiicuHural Marketing Service 
TCFRPartSI 

United States Standards for Grades of 
Fresh Tomatoes 

Correction 

In FR Doc, 85-17542 begiruiing on page 
30199 in the Issue of Wednesday. July 
24.1985. make the following correction: 

On page 3019B. third cdoinn. in 
( 51.1850. in the table, under **liiches— 
Maximum diaiiieter** In the fourth entry* 
**22^%t** should read *'3*%»**. 
sauMucooe 


Farmers Home Administratloii 
7 CFR Part 1944 

Housing Preservation Grant Program 

AQCMcv: Fanners Horae Admlnistratloo. 
USDA. 

Acnon: Proposed rule, 

SumuMT. The Farmers Home 
AdmfnlstraUon (FmHA) is publishing for 
public comment proposed regulations 
for the Housing Preservation Grant 
(HPC) program authorized by Section 
533 of the Housing Act of 1949, as 
limended by section 522 of Title V of the 
Mousing Urban-Rural Recovery Act of 
1983 (Pub. L 98-181), 

The HPG program Is intended to 
provide rehabilitated and repaired 
homeownership and rental unite for low- 
and very low lncome families in rural 
areas. Grants are to be made to 
nonprofit and public entities to establish 
and operate a rehabilitation and repair 
program The grant funds provided will 
reduce the construction costs to 
hom^wners or rental unit owners, 
thereby making units affordable and 
available to \Try low- and low-income 
tamflfcs. Cost reduction may be 
achieved by a variety of financial 
assistance mechanisms, including 


deferred payment loans, interest 
reduction on private lending, low 
interest direct loans, direct grants, etc,, 
based on need of the recipient, cost of 
repair and rehabilitation, and repayment 
ability. 

This action is needed to implement 
the HPC program as mandated by 
Congress for the homeowner aspect of 
the HPG program. FmHA intends to 
implement the rental repair and 
rehabilitation portion of HPG after 
gaining experience with this initial 
phase of the program. 

OATES: Comments most be received on 
or before September 24.1985. 
ADDRESSES: Submit written comments 
in duplicate to: Directives Management 
Branch, Farmers Home Administration. 
U.S. Department of Agriculture. Room 
6348,14th and Independence Avenue 
SW„ Washington, D.C 2025a All 
written comments will be available for 
public inspection during regular work 
hours at the above address. The 
coItecUon of information requirements 
contained in this rule have been 
submitted to 0MB for review under 
S3504(1i) of the Paperwork Reduction 
Act of 1980. Submit comments lo the 
Office of information and Regulatory 
Affairs. Office of Management and 
BudgeL Attention: Desk Officer for the 
Farmers Home Administration, 
Washington, D.C 20503. 

FOR FURTHER INFORMATION CONTACT. 
John H. Pentecost. Senior Loan Officer. 
Multi-Family Housing Processing 
Division. FmHA. USDA. Room 5341 
South Agriculture Building. Washington. 
D.C. 202S0; Telephone: (202) 382-8983 
(this is not a toll free number). 
SUPPLEMENTARY INFORMATION: This 
proposed action has been reviewed 
under USDA procedures established in 
Departmental Regulation 1512-1. which 
implements Executive Order 12291. and 
has been determined to be **nonmajor'* 
because there will not be an annual 
effect on the economy of $100 million or 
more; a major increase in costs or prices 
for consumers, individual industries. 
Federal. State, or local government 
agencies, or geographic regions; or 
significant adverse effects on 
competition, employment, investment 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 


This action wiJl not create any 
significant recordkeeping and reporting 
burdens or substantially increase costs 
to the Government and the public. The 
impact on proposed budget levels Is 
dependent upon funding levels provided 
by Congress. Congress has provided a 
total of $20 million for the program 
through September 30.1985. 

The FmffA programs and projects 
whic.h are affected by this instruction 
will be subject to Intergovernmental 
consultation in the manner delineated in 
FmHA Instruction 1940-|. 
''Intergovernmental Rev'lew of Farmers 
Home Administration Programs and 
Activities,*" (availalde in any FmHA 
office). 

The Housing Preservation Grant 
Program does not have a Catalog of 
Fedora! [)omestlc Assistance number at 
this time. The number will he published 
in the final rule. 

This document has been reviewed in 
accordance with 7 CFR Pari 1940, 
Subpart G. Environmental Program, it is 
the determination of FmHA that this 
action does not constitute a major 
Federal action significantly affecting (he 
quality of the human environment and. 
in accordance with the National 
Environmental Policy Act of 1969, Pub. 

L 91-190. an environmental impact 
statement Is not required. 

Dwight O. Calhoun. Acting Aasociate 
Administrator, has determined that the 
proposed action will not have a 
significant impact on a substantial 
number of small entities because the 
relatively narrow scope of the program 
and the limited amount of current funds 
available which will restrict the number 
of applicants eligible to participate in 
the program. FmHA anticipates funding 
for 1985 to provide resources for less 
than 100 grantees In the program 
nationwide. 

Alternatives for Implementatiof) 

FmHA considers the Housing 
Preservation Grant (HPG) program lo be 
basically composed of two parte: (1) A 
single-family homeowner repair and 
rehabilitation program similar to FmHA 
Sections 502 and 504 programs in intent, 
except operated by a puUic or nonprofit 
entity; and (2) a multi-family repair and 
rehabilitation program where the 
grantee may provide loan or grant 
assistance to rental unit owners for up 
to 75 percent of the project's costs. The 
latter aspect of HPG is similar to the 
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Rirnidl Rehabilitation program, operated 
by the Department of Housing and 
Urban Development (HUD) as a 
demonstration program for 2 years and 
implemented on April 20,1984. 

Fmi (A has considered three options 
for implementing the HPG program: 

A. Implement a comprehensive 
homeowner and rental repair program. 

B. Implement a homeowner repair 
program, holding the rental prfjgram 
implementation until FmHA has 
developed the rehabilitation standards 
for Section 515, Rural Rental Housing. 

C. Implement the homeowner repair 
program, permitting rental mp^iir on a 
ctisc by-case basis. 

FmHA has selected option B as the 
quickest aspect of the program to 
implement. Program regulations are 
similar to the mutual self-help and the 
technical and supervisory assistance 
programs which are familiar to the 
Agency’s field staff. The rental program 
will be developed consistent with the 
Agency’s quality and performance 
criteria for moderate rehabilitation 
when additional HPG resources become 
available. Since no tenant subsidies are 
available through Fml lA for the program 
and HUD’s rental rehabilitation program 
includes tenant subsidies for project 
feasibility to service low> ond very low- 
income families, FmHA will coordinate 
with HUD to receive setasides from Its 
voucher program when implementing 
the rental portion of 1 IPG. 

Respondents to the proposed mle are 
asked to provide FmlL\ information on 
the following areas to assist in 
developing the procedures for rental 
rehabilitation. The law provides specific 
requirements on this aspect of the 
program which control both applicants/ 
grantees and FmHA in its 
administnition. Respondents are 
encouraged to address the following 
questions: 

1. What demond is there for a federal 
rental and/or cooperative housing 
rehabilitation program? What size 
rental/cooperative properties would 
best be served by the HPG program? 
What is the average unit cost for such 
rehabilitation? 

2. Section 533(bH4) speaks of 
’'comparable assistance, . . designed to 
reduce the costs of such repair and 
rehabilitation.” FmHA does not Interpret 
this provision to include tenant 
subsidies along the line of HUD s 
Section 8 of FmHA’s rental assistance 
program. What ’’comparable assistance” 
for rental projects is appropriate which 
will make rental coats affordable for 
very low- and low-income persons? 

3. Section 533(e)(1)(A) requires an 
owner of rental or cooperative housing 
to enter into an agreement to assure a 5- 


year compliance period with the rental 
provisions of the law. FmHA proposes 
to use a certification or delegation of 
responsibility to the grantee to 
accomplish this. Respondents are asked 
to comment on this requirement and 
provide FmHA with samples of 
certification or delegations that might be 
used for this purpose. Are there other 
alternatives available? 

4. The provisions of section 
533(e)(l)(B)(i) appears to permit 
refinancing of rental property. FmHA 
intends not to permit refinoncing or 
restructing of debt on rental properties 
unless the property is in need of 
substantial rehabilitation. With the 
limited funding available, is this a 
feasible approach or is it too limiting for 
potential rental property owners striving 
to keep rental units available for low* 
and very-low income persons? 

5. HUD’s approach to rental 
rehabilitation provides for a tenant 
subsidy through Section 8 or housing 
vouchers as well as lower debt service 
with a construction subsidy. FmHA’s 
HPG program links with HUD for 
voucher payments under section 533(a) 
only for displacees. What non-federal 
tenant subsidies are available to 
potential grantees to maintain unit 
affordability for very-low and low 
income persons? 

Need for Government Action and 
FmHA’s Objectives 

FmHA is implementing the HPG 
program at this lime pursuant to the 
recently passed legislation and because 
funds have been appropriated in the 
amount of $20 million for use through 
September 30,1985. The HPG program 
provides an opportunity to expand the 
rate of upgrading rural bousing 
conditions by using local public 
agencies and private nonprofit 
organizations to run rehabilitation 
programs. Instead of FmHA 
administering such a program for 
individual very low and low-income 
families, the HPG grantee is primarily 
responsible for the selection, funding 
and inspection process. The HPG 
program has been designed to have 
sufficient flexibility to adapt to local 
conditions and rehabilitation needs, 
without sacrificing overall quality of the 
end product: the decent and affordable 
home for a person or family with limited 
resources. 

The Agency’s objective in 
implementing the HPG program is to 
establish a grant making process that 
results in the selection of grantees most 
capable of assisting very-low and low- 
income families rehabilitate and repair 
their homes. The proposed rule 
establishes the framework of eligible 


end-recipients (i.c. the very low and low 
income homeowners), permitted 
rehabilitation and administration 
activities, and the process for selection. 
The rule also outlines the process for 
allocation of funds, transfer of funds to 
grantees and monitoring of fund use and 
grantee activities. The proposed grant 
agreement is also published. 

FmHA desires public comment on the 
proposed rule and requests respondents 
to address these additional questions: 

1. What is the minimum level of HPG 
funds necessary to initiate and operate a 
feasible HPG Homeowner program for 
one year? For two years? 

2. What is a reasonable time table for 
applicant submission, including HPG 
program development and public 
comment, and if selected, what starl-up 
time Is needed? 

Responses to these questions will 
assist FmHA in fund allocation and in 
preparing FmHA field staff to administer 
the program. 

Background Information 

Section 522 of the Housing Urban- 
Rural Recovery Act of 1983 (Pub. L 98- 
181) amended the Housing Act of 1949 
by adding section 533, Housing 
Preservation Grants. Reviewers of the 
proposed rule are encouraged to read 
the law as they prepare comments on 
the rule since the law is detailed and 
prescriptive. FmHA has developed the 
HPG regulations in accordance with the 
provisions of the law. providing 
supplementary guidance where 
necessary. The Agency’s intent is to 
initiate a straight-forward repair and 
rehabilitation program for homeowners, 
moving with the more complex area of 
rental rehabilitation at a later time. The 
Agency expects applicants to present 
feasible approaches to homeowner 
rehabilitation, and has left sufficient 
flexibility for applicants to adapt HPG 
to meet the needs of their communities, 
credit availability and leveraging 
potential. Critical sections of the 
proposed rule are discussed in the 
following sections: 

General Policies 

As stated In the law. the purpose of 
the program is to provide assistance to 
very-low and low-income families for 
repair and rehabilitation of their 
units. This is to be done through a liurd 
parly, or grantee, which will administer 
the HPG program. The grantee must set 
up a local financial assistance prognim 
for homeowners to meet the costs of 
repair and rehabilitation work and a 
process to assure that such work is 
properly performed and then to report 
accomplishments to FmHA. The 
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program provides administrative 
resources op to 20 percent of the total 
grant to defray the direct and indirect 
costs associated with the grantee's 
operatioo of the HPG program. 

The policies also reflect FmliA 
intention to encourage leveraging of 
other resources to complement limited 
I funds and to use the program in 
more rural areas. Fmi lA will select cost 
effective approaches to the fiPC 
program and provides as much latitude 
as possible for grantees la designing 
their program with the intent of serving 
the moat number of very-low and low- 
income families. 


DerutilicMis 

’'Adequate housing." Section 533 
(bK6) provides that HPG funds be used 
to "raise health and safety conditions to 
meet those spedfied in section 506fo)." 
The same law that created HPG 
amended section 50Q(a) to require the 
agency to accept locally adopted 
voluntary national building codes as 
well os minimum property standards 
fMPS|. Accordingly, HPG assisted units 
must meet a rigorous rehabilitation 
standard by having alt repair work 
brought up to local codes and meet 
FmHA thermal standards. FmffA is 
currently revising its regulaHon on MPS 
and codes to comply with the provisions 
of section S09(a); those revisions should 
be in effect to edneide with the 
publication of the final HPG regulations. 

’’Applicant or grantee" and 
• organiMtion.'' Section 533(al provides 
that eligible grantees iniiude "private 
nonprofit organisations, Indian tribes, 
general units of local government, 
c^iUies, States, and consortium of other 
eligible grantees," FmliA has defined 
each ^antee type, including a definition 
w a consortium." This term is new to 
r mHA as is the concept of how such an 
entity would operate an HPG program. 

In this regard, FmHA proposes to 
simplify its relationship %vith such a 
group by limiting the Agency's contact 
0 either one designated member of the 
consortium or an agreed upon third 
party. The regulation uses the example 
Of a council of govemmenU. FmHA 
peremvet the designaled member to 
funcUon on behalf of the grantee and not 
as a conduit for HPG resources to each 
01 ^he other memberrs. 

prcMrvalion” this generic 

rehablhtatJon acliviUes necessary to 
f^ovc essential health and safety 
azards as well as improve the living 
environment It is not Intended to be 

“hlaforic preservation** 
sense of restoration to original, but 
up^ded. condition. However, if 
historic properties are selected for 


rehabilitation work, such work shall be 
completed in a manner that supports 
national historic preservation 
obfectives. 

Applicant EllgibUlly and Aulhori/ed 
Representative 

FmliA has listed the characteristics 
and capabilities it requires of applicants 
and the Agency expects to have the 
applicant designate a representative for 
consistent coordination with FmHA. 
Such representatives must be a member 
of the entity operating the repair/ 
rehabilitation program and cannot be a 
contractor or developer who would 
benefit from the grant award. For 
example, a nonprofit organization may 
be an authorized representative for a 
county government but may not then 
become a recipient of funds, either 
directly or indirectly after the grunt 
award. 

Homeowner Eligibility 

FmliA has provided the broadest 
possible interpretation of "homeowner" 
in order to encompass a variety of 
ownership conditions of potential 
recipients. As presented, it is the 
grantee’s responsibility to assure and 
document homeownership as part of its 
responsibilities in administering the 
Urc program. Respondents are invited 
to identify other forms of 
homeownership that meet the Intent of 
the program. 

Repair and Rehabilitation Activities 

As discussed above, all repair and 
rehabilitation activities must meet 
locally adopted building codes, FmHA 
Thermal Standards and FmHA 
Development Standards. Development 
standards are considered to be any of 
the following codes and standards: 

1. Siandatds proscribed by FmHA for 
each State. 

Z Voluntary national mode! budding 
codes (model codes]. Nationally 
recognized codes which address the 
health and safety aspects of buildings 
and related structures. They include: 

(A) CABO One and Two family 
Dwelling Code, published by the Council 
of American Building Officials; 
supplemented by the Electrical Code for 
One and Two Family Dwellings. NFPA 
70A, published by the National Fire 
Protection Association. 

(B) BOCA Basic/National Building 
Code, published by the Building 
Officials and Code Administrators 
International, Inc. 

(C) Standard Building Code, 
supplemented by the Standard 
Mechanical Code and Standard 
Plumbing Code, alt published by the 
Southern Building Code Congress 


International, Inc.; and supplemented by 
the National FJectrical Code, published 
by the National Fire Protection 
Association. 

(D) UmTorm Building Code, 
supplemented by the Uniform 
Mechanical Code and Uniform Plumbing 
Code, all publi.shed by the National 
Electrical Code. International 
Conference of Building Officials: and 
supplemented by the National Electrical 
Code, published by the National Fire 
Protection Association. 

3. Minimum Property Standards 
(MPS). The Department of Housing and 
Urban Development (HUD) Minimum 
Property Standards (MPS). they include: 

(A) MPS for One and Two Family 
Dwellings, HUD Handbook 4900.1 |24 
CFR Part 200. Subparl S, § 200.929(bK1)J. 

(B| MPS for Multi-family Housing. 
HUD HandlKiok 49iai (24 CFR Pari 20a 
Subpart a S 200it29(bH2)). 

The applicant is reponsible for 
identifying the development standard it 
will use and may not mix code 
standards except for historic properties. 
As discussed above, FmfiA will be 
publishing as a separate document its 
implementation of section 509(a) of the 
Housing Act of 1949, from which this 
requirement stems. 

In addition, all units assisted under 
HPG must meet FmHA thermal 
standards in Exhibit D of Subparl A of 
Part 1924 of this chapter. 

The proposed regulations then 
proceed to list major repair activities 
that may be undertaken as well as those 
which may be undertaken if done In 
conjunction with the major activities. 

The purpose of identifying both t>T>e8 of 
activities is to stress that the HPG 
program is not to be used for solely 
cosmetic or maintenance types of repair, 
or. in any event for refinancing or for 
construction of a new unit. 

Administrative activities: 

The law permits administrative 
expenses by including it as a selection 
criterion under section 533(d)(3). FmHA 
proposes to limit administration funds 
for HPG to not exceeding 20 percent of a 
grant amount and. with the selection 
criterion of administrative costa, to 
encourage grantees to use even less of 
their HPG funds for administrative 
purposes. This provision permits 
applicants to leverage other resources 
for administrative purposes and thereby 
enhance their chances for selection. 

The Agency reco^izes that many 
rural housing organizations eligible to 
receive HPG assistance may need 
administration resources. However, the 
Agency believes that at least 80 percent 
of the limited HPG resources must be 
used directly to benefit very low- and 
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low-income families. Good grantee 
program administration is needed and 
Fml lA believes that the 20 percent 
administrative cost ceiling will 
encourage grantees to use its 
administrative resources wisely, leading 
to administrative efficiency without 
sacrificing quality. 

The proposed regulations identify 
unacceptable aclivities for use of HPG 
funds. These are consistent with current 
Agency policies and OMB circular 
n!quiroments. 

Term of Grant 

*rhe proposed rule permits a variable 
grant period up to two years. This 
flexibility will allow grantees and 
FniHA to negotiate a term that la 
reasonable for the level of grant funds 
available for the HPG profecl. FmllA 
believes a two-year period is best in 
terms of project administration, 
paperwork burden* and project 
development and execution. 

However, should demand for the 
program nationwide exceed available 
resources. FmHA may have to reduce 
the term of grants and each project's 
grant request in order to comply with 
section 533(c)(2) of the law. lliis section 
states: "Unless there is only one eligible 
grantee in a State, a single grantee may 
not receive more than 50 per centum of a 
State's allocation." FmHA interprets this 
provision in the regulations under 
S 1044.680. If the agency receives two or 
more acceptable applications in each 
state, the one year term may be 
necessary nationwide. If demand is 
somewhat limited, the two year term for 
most grantees should be possible. 

Project Income 

Project income during the grant period 
falls under the requirements of OMB 
circulars A-102 and A-110. and must be 
used to further the purposes of the HPG 
program. Income also includes amounts 
recovered which must be reused for 
HPG purposes. 

Project income after completion of the 
grant is to be considered miscellaneous 
income to the grantee and Fml lA 
encourages its use for continuing repair 
and rehabilitation activities. 

Equal Opportunity Requirements 

The proposed regulations cross 
reference to FmHA's equal opportunity 
requirements in FmHA regulations. 
Subpart E of Part 1901. These 
regulations require equal opportunity 
and affirmative action on the part of the 
grantee in providing HPG assistance to 
very low- and low-income families. 


Other Administrative Requirements 

HPG activities that affect historic 
properties are required by law and 
FmHA regulations to be reviewed under 
a separate process and work performed 
to different standards. The provisions in 
the proposed regulations follow Section 
533(i), which is prescriptive in approach. 

Fjivironmenlal review processes for 
HPG are also somewhat unique due to 
the nature of the program and the 
grantees flexibility in program 
operation. Unlike HUD's Community 
Development Block Grant and Rental 
Rehabilitation programs. HPG does not 
include a delegation of environmental 
process to grantees. Accordingly. FmHA 
must assure compliance with Its 
environmental policies for all actions 
under HPG. The HPG proposed 
regulations provide for a two step 
process based on the general 
environmental provisions contained in 
Subpart G of Part 1940. First, applicants 
are to provide general environmental 
information on the area(8) in which they 
propose to operate the Hrc program 
and indude a process for an 
environmental review of each unit to be 
assisted as part of their statement of 
activity in their preapplication. Second, 
where a specific housing unit falls 
within the need for an environmental 
assessment, the grantee will work with 
FmHA to resolve any environmental 
issue before funds are used for that 
housing unit. 

Consultation With L4x:al Govements and 
Public Comment 

This section describes the process for 
public comment and coordination with 
local governments required by section 
533(d)(2) of the law as well as by 
Executive Order 123772 for slate 
clearinghouse review. 

Allocation of HPG funds to States 

FmHA will allocate available HPG 
fund to states as provided by section 
533(c)(1) and may hold a reserve in the 
National Office for additional 
distribution to states that may not have 
sufficient resources under the formula 
allocation to fund feasible projects. 

Fml lA's intent is to provide resources to 
each stale consistent with the allocation 
process, which distributes funds based 
on a formula reRectlng need, while 
providing a reasonable level of funds for 
feasible projects oni/complying with the 
provision of not funding any one grantee 
more than 50 percent of the allocation if 
more than one eligible grantee applies in 
the State (section 533(c)(2)). 

In accordance with t)ie law, after 
funding decisions are made for HPG, 
any remaining balance of HPG funds 


would be available to the State for use 
under the section 504 program. 

Preapplication Procedure 

This section contains the process and 
Information required for a submission of 
a preapplication to FmHA. The 
preapplication is to contain the basic 
outline of the applicant's proposal for its 
HPG program. As such, it is ^so the 
primary document for project review 
and selection by FmHA. The 
information provided will reRect how 
the applicant will operate its HPG 
program and accomplish its HPG 
objectives. Respondents to this 
proposed rule are encouraged to review 
carefully both this section and the 
section on project selection. FmHA 
believes that the Information requested 
with the preapplication is necessary for 
review under the project selection 
criteria and will lead to selection of the 
best qualified applicants with the best 
thought-through HPG proposal. 

Preapplication Submission Deadline 

FmHA proposes to establish 
deadlines for submission of 
preapplications. This will enable FmHA 
to compare all preapplications 
submitted in the shortest period of time 
and to select the best for funding. FmHA 
also proposes to establish fairly tight 
review timeframes for FmHA's staff so 
that funding decisions are made 
promptly. Obligation of funds for HPG 
projects must be made early enough so 
that any remaining funds can be used 
for the section 504 rural housing 
rehabilitation program prior to the end 
of the Rscal year when funds will lapse. 
For Fiscal Year 1985. FmHA will publish 
the deadline with publication of the final 
rule. That deadline will be 30 to 60 days 
after publication of final rule since all 
HPG funds now available must be 
obligated prior to September 30.1985. 

Projeci Selection 

Project selection, as proposed. Is a 
two step process. First, applicants filing 
a preapplication must be determined 
eligible and their proposed program In 
compliance with the HPG r€*gulaHons. 
Then, the preapplication ore evaluated 
against the project selection criteria. 

The selection criteria in the proposed 
regulations It that prescribed by section 
533(d)(3) of the law and includes criteria 
to compare applicant experience and 
capacity. As noted, the Information 
submitted with the preapplication will 
be sufficient to adequately and fairly 
evaluate the preapplications. 
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Limitation on Grantee Selection 

This section was discussed under 
fund allocation. 


Application Submission 

Applicants selected by FmHA through 
the preapplication process will be 
promptly notified and requested to 
submit 8 formal application. The 
application submission is the Hnal step 
in the process for selection of a grantee. 
If the application is acceptable and 
meets the requirements set forth in the 
regulations, the Slate Director may 
approve the project and obligate funds 
for the applicant 

Should the preapplication not be 
selected FmHA will provide the reasons 
for its rejection and the applicant will . 
have an opportunity to appeal FmHA's 
decision under the appeal procedure set 
forth in the Agency's regulations in 
Subparl B of Part 1900. 

Grant Approval and Requesting HPG 
Funds 


These sections cover the approval 
process* what happens if. at this point, a 
project is disapproved, and how funds 
are disbursed As proposed in the 
regulations, applicants may choose to 
have grant funds advanced monthly, 
quarterly or annually for program 
activities and no less frequently than 
quarterly for administrative purposes. 
The applicant is responsible for 
identifying how it wishes to draw grant 
funds in its application which will be 
approved or modified by FmHA in its 
review and approval process. 

Reporting Requirements 

Section 533(j) of the law requires 
FmHA to report to Congress on progress 
made under the HPG projects funded. 
FrallA proposes a standard quarterly 
reporting format for grantees which 
should provide appropriate information 
lor such a report and enable the Agency 
o track grantee progress in meeting 
their program objectives. At this time, 
the Agency sees a narrative report as 
being sufficient to meet the 
requirements. At some point in the 
luture. FmHA may develop a report form 
«or the program tha« will facililale 
computer analysis. 

Extending and Revising Grant 
Agreements 


This section outlines the process for 
extensions and/or revisions to grant 
Bgreements and the conditions for a 
time extension. Revisions to the 
sjatemeni of activities may occur with 
cnange in local conditions that affect t 
of HPG program. Such 
Changes will be attached to the 
*latement of activities which, when 


approved, is part of the Grant 
Agreement 

Additional Grants 

FmHA sees a benefit in permitting a 
successful grantee to continue Us 
operation as long as its program is 
operating smoothly and meets local 
demand. FmHA also perceives that a 
new applicant may serve areas of 
relatively greater need or have a more 
efficient delivery and financing concept 
than an existing grantee seeking 
refunding. This section addresses this 
subject and proposes a slight 
modification to the selection criteria for 
existing grantees that would not permit 
monopolization of grant funds. 

Grant Evaluation. Closeout. Suspension, 
and Termination 

This section briefly covers topics that 
are covered more thoroughly in the grant 
agreement Of particular interest to 
FmHA is the final project summary 
report and project audit. The summary 
report is important for FmHA's 
mandated report to Congress and the 
final audit is critical to both grantee and 
FmFlA: to the grantee as a final 
clearance of use of funds; to FmHA as a 
check on the monitoring and progress 
reports as well as HPG fund 
accountability. 

Exception Authority 

FmHA proposes an exception 
authority which will permit necessary 
exceptions to programs regulations 
when and if required and if not in 
conflict with the law. 

Exhibits 

Exhibit A is the Grant Agreement. 
Respondents to the proposed rule are 
encouraged to review the Agreement as 
a critical aspect of the regulations. 
Exhibit B is the extension/revision to 
the Grant Agreement. Exhibit C details 
FmHA staff responsibilities and review 
and approval processes. FmHA does not 
plan to publish Exhibit C in the final 
rulemaking. It is administrative in scope 
and deals with internal management of 
the program. Material relevant to both 
FmHA and grantees is contained and/or 
duplicated in the main body of the 
regulations. Respondents are asked to 
review this exhibit as well and advise 
us as to the benefit or lack thereof for its 
publication in the Federal Register as 
part of the final regulations. 

list of Subjects in 7 CFR Part 1944 

Grant programs—Housing and 
community development. Home 
improvement; Loan programs—Housing 
and community development; Nonprofit 
organizations, and Rural housing. 


Therefore, as proposed. Subpart N is 
added to Part 1944 of Chapter XVllI. 
Title 7, Code of Federal Regulations, and 
reads as follows: 

PART 1944—HOUSING 

Subpift N—Housing Preservation Grants 

Sec 

1tH4.651 General. 

1944.652 Policy. 

1944.653 Objective. 

1944 654>1944.655 [Reaer\ed| 

1944.656 Definitions. 

1944.657 [ReservedI 
1944.656 Applicant eligibility. 

1944.659 (Reserxedl 

1944.660 Authorized representative of the 
HPG applicant and FmHA point of 
contact. 

1944.661 Homeowner eligibility for I IPG 
assistance. 

1944.662-1944 663 (Reserved) 

1944.664 Repair and rehabilitation activities. 

1944.665 Supervision and inspection of 
rehabilitation and repair work. 

1944.666 Administrative actMties and 
policies. 

1944.667 [Reserved] 

1944.668 Term of grant. 

1944 669-1944.670 (Reserved] 

1944.671 Project income. 

1944.672 Equal opportunity requirements. 

1944.673 Other administrative requirements 

1944.674 Consultation with local 
governments and public comment. 

1944.67$ Allocation of HPG funds to States 
and unused HPG funds. 

1944 676 Preappttcalion procedure. 

1944.677 (Reserved] 

1944.676 Preapplication submission 
deadline. 

1944.679 Project selection criteria. 

1944.680 Limitation on grantee selection. 

1944.681 Application submission. 

1944.682 Grant approval and requesting 
HPG funds. 

1944.683 Reporting requirements. 

1944.664 Extending grant agreements anc 

modifying statements of activities. 

1944.685 (Reserved) 

1944.686 Additional grants. 

1944.687 (Reserved) 

1944.688 Grant evaluation, closeout, 
suspension and termination. 

1944689 (Reserved) 

1944.090 Exception authority. 
1944.691-1944.700 (Reserved) 

Exhibit A—Housing Preservation Grant 
Agreement 

Exhibit B—Amendment to Housing 
Preservation Grant Agreement 
Exhibit C—Administrative Instructions for 
FmHA Field Offices 

Subpart N—Housing Preservation 
Grants 

S 1944.651 General. 

(a) This subpart sets forth the policies 
and procedures for making grants under 
section 533 of the Housing Act of 1949. 

42 U.S.C. 1490(m). to provide funds to 
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eligible applicants to conduct housing 
preservation programs benefiting very 
low- and low-income rural residents. 
Program funds cover part or all of the 
fTCt of providing assistance to rural 
housing homeowners for loans, grants, 
interest reduction payments or other 
assistance that will reduce the cost of 
repair and rehabilitation. Such 
assistance will be used by the 
homeowner to remove or correct health 
or safely hazards of their home to meet 
applicable development standords or 
make needed repairs to improve the 
general living conditions of the 
residentfs). 

(b| The Farmers Home Administration 
(FmllA) will provide Housing 
IVeservation Grant (HPG) assistance to 
applicants responsible for providing 
assistance to eligible homeowners 
without discrimination because of race, 
color, religion, sex. national origin, age. 
marital status, or physical or mental 
handicap if such person has capacity to 
contract. 

$1944.652 Policy. 

(a) The policy of FmHA is to provide 
housing preservation grants to eligible 
applicants to operate a program which 
finances repair and rehabilitation to 
single family housing for very low- and 
low-income homeowners. Applicants 
are expected to: 

(1) Coordinate and leverage funding 
for the repair and rehabilitation of such 
housing with local housing and 
community development organizations 
and/or activities: and 

(2) Focus the program to rural areas 
and smaller communities so it serves 
very low- and low-income families. 

(b) FmHA intends to permit grantees 
considerable latitude in program design 
and administration. The forms or types 
of assistance must provide the greatest 
long term benefit to the greatest number 
of pffrsons residing in housing needing 
repair and rehabilitation. 

(c) Repairs and rehabilitation 
activities affecting properties on or 
eligible for listing on the National 
Register of Historic Places will be 
accomplished in a manner that supports 
national historic preserxation objectives 
as specified in $ 1$>44.673(b) of this 
subpart. 

$ 1944 653 Objsctivs. 

The objective of the HPG program is 
to upgrade substandard housing owned 
and occupied by very low- and low- 
income rural persons. Grantees will 
provide eligible homeowners with 
financial assistance through loans, 
grants, interest reduction payments or 
other comparable financial assistance 
for necessary repairs and rehabilitation. 


$$1944.654—1944.655 IRessrvsd) 

$ 1944.656 Df finitions. 

References in this subpart to County. 
District State. National and Finance 
Offices and to County Supervisor, 

District Director. State Director, and 
Administrator refer to FmHA offices and 
officials and should be read as prefaced 
by FmHA. Terras used in this subpart 
have the following meanings: 

(a) Adequate housing. A housing unit 
of size and design which meets the 
specific needs of low-income families 
and which meets the standard 
prescribed under $ 1944.664(a) of this 
subpart. 

(b) Applicant or grantee. Any eligible 
organization which applies for or 
receives HPG funds under a grant 
agreement. 

(c) Grant agreement The contract 
between FmHA and the applicant which 
sets forth the terms and conditions 
under which HPG funds will be made 
available. (See Exhibit A of this 
subpart.) 

(d) Very low-income. An adjusted 
annual income that does not exceed the 
very low-income limit according to size 
of household as established by the 
Department of Housing and Urban 
Development (HUD) for the county or 
Metropolitan Statistical Area (MSA) 
where the property is located. Maximum 
very low-income limits are set forth in 
Exhibit C of Subpart A of Pari 1944 of 
this chapter. 

(e) Low-income. An adjusted annual 
income that does not exceed the 'iower** 
income limit according to size of 
household as established by HUD for 
the county or MSA where the property is 
or will be located. Maximum low- 
income limits are set forth in Exhibit C 
of Subpart A of Part 1944 of this chapter. 

(f) Adjusted annual income. As 
defined under Section 1944.2 (b) of 
Subpart A of Part 1944 of this chapter. 

(8) Organisation. (1) A State or 
political subdivision or public nonprofit 
corporation authorized to receive and 
administer HPG funds; 

(2) An Indian tribe, band, group, 
nation, including Alaskan Indians. 
Aleuts. Eskimos and any Alaskan 
Native Village, of the United States 
which is considered an eligible recipient 
under the Indian Self-Determination and 
Education Assistance Act (Pub. L 93- 
638) or under the State and Local Fiscal 
Assistance Act of 1972 (Pub. L 92-512); 

(3) A private nonprofit corporation 
which local representation from the area 
being served that is owned and 
controlled by private persons or 
interests and is organized and operated 
by private persons or interests and Is 
organized and operated by private 


persons or interests for purposes other 
than making gains or profits for the 
corporation, is legally precluded from 
distributing any gains or profits to Its 
members, and is authorized to 
undertake housing development 
activities: or 

(4) A consortium of units of genera) 
local governments or private nonprofit 
organizations which is otherwise 
eligible to receive and administer HPG 
funds and which meets the following 
conditions: 

(i) Be comprised of units of general 
local government or private nonprofit 
corporations that are close together, 
located in the same state, and serve 
areas eligible for FmHA housing 
assistance: and 

(ii) Have executed an agreement 
among its members designating one 
participating unit of local government or 
private nonprofit corporation as the 
applicant or designating a legal entity 
(such as a Council of Governments) to 
be the applicant. 

(h) Rural area. The definition in 

$ 1944.10 of Subpart A of Part 1944 of 
this chapter applies. 

(i) Housing preservation. Repairs and 
rehabilitation activities to remove health 
and safety hazards or make major 
repairs needed to improve the general 
living environment of the occupant 
Repairs and rehabilitation activities wlU 
meet FmHA Thermal Standards and 
applicable development standards 
recognized by FmfiA in Subpart A of 
Part 1924 of this chapter. Properties 
included on or eligible for inclusion on 
the National Register of Historic Places 
are subject to the conditions of 
1944.673|b) of this subpart. 

(j) Homeowner. For the purpose of the 
HTC program, a homeowner is one who 
can meet the conditions of ownership 
under $ 1944.661 of this subpart. 

$1944.657 [Reserved] 

$ 1944.658 Appriesnt sflglbltlty. 

To be eligible to receive a grant, the 
applicant must: 

(a) Be an organization as defined in 
$ 1944.656 (0 of this subpart. 

(b) Have the necessary background 
and experience with proven ability to 
perform responsibly in the field of low- 
income rural housing development, 
repair, and rehabilitation, or other 
business management or administrative 
experience which Indicates an ability ^ 
operate a program providing repair and 
rehabilitation financial assistance: 

(c) Legally obligate itself to administer 
I IPG funds, provide an adequate 
accounting of the expenditure of such 
funds in compliance with the terms of 
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this regulation and the grant agreement. 
0MB Circular A-102 (Uniform 
Requirements for Grants to State and 
Local Education, liospitals. and other 
Nonprofit Organizations. Uniform 
Administrative Requirements) as 
Appropriate which are available in any 
FmHA office, and comply with the grant 
agreement and FmHA regulations: and 
(d) If the applicant is engaged in or 
plans to become engaged In any other 
activities, provide sufficient evidence 
and documentation that it has adequate 
resources, including financial resources, 
to cari^* on any other program or 
activities to which it is committed 
without jeopardizing the success and 
effectiveness of its H1*G project 

i 1944.550 (Reserved! 


J 1944.560 Authorized representative of 
the HPG eppticsnt and FmHA point of 
contact 


(a) FmHA will deal only with 
authorized representatives designated 
by the HPG applicant. If the autWrfzed 
representative is a third party, the 
representative must have no pecuniary 
interest in any of the following as they 
would relate in any way to the HPG 
grant the award of any engineering, 
architerturai. management 
administration, or construction 
contracts; purchase of any furnishings, 
fixtures or equipment: or purchases and/ 
or development of land. 

|b) FmHA has designated the District 
Office as the point of initial contact for 
ell matters relating to the HPG program 
and as the office generally responsible 
for the administration of HPG projects. 
However, the State Director may. based 
on total program size or complexity of a 
particular applicant, elect to process 
applications and service the program a! 
Ihe Stale Office or any other FmHA 
office in the applicant's service area 
with the capacity to pro\ide the 
necessary reviews and servicing. 


5 1944.561 Homeowner eOgtbHtty for HI 
ssslttsiKe. 

The homeowners assisted by HPG 
must be the owner-occupant, at least 
one year prior to the time of assistanc 
of a single family dwelling that is 
located in a rural area and is in need 
Impairs and rehabilitation. F^ch 
nomeowncr is required to submit 
evidence of ownership for retention ii 
tljc grantee files. This evidence may I 
pholostatic copy of the instrument 
evidencing ownership. Grantees may 
require certification or additional 
information from the hom<.H)wner. or 
attorney. 

jaj The following will satisfy or full 
of ownership: 

ID Full marketable title. 


(2) An undivided or divided interest in 
the property to be repaired when not all 
of the owners are occupying the 
property. I IPG assistance may be made 
in such cases when: 

(i) The occupant has been living in Ihe 
house for at least 10 years prior to the 
date of requesting assistance; and 

(ii) The grantee has no reason to 
believe the occupant's position of 
owncr/occupant will be jeopardized as 
a result of the improvements to be made 
with HPG funds; and 

[Hi] In the case of a loan, the co- 
ownerfs) will also sign the security 
instrument. 

(3) A leasehold interest tn Ihe 
property to be repaired. When the 
potential HPG recipient's “ownership" 
interest in the property is based on the 
leasehold interest, the lease must be in 
writing and a copy must be included in 
the grantee's file. The unexpired portion 
of the lease must not be less than five 
years and must permit Ihe recipient to 
make modifications to the structure 
without increasing the recipient's lease 
cost. 

(4) A life estate, with the right of 
present possession, control, and 
beneficial use of the properly. 

(5) Land assignments may be accepted 
as evidence of ownership only for 
Indians living on a reservation, when 
historically the permits have been used 
by the Tribe and have had the 
comparable effects of a life estate. 

(b) The following items may be 
accepted as evidence of ownership if a 
recorded deed cannot be provided: 

(1) Any legal instrument, whether or 
not recorded, which is commonly 
considered evidence of ownership. 

(2) Evidence that the HPG recipient Is 
listed as the owner of the property by 
the local taxing authority and that real 
estate taxes, if any. for Ihe property arc 
paid by the recipient. 

(3) Affidavits by others in the 
community that the recipient has 
occupied Ihe property as the apparent 
owner for a peric^ of not less than 10 
years, and Is generally believed to be 
the owner. 

K 1944.662—1944.663 (ReservedI 

§ 1944.664 Repair and rehabllttaUcn 
aclivttiee. 

(a) Grantees under HPG arc 
responsible for providing loans, grants 
or comparable assistance to 
homeowners to remove or correct health 
or safely hazards or make needed 
repairs to Improve the living 
environment of the residenifs). HPG 
repair and rehabilitation activities shall 
meet FmHA Thermal Standards and 
applicable development standards 


accepted by FmHA under Subpart A of 
Part 1924 of this chapter or the 
requirements of } 1944.673(b) if the 
property to be repaired is listed on or 
eligible for the National Register of 
Historic Places. 

(b) Authorized repair and 
rehabilitation activities include but are 
not limited to: 

(1) Installation and/or repair of 
sanitary water and waste disposal 
systems, together with related plumbing 
and fixtures, which will meet local 
health department requirements. 

(2) Payment of reasonable connection 
or other fees for utilities (i.e.. water, 
sewer, electricity or gas). 

(3) Energy conserv'alion measures 
such as: 

(i) insulation: and 

(ii) Combination screen-storm 
windows and doors. 

(4) Repair or replacement of the 
heating system including the installation 
of alternative systems such as 
woodburning stoves or space heaters, 
when appropriate and if local codes 
permit. 

(5) Electrical wiring. 

(6) Repair of. or provision for. 
structural supports. 

(7) Repair or replacement of the roof. 

(8) Replacement of severely 
deteriorated siding, porches, or stoops. 

(9) Alterations of the unit's interior or 
exterior to provide greater accessibility 
for any handicapped family members. 

(10) For properties listed on or eligible 
for the National Register of Historic 
Places, activities associated with 
conforming repair and rehabilitation 
activities to the standards and/or design 
comments resulting from the 
consultation process contained in 

§ 1944.673 of this subpart 

(11) Necessary repairs to 
manufactured homes or mobile homes 
provided: 

(i) The recipient owns the home and 
the site on which the home is situated 
and has occupied that home on that site 
for at least one year prior to receiving 
IfPG assistance: and 

(ii) The manufactured home or mobile 
home is on a permanent foundation or 
will he put on a permanent foundation 
with Hrc funds. A permanent 
foundation will be in accordance with 
the requirements of Exhibit | to Subpart 
A of Part 1924 of this chapter. 

(12) Additions to any dwelling 
(conventional, manufactured or mobile) 
only when it is clearly necessary to 
remove health hazards to the occupants. 

(13) Payment of incidental homeowner 
expenses directly related to 
accomplishing authorized adtivities 
such as fees for credit reports, surveys. 
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title clearance, loan closing, inspections, 
and architectural or other technical 
services. 

(c) HPG funds may be used to make 
changes to the dwelling for cosmetic or 
convenience purposes when such work 
is not the primary purpose, the 
percentage of fundis to be used for such 
purposes does not exceed 25 percent of 
the total funding, and such work is 
combined with improvements listed as 
eligible under paragraph (b) of this 
section. Cosmetic and convenience 
changes might include, but are not 
limited to the following: 

(1) Painting; 

(2) Paneling: 

(3) Carpeting; 

(4) Improving clothes closets or 
shelving: 

(5) Improving kitchen cabinets; 

(6) Air conditioning; or 

(7) Landscape plantings. 

(d) flPG funds may not be used to: 

(1) Assist in the construction of a new 
dwelling. 

(2) Refinance any debt or obligation of 
the borrower/grantee other than 
obligations incurred for eligible items 
covered by this section entered into 
after date of agreement with IfPG 
grantee. 

(3) Repair or rehabilitate any property 
located in the Coastal Barrier Resources 
System as designated by the Coastal 
Barrier Resource Act. 

S 1944.665 Supervision and Inspection of 
reliabilltstloo and repair work. 

Grantees are responsible for 
supervising all rehabilitation and repair 
work financed with HPG assistance. All 
HPG work must be inspected by a 
disinterested third party, such as local 
building and code enforcement officials, 
if there are no such officials serving the 
area where HPG activities will be 
undertaken, the grantee may use 
qualified contract or fee inspectors. 

4 1944.666 Administrative activttles and 
poUclea. 

Grunt funds are to be used primarily 
for housing repair and rehabilitation 
activities. Use of grant funds for 
administration is a secondary purpose 
and must not exceed 20 percent of the 
HPG funds awarded to the grantee. 

(a) Administrative expenses may 
include: 

(1) Payment of resonable salaries or 
contracts for professional, technical and 
clerical staff actively assisting in the 
delivery of the HPG project 

(2) Payment of necessary and 
reasonable office expenses such as 
office rental supplies. utiUties, 
telephone services, and equipment (Any 
item of nonexpendable personal 


property having a unit value of $1,000 or 
more, acquired with HPG funds, will be 
specifically identified to FmHA in 
writing. 

(3) Payment of necessary and 
reasonable administrative costs such os 
workers* compensation, liability 
insurance, and the employer's share of 
Social Security and health benefits. 
Payments to private retirement funds 
are permitted if the grantee already has 
such a fund established and ongoing. 

(4) Payment of reasonable fees for 
necessary training of grantee personnel. 

(5) Payment of necessary and 
reasonable costs for an audit upon 
expiration of the grant agreement. 

(6) Other reasonable travel and 
miscellaneous expenses necessary to 
accomplish the objectives of the specific 
HPG grunt which were anticipated in 
the individual HPG grant proposal and 
which have been approved as eligible 
expenses at the time of grant approval. 
This may include contract of fee 
inspection where necessary pursuant to 
i 1944.665 of this aubpart. 

(b) HPG administrative funds may not 
be used for. 

(1) Preparing housing development 
plans and strategies except as necessary 
to accomplish the specific objectives of 
the HPG project. 

(2) Substitution for any financial 
support which would be available from 
any other source. 

(3) Hiring personnel to perform 
construction. 

(4) Bu>*ing property of any kind from 
families receiving assistance from the 
grantee under the terms of the HPG. 

(5) Paying for or reimbursing the 
grantee for any expense or debts 
incurred before FmHA executes the 
grant agreement. 

(6) Paying any debts, expenses, or 
costs which should be the responsibility 
of the individual families receiving HPG 
assistance outside the costs of repair 
and rehabilitation. 

(7) Any type of political activities 
prohibited by ONIB Circular A-122. 

(6) Other costs including contributions 
and donations, entertainment, fines and 
penalties, interest end other financial 
costs unrelated to the HPG assistance to 
homeowners. legislative expenses and 
any excess of cost from other grant 
agreements. 

(c) Advice concerning ineligible costs 
may be obtained from the State Office 
as part of the HPG application review or 
when a proposed cost appears ineligible. 

(d) The grantee may not charge fees or 
accept any compensation or gratuities 
from HPG recipients for the grantee's 
technical services under this program. 


4 1944.667 IReservsdl 
4 1944.666 Term of grant. 

HPG projects may be funded under 
the terms of a Grant Agreement for a 
period of up to two years commencing 
on the date of execution of the 
Agreement by the Slate Director. Term 
of the project will be based upon HPG 
resources available for the proposed 
project and the accomplishability of the 
applicant's proposal within one or two 
years. Applicants requesting a two year 
term may be asked to develop a feasible 
one year program if sufficient funds are 
not available for a two year program. 

§1944.669—1944.670 IReserved) 

4 1944.671 Project Income. 

(a] Project income during the grant 
period from loans made to homeowners 
is governed by 0MB Circular A-102 or 
A-110 available In any FmHyV office. All 
income, including amounts recovered by 
the grantee due to breach of agrecmenis 
between the grantee and the HPG 
recipient must be used under (and in 
accordance with) the requirements of 
the HPG program. 

(b) Grantees are encouraged to 
establish a program which reuses 
income from loans after the grant period 
for continuing repair and rehabilitation 
activities. 

4 1944.672 Equal opportunity 
requirements. 

The policies and regulations 
contained in Subpart E of Part 1901 of 
this chapter apply to grantees under this 
subpart. 

4 1944.673 Other edmlnlstretlve 
requirements. 

The following policies and regulations 
apply to grants made under this subpart: 

(a) Subpart G of Part 1940 of this 
chapter regarding Environmental 
Assessments. 

(1) To comply with Subpart G of Pari 
1940. applicants for HPG assistance will 
submit Form FmHA 1940-20. 'I^ucsl 
for Environmental Information." on the 
geographical areas proposed to be 
served by the HPG program. 

(2) In general, rehabilitation of 
existing single family houses is exempt 
from an environment assessment. 
However, if such units are located in 
floodplain or wetland, or arc eligible for 
or listed on the National Register of 
Historic Places, an environmental 
assessment may be required. AppUcan • 
must include in their application a 
process for Identifying specific housing 
repair or rehabilitation units that require 
an environment assessment. 
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(3) When such a unit requiring an 
environmental assessment is proposed 
for HPG assistance, the grantee will 
immediately contact the FmliA office 
designated to service the MPG grant and 
work with that office in preparing an 
environmental assessment and 
otherwise complying with Subpart F of 
Part 1940. 

(b) The policies and regulations 
contained in Subpart F of Part 1901 of 
this chapter regarding historical and 
archaeological properties. 

(1) In addition, the grantee may not 
initiate any rehabilitation activity which 
would affect an historic property, 
defmed as a property that Is included or 
is eligible for inclusion on the National 
Re^ster of Historic Places, unless: 

(1) Such activity will reasonably meet 
the standards for rehabilitation issued 
by the Secretary of interior and the 
appropriate State historic preservation 
ofTtcer is afforded an opportunity to 
comment on the specific rehabilitation 
plans; or 

(ii) The Advisory Council on Historic 
Preservation is afforded an opportimity 
to comment on cases for which the 
grantee, in consultation with the State 
historic preservation officer, determines 
that the proposed rehabilitation activity 
cannot reasonably meet such standards 
or would adversely affect historic 
property. 

(2) Consultation procedures regarding 
historic properties will be accomplished 
on both the pro^am and project level. 

(I) In developing preapplications, 
applicants must request the views of 
their appropriate Stale Historic 
Preservation Ofneer (SHPO). This wiU 
be done by providing the SHPO with a 
copy of the proposed Statement of 
Activities. 

(ii) Proposed sites for repair and 
rehabilitation work must be reviewed in 
accordance with $ 1944.873(a) of this 
subpart. Any mitigation measures or 
operating agreements reached in the 
accomplishment of paragraph (b)(2)(1) of 
mis section can serve as a replacement 
w individual site reviews as long as the 
site work will be accomplished in 
accordance with the agreement and the 
grantee so documents this in the case 
blc and monitors such work for proper 
compliance. 

(cj The policies, guidelines and 
requirements of OMB Orcular Nos. A- 
102. and A-llO. and A-122 apply to the 
acceptance and use of housing 
P^r^rvation grant funds. 


f 1944.674 Consultation with local 
oovammanta and pubOc comment 


{•) In preparing tig Statement of 
Actwity. the applicant it responsible fo) 
consulting with leaders from the county 


parish and/or township governments of 
the area where HPG activities will take 
place for the purpose of assuring that 
the proposed HPG program it b^eficial 
and does not duplicate current 
activities. Indian nonprofit organization 
applicants should obtain the written 
concurrence of the Tribal governing 
body in lieu of the concurrence of the 
county governments. 

(b) The applicant must make its 
statement of activities available to the 
public for comment. The applicant must 
announce the availability of tit 
Statement of Activities for review In a 
newspaper of general circulation in the 
project area and allow at least 15 days 
for comment 

(c) llie HPG program is subject to 7 
CFR Part 3015. Subpart V. 
"Intergovernmental Review of 
Department of Agriculture Programs and 
Activities.** See FmHA Instruction 1948- 
|. available in any FmHA office. 

(1944.67$ Allocation of HPG funds to 
States and unused HPG funds. 

(a) The Administrator will allocate 
rehabilitation grant funds for use in each 
State on the basis of a formula, using the 
most current available information and 
using the average of the ratios between: 

(1) The population of the rural areas in 
that State and the population of the 
rural areas of all States; 

(2) The extent of poverty in the rural 
areas in that State and the extent of 
poverty in the rural areas of all States; 
and 

(3) TTie extent of substandard housing 
in the rural areas of that State and the 
extent of substandard housing in Ihe 
rural areas of all States. 

(b) The Administrator may reserve a 
portion of the available funds for HPG in 
a National Office pool for States 
needing additional funds for feasible, 
acceptable projects. 

(c) Any funds which ore allocated to a 
State but uncommitted to grantees wiU 
be tranafered to the State Office in a 
timely manner and be used for 
authorized purposes under Section 504 
of the Housing Act of 1949. as amended. 

(1944.676 PreappHcstlon procedure. 

(a) All applicants will file an original 
and two copies of Form AD-821, 
**Preappllcation for Federal Assistance,** 
and supporting information outlined in 
subparagraph (b) of this section with the 
appropriate FmHA office. A 
preapplication packet including Form 
AD-821 is available in all FmHA District 
and State Offices. 

(b) All preapplications shall be 
accompanied by the following 
information which FmHA will use to 
determine the appUcant*s eligibility to 


undertake a HPG program and to 
determine whether a grant will be 
awarded. 

(1) A statement of activities proposed 
by the applicant for its HPG program, 
including: 

(1) A complete discussion of the type 
of and conditions for financial 
assistance for repair and rehabilitation; 

(ii) The process for selecting 
recipients of HPG assistance, 
determining repair and rehabilitation 
needs of the unit, assessing potential 
environmental constraints (per ( 1944. 
673(a) of this subpart), performing the 
necessary woH(. and monitoring/ 
inspecting work performed: 

(iii) The development standard the 
applicant will use for the repairs and 
rehabilitation work: 

(iv) The time schedule for completing 
the program: 

(v) The staffing required to complete 
the program: 

(vi) The estimated number of very 
low- and low-income minority and 
nonminority families the applicant will 
assist with HPG funds: 

(vii) The areafs) to be served by the 
HPG program: 

(vlii) Annual estimated budget for the 
program year based on the financial 
needs to accomplish the objectives 
outlined in the proposal. The budget 
should include proposed direct and 
indirect administrative costs, such as 
personnel, fringe benefits, travel, 
equipment, supplies, contracts, and 
other costs categories, detailing those 
costs for which the grantee proposes to 
use the HPG grant separately from non- 
HPG resources, if any. The applicant's 
budget should also include a schedule 
(with amounts] of how the applicant 
proposes to drew HPG grant funds, i.e., 
monthly, quarterly, lump sum for 
program activities, etc. 

(ix) A brief description of the 
accounting system to be used; 

(x) The method of evaluation to be 
used by the applicant to determine the 
effectiveness of its program which 
encompasses the requirements for 
quarterly reports to FmHA per 
(1944.863(b) of this subparl; 

(xi) The sources and estimated 
amounts of other financial resources to 
be obtained and used by the applicant 
for both ^iPG activities and housing 
development and/or supporting 
activities: 

(xii) The use of program income, if 
any; and 

(xiii) Any other information necessary 
to explain Ihe HPG program. 

(2) Complete information about the 
applicant's experience and capacity to 
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udfTy out the objectives of the proposed 
I program; 

(3) Evidence of the appliconrs legal 
existence, including, in the case of a 
private nonprofit organization, ii copy 
of. or an accurate reference to. the 
specific provisions of State law under 
which the applicant is organized; a 
certifirtd copy of the applicant's Articles 
of Incorporation and Bylaws or other 
evidence of corporate existence; 
ci'rtinaite of incorporation for other 
than public boilies: evidence of good 
Standing from the State when the 
corporation has been in existence one 
year or more; the names and addresses 
uf the applicant's members, directors, 
and officers. If other organizations are 
members of the applicant-organization, 
or the applicant is a consortium, the 
names, addresses, and principal purpose 
of the other organizations and. if a 
consortium, documentation showing 
compliance with § 1944.5(j6(g)(4) of this 
subpurl. 

(4) For a private nonprofit entity, the 
most recent audited statement and a 
current financial statement dated and 
signed by an authorized officer of the 
entity showing the amounts and specific 
nature of assets and liabilities together 
with information on the repayment 
schedule and status of any debt(s) owed 
by the applicant. If the applicant is an 
organization being assisted by another 
private nonprofit organization, the same 
type of financial statement should also 
be provided by that organization. 

(6) A brief narrative statement which 
includes information about the area to 
be served and the need for improved 
housing (including both percentage and 
actual number of both low-income and 
low-incomc minority families and 
substandard housing), the need for the 
type of repair and rehabilitation 
assistance being proposed, the 
anticipatcKi use of HPC resources for 
historic properties, the method of 
evaluation to be used by the applicant in 
determining the effectiveness of its 
efforts (as related to paragraph (b)(1) of 
this section), and any other information 
necessary to specifically address the 
selection criteria in $ 1944.679 of this 
subpurt. 

(6) A list of other activities the 
applicant is engaged in and expects to 
continue, a statement as to any other 
funding, and whether it will have 
sufficient funds to assure continued 
operation of the other activities for at 
least the period of the HPG grant 
agreement. 

(c) An applicant must submit written 
statements reflecting compliance with 
S 1944874(a) of this aubpart on 
consultations between local 
govemment(s) and the applicant. 


(d) The applicant is to make its 
Statement of Activity available to the 
public for comment prior to submission 
to FmllA pursuant to S 1944.B74{b) of 
(his subpart. The preapplicalion must 
contain a description of how this was 
accomplished as well as a synopsis of 
comments received and how the 
comments were addressed. 

(c) An original and one copy of Form 
FmllA 1940-20. as well as a description 
of the applicant's process for 
determining whether on individual 
property requires an environment 
assessment per { 1944.673(a) of this 
subpart. 

(f) An original and one copy of Form 
FmllA 400-1, "Equal Opportunity 
Agreement." and Form FmHA 400-4. 
"Assurance Agreement." 

(1944.677 (Reservedl 

( 1944.679 Preappticatlon submission 
desdiint. 

Dates governing the invitation and 
review of HPG prcapplications will be 
published annually in the Federal 
Register. Preapplic^itlons roctuved aft^^r 
the date specified in the Federal 
Register vvtil not be considered for 
funding in that fiscal year and will be 
returned. 

( 1944.679 Project selection criteria. 

(a) Grant applicants must meet all the 
following criteria: 

(1) Provide a financially feasible 
program of repair and rehabilitation 
assistance as defined in ( 1944.664(b) of 
this subpart; 

(2) Serve eligible rural areas with a 
concentration of substandard housing 
for households with very low- and low- 
income; 

(3) Be an eligible applicant entity as 
defined in ( 1944.658 of this subpart; and 

(4) Meet the requirements of 
consultation and public comment per 
5 1944.674 of this subpart. 

(b) For applicants meeting the 
requirements listed in subparagraph (a) 
of this section. FmHA will use the 
criteria in this paragraph in the selection 
of grant recipients. Each preapplication 
and its accompanying statement of 
activities wilt be evaluated on the extent 
to which: 

(1) The repair and rehabilitation 
activities will assist persons of very 
low- and low-income who lack adequate 
shelter, with priority given to applicants 
who propose to assist the maximum 
number of persons and families with 
very low income: 

(2) The repair and rehabilitation 
activities include the participation of 
other public or private organizations in 
providing assistance, in addition to the 


assistance provided by the proposed 
I IPG program, in order to: 

(i) Lower the cost of such activities to 
very low- and low-income families; or 

(ii) Provide for the leveraging of 
available funds to supplement the 
proposed HPG program: 

(3) The proposed program will be 
undertaken in rural areas identified by 
FmHA as having populations below 
10.000 or in remote parts of other rural 
areas (i.e, rural areas not contained in 
Metropolitan Statistical Areas with less 
than 10.000 population); 

(4) The repair and rehabilitation 
activities may be expected to result in 
achieving the greatest degree of repair 
or improvement for the least cost per 
unit or dwelling: 

(5) The program will minimize 
displacement; 

(6) The program will alleviate 
overcrowding In rural residences 
inhabited by very low- and low-income 
families; 

(7) The program will minimize the use 
of grant funds for administrative 
purposes, i.e.. less than 20 percent of 
grant funds. 

(8) The applicant has demonstrated its 
capacity in administering its programs 
and past performance reflecting such 
capacity in administering selected 
housing programs: 

(9) The applicant is currently effective 
in assisting very low and low-income 
families obtain adequate housing: and 

(10) The applicant w'ill have the 
capacity to implement its proposed time 
schedule for starting and completing (he 
HPG program and each phase thereof 

51944.660 UmItJrtloo on grantee selection. 

After all preapplications have been 
reviewed under the selection criteria 
and if more than one preapplicalion has 
met the criteria of 9 1044.679(a) of this 
subpart, the Stale Director may not 
approve more than fifty percent of the 
State's allocation to a single applicant. 

9 1944.681 Application submission. 

(a) Applicants selected by FmHA will 
be advised to submit a full application 
in an original and two copies of Form 
AD-623. "Application for Federal 
Assistance (Nonconstruction 
Programs)," and provide additional 
information if necessary. Inslructiow on 
submission and timing will be provided 
by FmHA. 

(b) Applicants not selected by FmHA 
wUl be so notified and advised of their 
appeal rights under Subpart B of Part 
1900 of this chapter. 
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} 1944.682 Grant approval and roquaating 
HKi funds. 

(a) Grant approval is the process by 
which FmHA determines that all 
applicable administrative and legal 
conditiona for making a grant have been 
met. the Grant Agreement is signed, and 
funds obligated for the HPC protect. The 
FmHA District Office responsible for 
ser\Mcing and monitoring the HPC 
applicant's program will review the 
application submission. If acceptable 
and if the District Office is prepared to 
rerommend the application to the State 
Office for approval the applicant will 
sign a Form FmHi\ 1940>-1. "Request for 
Obligation of Funds.** and Exhibit A of 
this subpart, the Housing Preservation 
Grant Agreement. If the application is 
approved by the State Director, the 
applicant will be sent a copy of the 
executed Grant Agreement and Form 
FmHA 1940^1. Should the State Director 
attach any conditions to the Agreement 
that must be satisfied prior to the 
applicant receiving any HPC funds, the 
Agreement and the conditions will be 
returned to the applicant for acceptance 
and acknowledgement on the 
Agreement prior to execution by the 
State Director. 

(b) The application may be 
disapproved before execution of the 
grant agreement if the applicant is no 
lungCT eligible, the proposal is no longer 
feasible, or the applicant requests 
cancellation of its project. Except when 
the applicant requests cancellation. 
FmHA will document its findings and 
advise the applicant of its appeal rights 
under Subpart B of Part 1000 of this 
chapter. 

(c) With the executed Grant 
Agreement and Form FmHA 1940-1. 
FmHA will send the approved applicant 
(now the "grantee") copies of Standard 
Form 270, "Request for Advance or 
Rcimbunement" The grantee must 
submit an original and two copies of 
Standard Form 270 to the District Office 
advances or reimbursements must be In 
accordance with the grantee’s budget 
and Statement of Activity, including any 
amendments, prior approved by FmHA. 

equate for reimbursement or advances 
^ ieast 30 calendar days apart. 

Id) If the grantee fails to submit 
required reports pursuant to } 1944.683 
Of this subpart or is in violation of the 
Owl Agreement FmHA may suspend 
reimbursements and advances or 
^ accordonce with 
i 1944,688 of this subpart and the Grant 
Agreement 

f 1^4,663 Reporting requirements. 

(a) Standard Form 269. "Financial 
5>latus RepoH," is required of all 
grantees on a quarterly basis. Grantees 


shall submit an original and two copies 
of the report to the designated FmHA 
servicing office. Reports will be 
submitted no later than February 15. 
April 15. )uly 15 and October 15 while 
the grant agreement is In effect. 

(b) Quarterly performance reports 
shall be submitted by grantees with the 
SF-269, "Financial Status Report,** in an 
original and tw^o copies. The quarterly 
report should relate the activities during 
the report period to the project's 
objectives and analyze the effectiveness 
of the program. As part of the grantee’s 
preapplication submission, as required 
by i 1944.676(b) of this subpart, the 
grantee established the objectives of its 
HPS program, including its method of 
evaluation to determine its 
effectiveness. Accordingly, the report 
should include, but need not be limited 
to. the following: 

(1) The following specific information 
for each unit assisted; 

(1) Income category of the homeowner 
(very low or low); 

(ii) Coat, major repairs, amount 
financed by HPG and/or other sources 
of funds: 

(iii) Type of financing provided 
(interest subsidy, direct loan, etc.); and 

(iv) Results of implementing the 
environmental process contained in 
i 1944.673 of this subpart. 

(2) A comparison of actual 
accomplishments to the objectives set 
for that period. Including: 

(i) The number of very low- and low- 
income. minority and nonminority 
families assisted in obtaining adequate 
housing by the HPG program through 
repair and rehabilitation: and 

(ii) The average cost of assistance 
provided to homeowners. 

(3) Reasons why. if established 
objectives are not met 

(4) Problems, delays, or adverse 
conditions which will materially affect 
attainment of the HPG grant objectives, 
prevent the meeting of time schedules or 
objectives, or preclude the attainment of 
program work elements during 
established time periods. This disclosure 
shall be accompanied by a statement of 
the action taken or comtemplated and 
any Federal assistance needed to relieve 
the situations. 

(5) Objectives established for the next 
reporting period, sufficiently detailed to 
Identify the type of assistance to be 
provided, the number and type of 
faimilies to be assisted, etc. 

(c) The grantee should be prepared to 
meet with the District Office to discuss 
its quarterly report shortly after 
submission. 

(d) U the reports indicates 
unsatisfactory progress or the grantee is 
not meeting its established objectives. 


the State Director will recommend 
appropriate action to resolve the 
indicated problem(s}. If appropriate 
corrective action is not taken by the 
grantee, the State Director has the 
discretion to not authorize further 
advances by suspending the project in 
accordance with S 1944.688 of this 
subpart and the Grant Agreement. 

{ 1944.684 Extending grant agreamanta 
and modifying statemanta of acUvniaa. 

(a) All requests extending the original 
grant agreement of modifying the HPG 
pro^am's statement of activities must 
be in writing. Such requests will be 
processed through the District Director. 
The State Office will respond to the 
applicant within 30 days of receipt of 
the request in the State Office. 

(b) An extension of a grant beyond 
the project term may be granted by the 
State Director when: 

(1) There are grant funds remaining 
and the grantee requests an extension of 
the grant period to the ending date of the 
Grant Agreement; 

(2) The grantee has demonstrated its 
ability to conduct their program in 
accoHance with the terms of its grant 
agreement and in a manner satisfactory 
to FmHA; 

(3) The Grantee is likely to complete 
the goals outlined in the initial proposal, 
or 

(4) The District Director recommends 
continuation of the grant until the 
grantee has expended all of the 
remaining grant funds. 

(c) Modification of the statement of 
activities, such as revising the processes 
the grantee follows in operating the HPG 
program, may be approved by the State 
Director when the modifications are for 
eligible purposes per S§ 1944.664 and 
1944,666 of this subpart and the program 
will continue to serve the geographic 
area originally approved. Tlte grantee 
will submit its proposed revisions 
together with the necessary supporting 
information to FmHA. 

(d) Exhibit B. "Amendment to Housing 
Preservation Grant." will be used for all 
extensions and modifications. 

{1644.685 IRaserved) 

{ 1944.686 Additional grants. 

An additional HPG grant may be 
made to a grantee when it has achieved 
or nearly achieved the goals established 
for the previous grant. The grantee must 
nie a new application for HPG funds 
that will be processed similar to an 
initial applications and compared under 
the project selection criteria to others 
submitted at the time. Preference may 
be given to an existing grantee where 
there is a continuing need for the 
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program in Ihe area currently being 
8cr\ ed by the existing grant, the 
program has local public and community 
support and the grantee has fully 
complied with the HPG requirements 
contained herein. 

§ 1944.687 [Reserved] 

§ 1944.686 Grant evaluation, closeout 
suspension and termination. 

(a) Grant evaluation will be an 
ongoing activity performed by both the 
grantee and FmJlA. The grantee will 
perform self-evaluations by preparing 
quarterly performance reports In 
accordance with § 1944.663 of this 
stibpart FmHA will also review all 
reports prepared and submitted by the 
grantee in accordance with the grant 
ugrcement and this subpart. 

(b) Within forty-five (45) calendar 
days after the grant ending date, the 
grantee will complete closeout 
procedures as specified in the grant 
agreement. 

(1) The grantee will complete a final 
Standard Form 209 and a final 
performance report upon termination or 
expiration of the gront agreement. The 
final performance report will serve as 
the last quartely report. 

(2) llie grantee will have an audit 
performed upon termination or 
completion of the project in accordance 
with 0MB Circular A-102 or or A-110. 

As part of their final report, the grantee 
will address and resolve all audit 
findings. 

(c) The grant can be suspended or 
terminated before the grant ending date 
fur the causes specified in the grant 
agreement. No further grant funds will 
be advanced when grant suspension or 
termination procedures have been 
initiated in accordance with ihe grant 
agreement. Grantees may be reimbursed 
for eligible costs incurred prior to the 
effective date of the suspension or 
termination. Grantees are prohibited 
from incurring additional obligations of 
funds after notification, pending 
corrective action by the grantee. FmHA 
may allow necessary and proper costs 
that the grantee could not reasonably 
avoid during (he period of suspension 
provided they are for eligible HPG 
purposes. 

(d) Applicants will have the 
opportunity to appeal a suspension or 
termination under FmHA’s appeal 
procedures. Subpari B of Part 1900 of 
this chapter. 

§1944.669 IRtservedl 

§ 1944.690 Exception authority. 

The Administrator of the Farmers 
Home Administration may. in individual 
cases, make an exception to any 


requirements of this subpart not 
required by the authorizing statute if the 
Administrator finds that application of 
such requirement would adversely affect 
the interest of the Government, or 
adversely affect the accomplishment of 
the purposes of the housing preser\'ation 
grant program, or result in undue 
hardship by applying the requirement. 
The Administrator will exercise this 
exception authority only at the request 
of the State Director. The State Director 
will submit the request supported by 
information demonstroting the adverse 
impact, citing the particular requirement 
involved, recommending proper 
alternative courses of action, and 
outlining how the adverse impact could 
be mitigated. 

§§ 1944.691-1944.700 (Reserved) 

Exhibit A—flouting Preservation Grant 
Agrocmenl 

This Agreement dated-Is between 

-(name).-(address), (grantee). 

organized and operating under- 

(authorizing Slate statute), and the United 
Stales of America acting through the Farmers 
Home Administration (FmHA). FmHA agrees 
to grant a sum not to exceed $ subject 
to the terms and conditions of this 
Agreement: provided, however, that the 
proportionate share of any grant funds 
actually advanced and not needed for grant 
purposes shall be returned immediately to 
FmHA. The Housing Preservation Grant 
(HPG) Statement of Activities approved by 
FmHA. and attached hereto, shall commence 
within 10 days of the date of execution of this 
agreement by FmHA and be completed by 
— (dated). FmHA may terminate the 
grant in whole, or in part, at any time before 
the date of completion, whenever it is 
determined that the grantee has failed to 
comply with the conditions of this Grant 
Agreement of FmHA regulation related 
hereto. The grantee may appeal adverse 
decisions in accordance with the FmHA 
Appeal Procedures contained In Subpart B of 
Part 1900 of this chapter. 

In consideration of said grant by FmHA to 
the Grantee, to be made pursuant to Section 
533 of Ihe Housing Act of 1949, Housing 
Preservation Grant (HPG) program, the 
grantee will provide such a program in 
accordance with the terms of this Agreement 
and applicable FmHA regulations. 

PART A Definitions: 

1. ^Beginning date** means that date this 
agreement Is executed by FmHA and costs 
can be incurred. 

2. **Ending date** means the date when all 
work under this agreement is scheduled to be 
completed. It is also the latest date grant 
funds will be pro\*ided under (his agreement, 
without an approved extension. 

3. "Disallowed costs** are (hose charges to 
a grant which the FmHA determines cannot 
be authorized in accordance with applicable 
Federal costs principles contained in Circular 
74^. "Cost Principles Applicable to Grants 
and Contracts wi^ State and Local 
Governments.** and OMB Circular A-122, 


"Cost Principles for Nonprofit 
Organizations.** and other conditions 
contained in this Agreement and O.V1B 
Circular A-102 and A-llQ, as appropriate. 

4- *'Grant closeout** is the process by which 
the grant operation is concluded at the 
expiration of the grant period or following • 
decision to terminate the grant. 

5. 'Termination** of the grant means the 
cancellation of Federl assistance, in whole or 
in part, at any time before the date of 
completion. 

PART B Terms of agreement: 

FmHA and grantee agree; 

1. All grant activities shall be limited to 
those authorized in Subpart N of 7 C F R. 
1944. 

2. This Agreement shall be effective when 
executed by both parties. 

3. The HPG activities approved by FmHA 
shall commence and be completed within the 
dates indicated above, unless earlier 
terminated under paragraph B 18 below or 
extended. 

4. Grantee shall carry out the HPG 
activities and process as described in the 
approved Statement of Activities which is 
made a part of this Agreement. Grantee will 
be bound by the activities and processes set 
forth in the Statement of Activities and the 
further conditions set forth in this Agreement 
If the Statement of Activities is inconsistent 
with the Agreement, the latter will govern, a 
change of any activities and processes must 
be in writing and must be signed by the 
FmHA State Director or hts or her delegated 
representative. 

5. Grantee shall use grant funds only for 
the purpose end activities approved by 
FmHA In the HPG budget. Any uses not 
provided for in the approved budget must be 
approved in wirlting by FmHA in advunce 

6. If the Grantee is a private nonprofit 
corporation, expenses barged for travel or 
per diem will not exceed the rates paid 
FmHA employees for similar purposes. If the 
grantee is a public body, the rales will be 
those that are allowable under the customary 
practice in the government of which the 
grantee is a part; if none are customar)’. the 
FmHA rates will be the maximum allowed. 

7. Grant funds will not be used for any of 
the following: 

(a) To pay obligations incurred before the 
effective date of this Agreement. 

|b) To pay obligations incurred after Ihe 
grant termination or ending dale. 

(c) Fjitertainment purposes. 

(d) To pay for capital assets, the purchase 
of real estate or vehicles, improvement or 
renovation of grantee's office space, or repair 
or maintenance of privately owned vehicles 

(e) Any other purpose specified in 
§§ l»44.e64{d) and § 1944.666(b| of this 

Jr 

(0 Administrative expenses exceeding au 
of HPG grant funds 

B Grant funds shall noi be used to 
substitute for any financial support 
previously provided or assured from any 
other source. 

9. Disbursal of grants will be governed as 
follows: , 

(a) In accordance with Treasury Circu ar 
1075 (fourth revision) Part 205. Chapter II ot 
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title 31 <ff the Code of Kfdrriil ReguUttonK. 
^ninl funds will be provided by FmllA «s 
CH»h advances on an a% neirded basis not to 
exceed one advance every 3U days. The 
advance will be mad^ by direct Trciisory 
check to the grantee. The financial 
roanagemcnl system of the recipient 
organization shall provide for effective 
control over and accountablUty fur all 
Federal funds as stated in OMD Circular A- 
102 (‘12 FR 4Sa2a September 12.1977) for 
State and local governments and OMU 
Circular A-110 (41 FR 32015. )uly 30.1975) for 
nonprofit organizations. 

(b) Cash advances to the grantee shall be 
limited to the minimum amounts needed and 
shall be timed to be in accord only with the 
actual immediate cosh requirements of the 
Grantee in carrying out the purpose of the 
planned prafect. The timing and amount of 
cash advances shall be as efose as 
administratively feasible to the actual 
disbursementi by the grantee for direct 
program costs (as identified in the grantee's 
Statement of Activity and budget and fund 
use plan) and proportionate share of any 
illowablu indirect costs. 

(c) Grant funds should be promptly 
refunded to the FmllA and redrawn when 
needed if the funds are erroneously drawn in 
excess of immediate dirbursement needs. Tlie 
only exceptions to the n^quirement for 
prompt refinding are when the funds 
involved: 


(I) Will be disbursed by the recipient 
organization within seven calendar days from 
the date of the Treasury check, or 
(ii) Are less than SlO.OOO and will be 
disbursed ivlthin 30 calemlar days from the 
date of Ihe Treasury check. 

(d| Grantee shall provide satisfactory 
evidence to FmHA that all officers of the 
Grantee organization authorized to receive 
and/or disburse Federal fundi are covered by 
satisfactory Fidelity bonds sufficient to 
protect FmHA's interests. 


10. The grantee will submit performance 
and Financial reports as Indicated below to 
the appropriate FmllA District OfFice. 

(a) As needed, but not more frequently 
than once every 30 calendar days, an original 
and 2 r4)pies of Standard Form 270. ‘Request 
for Advance or Relmbumement." 

(b) Quarterly (not later than lanuary 15. 
April 15. )uly 15. and October IS of each 
year), an original and 2 copies of Standard 
Form 289. “Financial Status Report.** and a 
qimierly performance report in accordance 
with §1944 583 of this subpart. 

|c) Wit|,in forty five (45) davs after the 
termination or expiration of die Grant 
Agreement, an original and 2 copies of 
Standard Form 259. and a final performance 
report which will include a summary of the 
project 1 accomplishments, problems, and 
iictivitief of the grantee for 
»IFG Final reports may serve as the lasi 
quarturly report. 

(d) ImllA may require performance report! 
mom frequenUy if deemed necessary. 

II In accordance with FMC 74 - 4 . 
Attachmcnl B. compensation for employees 
will be Mnsidered reasonable to the extent 
K wmpensalion Is coniisteni with 

of activities 

f the State or local government. 


12 If the grant exceeds $100,000. 
cumulative transfers among direct cost 
budget categories totaling more than 5 
percent of Ihe toial budget must have prior 
written approval by the District Director. 

13. Results of the program assisted by grant 
fundi may be published by the grantise 
without prior review by FmHA. provided that 
such publications acknowledge the support 
provided by funds pursuant to the provisions 
of Title V of the Housing Act of 1940, as 
amended, and that five copies of each such 
publication are furnished to the District 
Director. 

14. Grantee certifies that no person or 
organization has been employor retained 
to solicit or secure this grant for a 
commission, percentage, brokerage, or 
contingent fee. 

15. No person in the United Slates shall on 
the grounds of race, creed, color, sex, marital 
status, age. national origin, or mental or 
physical handicap, be excluded from 
participating in. ^ denied the proceeds of. or 
be subject to discrimination in connection 
with Ihe use of grant funds. Grantee will 
comply with the nondiscrimination 
regulations of FmHA contained in Subpart E 
of Pari 1901 of this chapter. 

16. In all hiring or employment made 
possible by or resulting from this grant, the 
grantee: (a) Will not discriminate against any 
employee or applicant for employment 
because of race, creed, color, sex. marital 
status, national origin, age. or mental or 
physical handicap, and (b) will take 
aftlrmativc action to insure that employees 
are Ireoted during employment without 
regard to their race, creed, color, sex. marital 
status, national origin, age. or mental or 
physical handicap. This requirement shall 
apply to. hut not bo limited ta the following: 
employment, upgrading, rtemolion. or 
transfer, recruitment or recruitment 
advertising, layoff or termination, rates of 
pay or other forms of compensation; and 
selection for training, including 
apprenticeship. In the event grantee signs a 
contract related to this grant which would be 
covered by any Executive Order, law. or 
regulation prohibiting discrimination, grantee 
shall include in the contract the “Equal 
Employment Clause** as spedfled by Form 
FmHA 400-1. 

17. The grantee accepts responsibility for 
accomplishing the FIPG program as submitted 
and included in the Statement of Activities. 
The grantee sholl also: 

(a) Endeavor to coordinate and provide 
liaison with State and local housing 
organizations, where they exist. 

|b) Provide continuing information to 
Fml lA on the status of grantee HPC 
programs, projects, related activities, and 
problems. 

(c) The grantee shall inform FmHA as soon 
13 the following types of conditions become 
known: 

(i) Problems, delays, or adverse conditions 
which materially affect the ability to attain 
program obiectives. prevent the meeting of 
time schedules or goals, or preclude the 
attainment of project work units by 
established time periods. This disclosure 
shall be accompanied by a statement of the 
action taken or contemplated, now time 


schedules required and any FmHA assistance 
needed to resolve the situation. 

(ii) Favorable developments or events 
which enable meeting time schedules and 
goals sooner than anticipated or producing 
more work units than originally projected. 

18. Grant closeout and termination 
procedures will be as follows: 

(a) Promptly after the date of completion or 
a decision to terminate a grant, grant closeout 
actiuns are to be taken to allow Ihe orderly 
dtsconlinuolion of grantee activity 

(() The gi’antee shall immediately refund to 
FmHA any uncommitted balance of grant 
funds. 

(ii) The grantee shall furnish to FmHA 
within 45 calendar days after the date of 
completion of the grant a Standard Form 289 
hikI all financial performance, and other 
reports required as a condition of the grant. 
Including an audit report. 

(iii) The grantee shall account for any 
property acquired «vith HPG grant funds, or 
otherxvise received from FmHA. 

(iv) After the grant closeout. FmHA retains 
the right to recover any disallowed costs 
which may be discovered as a result of an 
audit. 

(b) When there is reasonable evidence that 
the grantee has failed to comply with Ihe 
terms of this Agreement, the State Director 
can. on reasonable notice, suspend the grant 
pending corrective action or tenninate the 
grant pursuant to paragraph (c) below. In 
such instances. FmHA may raimburse the 
grantee for eligible coats incurred prior to the 
effective date of the suspension or 
termination and may allow all necessary and 
proper costs which the grantee could not 
reasonably avoid. FmHA will withhold 
further advances and grantees are prohibited 
from further obligatinggrant funds, pending 
corrective action. 

(c) Grant termination will be based on the 
following: 

(i) Temunotjon for cause. This grant may 
be temunaied in whole, or in part, at any 
time before the date of completion, whenever 
FmHA determines that the grantee has failed 
to comply with Ihe terms of this Agreement. 
The reasons for termination may include, but 
are not limited to. such problems as: 

(A) Failure to make reasonable and 
satisfactory progress in attaining grant 
objectives. 

(B) Failure of grantee to use grant funds 
only for authorized purposes. 

(C) Failure or grantee to submit adequate 
and timely reports of its operation. 

(D) Violation of any of lha provisiont of 
any laws administered by FmHA or any 
regulation issued thereunder. 

(E) Violation of any nondiscrimination or 
equal opportunity requirement administered 
by FmHA in connection with any FmHA 
programs. 

(F) Failure to maintain an accounting 
system acceptable to FmHA. 

(II) Termination for convenience. FmHA or 
the grantee may terminate Ihe grant in whole, 
or in part, when both parties agree that the 
continuation of the project would not produce 
beneficial results commensurate with the 
further expenditure of funds. The two parties 
shall agree upon Ihe termination conditions. 
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mcltsding the effeclivv elute and* lo case of 
parliat (ermtnatkm. (he portion to be 
trrminaeci 

|d) FmHA vhali notify (be grantee in 
writing of the determination and the reasons 
for and the effective date of the suspemton or 
termination in accordance with 1190053 of 
Subpart B of Part 1900 of Ihn chapter. 

19. Upon any default under its 
representatives or agreements set forth in this 
instrument, the grantee, at the option and 
demand of FmlfA* will, to the extent legally 
permissible, repay to FmllA forthwith the 
grant funds received with interest at the rate 
of five per centum per annum from the date of 
the default. The provtskms of tbit Grant 
Agreement may be enforced by Finf lA. at its 
option and without regard to prior waivers by 
it or previous defaults of the grantee, by 
iudkual proceedings to reejoire specific 
performance of the terms of this Grant 
Agreement or by such other proceedings in 
law or equity, in either Federal or Slate 
Courts, as may be deemed necessary by 
FmflA to assure compliance with the 
provisions of ibis Grant Agreement and the 
laws and reguhitions under which this grunt 
is made. 

20. Rxlension of this Grunt Agreement and/ 
or modtficaliana of the Statement oi 
Activities may be approved by FmflA 
provided, in its opinion, the extension and/or 
modification is justiried and there is a 
likelihood that the grantee con accomplish 
the goals set out and approved in the 
Statement of Activities during the period of 
the extension and/or roodifkationa as 
specified in 119«44iB4 of this subpart 
PART C 6'm/i/ee offrevM: 

1. To comply with property mantigrmcnf 
tfondards for expendable and 
nonexpendable personal property established 
by Attachment N of OMB Circular A-102 or 
Attar^ienl N of OMB Circular A-110 for 
State and local governments nr nonprofit 
oigantraliotif respectively. ‘1¥rional 
property** means property of any kind except 
real properly It may he tiingibl^havfng 
phystcal existence—or intangible—having no 
physical existence, such as patents, 
inventions, and copyrights. “Nonexpemlable 
persundl property** means tangible personal 
prop<.‘r1y having a useful life of more than CMie 
year and an acquisition cost of S3Q0 or more 
per unit. A grantee may use its own 
didmitions of nonexpendable personal 
properly provided that such definition wiiuld 
at least include all tangible personal property 
as drnnrd above. '*Kxpendable personal 
preperty** refers to all langildr penoniil 
prr»|M»rty other than nonexpendable personal 
profN^rty. When nonexpcmdable tangible 
(lersiinal property is acquired by a grantee 
with pni|rc( funds, title shall not be taken by 
the Fedcrrul (bivi.*mmejit but shall vest in the 
grttnlee siib|fM:t to the following conditions: 

(aI Right to transfer title. For items of 
nnnexpenibible iicnionnl property having a 
unit acquisition coal of Sl.fXM) or more. FmllA 
may re^<rve the nghi to transfer title to the 
Feilenit Government or to a third party 
nam«*d by the Federal (iovemmcnl when 
sui.b third party is olhorwisr eligible under 
f*xtsling stalulfs Sucdi reservation sball be 
Huli|etJ to the following slandania; 


(I) The property shall be appropriately 
identified in the grant or otherwise made 
known to the Grantee in writing. 

(U) FndlA shall issue disposition 
Instructtoos within 120 cabmdar days after 
the end of the Federal support of the proved 
for which it was acquired tf FmHA fails to 
issue disposition instructions unthin the 120 
calendar dsy peri^ the grantee shall apply 
the standards of paragra^ l(c| below. 

(iii) When FmHA exercises its right to taka 
title, the personal property shall be subfecl to 
the provtsiofM for fed^ally owned 
nonexpendable property discussed in 
paragraph l(sMiv) below. 

(iv| When title is transferred either to the 
Federal Government or to a third party and 
the grantee is instructed to ship the property 
elsewhere, the grantee shall be reimbuiiwd 
liy the benefiting Federal agency with an 
amount which is computed by applying tbe 
pcrcentuge of the grantee participotioo in the 
cost of the original grant project or program 
to tha current fair market v^lue of the 
preperty, plus any reasonable shipping or 
interim storage costs incurred 

(b) Use of other tangible nonexpendable 
property for which the grantee has title. 

(i) The grantee shall use the property in the 
project or progrsm for which it was acquired 
as long as needed whether or not the project 
or program continues to be supported by 
Federal funds. When it is no longer needed 
for the original project or program. Ihe 
grantee shall use the propi^y in connection 
with its other Federally sponsored activities, 
in the following order of priority: 

(A) Activities sponsored by FmHA. 

(B) Activities sponsored by other Federal 
agenckt. 

(ii) Shared use. During the time that 
nonexpcndible personal property Is held for 
use on the project or program for which H 
was acquired, Ihe Grantee shall make it 
available for use on other projects or 
programs if such other use will not interfere 
with (he work on the project or program for 
which Ihe property was originally acquired 
First preference for such other use shall be 
given to other projects or programs sponsored 
by FmHA: second preference shall be given 
to projects or programs sponsored by other 
Federal agencies. If the property b owned by 
the Federal Covcmmonl. use on ulher 
activities no4 sponsored by the Federal 
Covemment shall be permissible if 
authorixed by FmHA. User charges should be 
considered if appropriate. 

(cj Disposition of other nonexpendable 
property. When the gmntee no longer needs 
the property, the property may be used for 
other activities in acoirdance with Ihe 
following standardr. 

(i) Nonexpendable property with a unit 
acquisition cost of less than $1,000. The 
grantee may use the properly for other 
activities without reimbursement to Ihe 
Federal Government or seU the property and 
retain Ihe proceiKls. 

(lij Nonexpendable personal property with 
u unit ac.*quiBi1ion cost of $1i)00 or more. I'hc 
gmntee may retain the property for other use 
provided that compensation in made to 
Fmf t A Of its sucix^ssur. l*he amount of 
cumponsatiofi shall tie computed by applying 
the precentoge of Federal partidpalkm in Ihe 


cost of the orginni project or program to the 
current fair market value of the property. If 
the grantee has no nerd for the property and 
the property has furth€*r use value, the 
grantee shall request disposition instnictfons 
from the original Grantor agency. FmHA shall 
determine whether the property can be used 
to meet Ihe agency's requirements. If no 
requirement exists within that agency\ the 
availability of the p(Tq>erty shall be repotied. 
in accordance with the guidelines of the 
Federal Property Monagement Regulations 
fFPMR) to the General Services 
Administration by FmHA to determine 
whether a requirement for the property exists 
in other Federal agencies. Fmff A shall Issue 
instructions (o the grantee no later than 120 
calendar days after the grantee request and 
the following procedures shall govern: 

(A) ff so instructed or if disposition 
instructions are not issued within 120 
calendar days after the grantee's request (he 
grantee shall sell ihe property and reimburse 
FmHA an amount computed by appl>ing tu 
the sales proceeds the percentage of Federal 
participation in the coat of the orginial project 
or program. However, (he grantee shall be 
permitted to deduct and retain from ihe 
Federal shares $100 or ten percent of the 
proceeds, whichever is greater, for the 
grantee's selling and handling expenses. 

(B) If the grantee is instructed to dispose of 
Ihe property other than as described m 
paragraph 1 (ajliv) above, ihe grantee shall 
bo reimbursed by FmiiA for such costs 
incurred In iU disfioeitioa. 

(C) The grantee's properly muoagemeni 
standards for nonexpendable personal 
property shall include Ihe following 
procedural requirements: 

(/) Property records shall be maintained 
accurately and shall include: 

(o) A description of the property. 

(6) Mamifaclurer't serial number, model 
number. Federal slock number, national slock 
number, or other identirication number. 

(cJ Sources of the property including grunt 
or other agreement number. 

(<f) Whether title vests In Ihe grantee or the 
Federal Government. 

(e) Acquisition date lor dale received, if the 
property was furnished by Ihe Federal 
Government) and cost 

I/) Percentage (at the end of the budget 
Year) of Federal participation in t)ie cost of 
the project or program for which the property 
was acquired. (Not applicable to property 
furnished by the Federal Covemment). 

[g) Location, use. and condition of Ihe 
property and the dale Ihe inforraatiofi was 
reported. 

[h) Unit acquisition cost. 

[i) UUimate disposition data. Including dole 
of disposal and sales price or the method 
used to determine current fair market value 
when a grantee compensates the Federal 
agency for its share. 

(2) Properly o%vned by the Federal 
Government must be marked to indicate 
Federul ownership. . 

(J) A physical inventory of prop^ty sb"'* 
be taken and the results reconciled with me 
property records at least once every two 
years. Any difference between quantities 
determined by Ihe physical inspeerton and 
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tho9e shown in the accounting records thiiil 
be investigated to determine the causes of the 
difference. The grantee shall, in connection 
with the inventory, verify the existence, 
current utilization, and continued need fur the 
property. 

(il) A control system shall be in effect to 
ensure adequate safeguards to prevent loss, 
diimage. or theft of the properly. Any loss, 
damage, or theft of nonexpendable property 
sball be investigated and fully documented: if 
the property was owned by the Federal 
Government, the grantee shall promptly 
notify FmlLA. 

(5) Adequate maintenance procedures shall 
be implemented to keep the property in good 
condition. 

(6) When the grantee Is authorized or 
required to sell the property, proper salea 
procedures shall be established which will 
provide for competition to the extent 
practicable and result in the highest possible 
return. 


[7) Expendable personal property shall vest 
in the grantee upon acquisition. If there is a 
residual inventory of such property exceeding 
ft ,000 in total aggregate fair market value, 
upon termination or completion of the grant 
and If the property ia not needed for any 
other federally sponsored proiect or program, 
the grantee shall retain the property for use of 
nonfoderally sponsored activities, or sell it. 
but must tn either case compensate the 
Federal Covemment for iU share. The 
amount of compensation Shall be computed 
in the same manner as nonexpendable 
personal property. 

2. To provide a financial management 
•ystem which %vill include: 


(a) Aocurate, current, and complete 
(hsclosure of the Bnandal requite of each 
grant. Financial reporting will be on an 
accrual basis. 

(b) Records which identify adequately the 
•ource and application of funds for grant- 
tupported activities. Those records shall 
oootain information pertaining to grant 
awards and authorizations obligations, 
unobligated balances, assets, liabilities. 
outla 3 ra. and income. 

(c) Effecting control over and 
accountability for all funds, property, and 
other assets. Grantee shall adequately 
tdfeguard all such assets and shall assure 
that they are solely for authorized purposes. 

(d) Accounting records wipported by 
source documentation. 

3. To retain financial records, supporting 
documents. stalUtical records, and ail other 
rer^rda pertinent to the grant for a period of 

fiL®o submission of 

he final Profect Performance report purauan 

(») If any lltlgallon. claim, or audit la 
commenced More the expiration of the thre 
recorda ahall be retained 
I audit flndinga 

'"iw o"* *!!f resolved. 

|0| Rec^ for nonexpendable property 
acquired by FmHA. the three year 
^Tuirement is not applicable. 

W When records are transferred to or 
mnintained by FmHA. the three year 

u?* ^ applicable. 

of r>^ I 1”“^ ^ •wbalituted iti liei 

of original records. FmHA and the 


Comptroller General of the United Sjates, or 
any of their duly authorized representatives, 
shall have access to any books, documents, 
papers, and records of tha grantee which are 
pertinent to (he specific grant program for the 
purpose of making audits, examinations, 
excerpts* and transcripts. 

4. To provide information as requested by 
FmHA concerning the ^anlee*s actions In 
soliciting citizen participation in the 
applJcalion process, Lnduding published 
notice of public meetings, actual public 
meetings held, and content of written 
comments received 

5. Not encumber, transfer, or dispose of the 
property or any part thereof, furnished by 
Fml IA or acquired wholly or in part with 
HPG funds without the written consent of 
Fml lA except as provided in Part C1 of this 
Agreement. 

A. To provide FmHA with such periodic 
reports of grantee operations as may be 
required by authorized representatives of 
FmHA. 

7. To execute Form FmHA 400-1. **£qual 
Opportunity Agreement.** and to execute any 
other agreements required by FmHA to 
implement the civil rights requirements. 

8. To Include In all contracta in excess of 
$100,000 a provision for compliance with all 
applicable standards, orders, or regulations 
issued pursuant to the Clean Air Act* 42 
U.S.C. 1187S09 as amended. Violations 
shall be reported to FmHA and the Regional 
Office of the Environmental Protection 
Agency. 

9. That no member of Congress shall be 
admitted to any share or part of this grant or 
any benefit that may ariae therefrom, but this 
provision shall not ^ construed to bar as a 
contractor under the grant a publicly held 
corporation whose ownership might Include a 
member of Congress. 

10. That all nonconfidentia) Information 
resulting from its activities ihaU be made 
available to the general public on an equal 
basis. 

11. That the purpose for which this grant Is 
made may complement* but shall not 
duplicate programs for which monies have 
been received, are committed, or are applied 
for from other sources, public and private. 

12. TTrat (be grantee shall relinquish any 
and oU copyrights arul/or privileges to the 
materials developed under this grant, such 
miiierial being the sole property of the 
Federal Government In the event anything 
dfcveloped under this grant is published in 
whole or in part, the material shall contain 
notice and be identified by language to the 
following effect: ‘The material is the result of 
tax'supported research and as such is not 
copyrightable. It may be freely reprinted with 
the customary crediting of the source.** 

14. That the grantee shall abide by the 
polldes promulgated in OMB Circular A-102, 
Attachment O. or OMB Circular A-lia 
Attachment O, as applicable, which provides 
sUmdards for use by Grantees In establishing 
procedures for the procurement of supplies, 
equipmeht, and other services with Federal 
grant funds. 

15, That it is understood and agreed that 
any assistance granted under this Agreement 
will be administered subject to the limitations 
of Title V of the Housing Act of 1949 as 


amended. 42 U.S.C 1471 el. seq.. and related 
regulations, and that all rights granted to 
FmHA herein or elsewhere may be exercised 
by it in its sole discretion to carry out the 
purposes of the asiitlance. and protect 
FmllA'a financial interest. 

18. Standard of Conduct No employee, 
officer or agent of the grantee shall 
participate In the selectiort award or 
administration of a contract in which Federal 
funds are used where, to the knowledge of 
such employee, officer or agent, the 
employee, officer or agent or such person's 
immediate family members, partners or any 
organization in which such person or such 
person’s immediate family award or 
administration of the contract, or when such 
person ii negotiating or has any arrangement 
concerning future employment. The 
recipient‘s officers, employees or agents shall 
neither solicit not accept gratutities. favors or 
anything of monetary value from landlords or 
developers of rental or ownership housing 
projects or other persons receiving HPG 
assistance. 

PART D FmHA agrees: 

1. That it may assist grantee, within 
available appropriations, with such technical 
and management assistance aa needed in 
coordinating the Statement of Activities with 
local officials, comprehensive plana, and any 
State or area plans for improving housing for 
very low- and low-income households in the 
area in which the project is located. 

2. That at its sole discretion. FmHA may at 
any time give any consent, deferment* 
subordination, release, satisfaction* or 
letmination of any or all of grantee’s grant 
obligations, with or without valuable 
consideration, upon such terms and 
conditions as Grantor may determine to be: 
(a) Advisable to further the purposes of the 
grant or to protect FmHA's financial interests 
(herein, and (b) consistent with the statutory 
purposes of the grant and the limitations of 
the statutory authority under which it is made 
and FmHA’s regulations. 

This Agreement is subject to current Fml iA 
regulations and any future regulations not 
incoxisistent with the express terms hereof. 
Grantee has caused this Agreement to he 

executed by ita duly authorized-, 

properly attested to and its corporate seal 

affixed by its duly authorized-. 

Attest Grantee: 

By - 


rnue) 

UNITED OTATES OF AhfFJUCA 
FARMERS HOME ADMINISTRATION 
By - 


(TiUe) 

Date of Execution of Grant Agreement by 
FmHA: 


ATTAafED STATEMENT OF ACTIVITIES 
IS MADE PART OF THIS AGRFXMENT 

Exhibit D—Amendinent to IIoui>ing 
Preservation Grant Agreement 

This Amendment between-Herein 

called ’’Grantee.** and the United States of 
America acting through the Farmers Home 
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Adinmi^lr«Uon. De{wrtm4:ot of Agriculture, 
herein caKrd *TmHA.*^ hcreljy amends the 
Housing Preservation Grant Agreement 

executed by said parties on-.19-. 

hcreinofler callod the ‘'AgrecrarnL*’ 

Said Agrremcnt Is amended by extanding 

the Agreement to — 19-and/or by 

making the following changes noted in the 
attachments hereto: (List and identify 
proposal and any other documents pertinent 
to the gniQl which are attached to the 
Amendment.) 

Grantee has caused this Agreement to he 

executed by its duly authorized-, 

properly attested to and its corporate seel 

affixed by its duty authorized- 

Attest: Grantee: 

By - 


(Title) 

UNITED STATES OF AMERICA 
FARMERS HOME AOMIMSTRATION: 
By - 


(Tillr) 

Date of Execution of Amatulmifni lo Grant 
Agreement by FmllA; 


ExhibH C—Administrative Instructions 
for FmHA Field Offices Regarding Their 
ResponsibiDtics ui the Administialion of 
the Housing Preservation Grant 

I. Overall Cukkmce, 

(A) The Slate and District Offices will 
maintain for distribution to potential 
applicants, upon request, a supply of 
preappliciitkin packets consisting of. 

1. Form FmHA AD-621. Treapj^ratinn for 
Federal Assistance.*' 

2. Form FmHA 400-1. 'Tqua! Oppe^rtuntty 
Agreement** 

3. Form FmfiA 400-4. •'Assurance 
Agreement.** 

4. Form FmHA 1940-20. *ltequrst lor 
Enviremmemtat Informa Hon." 

5. Subpart N or Pari 1944 of this Chapter. 
*'Housing Preservation CrarTts.** 

(B| The 5^nte Office should decide whether 
the program will be operated out of the State 
Office entirely or the District OfRrea. If 
operated out of the State Office, the Slate 
Office will be responsible for f)»e District 
Office tasks outlined below If operated out 
of District Offices: 

t The prejppiicatiun must be submitUMi to 
the DiStricl Oflica serving the aoHi in which 
the applicant proposes lo operate the 
Housing l^eserviilioo Grant program. If i)ie 
applicant proposes to operate in more than 
one District Office's area, the State Dirrclof 
will designate a specific Distrirl Office to 
serve the applicant. 

2. The Slate Office will rrJer all requests 
for assistance in completing the 
preapplication to the appropriate District 
Office 

(Q Beyond the rvspunsibililtes of tlie Slate 
Office in the selection of grantees and the 
odministralion of the program, the HPC« 
program provides an opportunity for the State 
Director to give priority lo applicants serving 
the rural areas of greatest need for 
rehabilitation and repair activities as welt as 
mcourage the use of the program 


cooperaliv*t!ly with other Fedeml and Stale 
agencies in acUlressing the housing needs of . 
Die residents of a proposed HPG service area. 
Therefore. Itie Slate Office should be 
prepared, before receipt of preapplica lions, to 
advise Dislhd Dtrecturs. potentiol 
applicants, and other Federal and Slate 
egcncies which partis) of the State has the 
greatest need fur the MFC program. Proposab 
wliich Are dearly inappropriate and do not 
meet the baoic selection criierton criteria of 
1 1944.679(0) of this subpart should not be 
encouraged due to the complexity of the 
preapplicAtion submission. 

I). Preapp!toot ion, 

(A) District Officepracesaing of 
pmappficationn, 

(1) The DbtricI Director with whom the 
preapplication b filed will review the 
preapplication. From Al>-62t. and the other 
supporting information from the applicant 
submitted pursuant to | 1944j67B of this 
subpart. The District Director wlH also: 

(a) Complete any required environmental 
review procedures as tfiedned in Suhpart C 
of Part 1940 of tIUs chapter and attach it to 
the application. 

(b) I^pare a review of the prufect In 
accordance with Subpart F of Part 1901 of 
this chapter and attach it lo the 
preapplicdition. 

(2) AU Dbirici Dtrcctors receiving 
informational copies of the preapplication 
should submit their comments within live 
working days lo the District Director with 
whom the preapplication b fUccL 

(3j The District Director rcceivitig the 
original preapplication will provide written 
comments lo he attached to the 
preapplication. These comments whU. ut a 
mininium. address the followisig itenis: 

(a) Whether the area to be covered by the 
project is a "rural area** as defined in Subparl 
A nf IVirt 1944 of this chapter. 

|b) The Dbtfict Director's knowledge of the 
applicant's past history. 

(c| The need for the proposed activity, and 
its relationship lo FmHA horising activities 
anticipated In the District. 

(dj Appropriateness and applicability of 
this proposal for FmHA funding. 

(e) Extent of dlizen iovolvomaol in 
development of the preapplication. 
particularly the involvement of minority and/ 
or low-income groups. 

(f) All other crilheria spedfled in { 1914.679 
of this subpart 

(4) The original and one copy of the 
preapplication. together with the District 
Director's written comments and 
recommendations, will be forwarded to the 
Slate Director within 15 calendar days from 
the deadline for receipt of completed 
preappllcations. 

(B) State Office proa^ssing of 
prpopp/icotiont 

(1) Upon receipt ol a preappUcation. the 
State Office will review and evaluate the 
preapplication and accompanying documents 
and t)ie Dbtrict Director's coemnents in 
accordance with the projiHrt selection criteria 
of § 1944.679 of this subparl and the 
procedures outline below: 

(a) Review preapplica lions for 
complefenesa and adirquacy. 


(b) Request clnrificatHMis from the DistricI 
Office if necessary*. 

|c) Evaluate the proposals in light of 
s 1944.679(a) of this subparl to establUh 
applicant eligibility and select the pruposal(s) 
under the ptuieci i^ectiun criteria in 
{ 1914 679(b) of this subparl. Selection is a 
competition process and applicants best 
meeting the selection criteria should be atkeil 
to prepare a fuR nppUcatioo. 

(d) Provide written comments to be 
attached to tho preappUcation(s) tustifying 
the 8eiection(s) and addressing the items in 
S 1944.679 of t)uf subpart. 

(e) Return the pfeapp)icaticin(s) not 
selected by the State Office to the 
appropriate District Office with reasons 
noted for nonselectioa The Dislrii.t Director 
will forward lo the opplioint a letter of denial 
and notice of appeal rights under Stibporl B 
of Part 1900 of this chapter. 

(2) In accordance with § 1944.675 of this 
subparl. Slate Offices will be advised nf the 
dlloealKm of HPG funds. States may request 
additional funds from the Nstkmal Office 
Reserve If the State's allocation is not 
sufficient to fund Its two higest priority rated 
preapplicatinns or additional highly rated 
preapplicatlons. 

(3) The State Office will also: 

(a) Make a detatTDination of the 

environmental impact of the overall HPG 
program on Form FmHA 194B-21. 
"Environmental Assessment for Class J 
Action. * Form FmHA 1940-22. Environmentiii ' 
Checklist for Categorical Exclusions." or 
Class 11 Fjivironmental Assessment undirr 
Subparl B of Part 1940 of this subparl or 
complete an Enytronmenlal Impact 
Stuloment if required 

(id Prejiare an liivtorn al and orchacuiogicaJ 
assessment in accordance with 119CnJ!S5(b) 
ond (c) of Suhpart P of Part 1901 of this 
chapter. 

(r) R»?vk?w aimmmis recidvmJ in oaxirdafM r 
with 7 CfR Part 3915. "Intergovernmental 
Review of Agriculture Programs and 
Acliviljes.*’ (see FmHA Instruction 940-J), 
and the comments and recommendations of 
the County OfTicefs). District C)ffice(sJ.ond 
the State Office, 

(4) Concurrently the Stale Office will 
obtain an opinion from the Regional Office of 
the General Counsel |OGC) on the applicanfi 
legal existence and authority lo conduct the 
proposed prognim. 

(5) Within 30 calendar days of receipt by 
the Slate Office or 45 caleo^ days of the 
closing dale for receipt of preapplicatlons. 
whichever it ihorlor, preappllcations will be 
reviewed for completeness and compliance 
with this subpart and evaluated in 
accordance with the project sckclion cnlena 
of { 1944.679 ol this f ubpurt. For 
preappliratlnnv which arc wlnrltsd, and for 
which funds are available, the Slate Direcio: 
will issue Form AD-622. "Notice of 
Preuppikuitlon Review Action*' and request 
the applicant lo prepare Form AD-623. 
"Application for Federal Assistance 
(Nonconstruction Programs).** f^f submissioii 
lo the District Office. The request will inciudr 
instniclions to the applicant for preparatiofi 
of the full application as well as a copy of 
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Form AD-623. State OfTicet will eend a copy 
to the DUtHct Orficet. 

(6) llie State Director will notify other 
applicants that their preapplications were not 
selected using Form AD-622. “Notice of 
Proapplication Review Action.** and advise 
them of their appeal rights under Subpart B of 
Part 1900 of this chapter 
111. Appifeation. 


(A) District Office Processing of 
Apptication. 

(1| After receipt of Form AD-622, the 
applicant will submit an application tn an 
original and 2 copies on Form AO-623, and 
provide whatever additional information is 
requested to the District Office %vtthin 30 
calendar days. 

(2) Upon receipt of an application Form 
AD-623, by the District Office, a docket shall 
be assembled which will include the 
following: 

(a I Form Al>-e21 and the information 
submitted in accordance with | 1944676 of 
this subpart. 

(b| Form AD-622. 

(c| Any comments received in accordance 
with 7 CFR Part 3015 Subparl V. 
*1iitergovamtnontal Review of Department of 
Agriculture Programs and Acihrtties." See 
FroHA Instruction 1940-|. 

(d) Form AD-623. 

|e) OCC legal determination made 
pursuant to paragraph tl B 3 of this exhibit. 

(0 Housing Preservation Grant Agreement 

(g) Form FmHA 1940-1. ‘ Request for 
ObUgatlon of Funds.** 

(h) Form FmftA 400-1, *'Equal Opportunity 
Agreement.** 

(i) Form FmHA 40CM, *'Assurance 
Agreement” 

li) Form FmHA 1940-20. *“Rcqu€st for 
Environmental Information.” 

two- 22 . •Environmental 
Uiecxlist for C^togorical Exclusions.** Form 
FmHA 1940-21. ”E\'iroa]neiilal Assessment 
for aass I Acliont*’ or Exhibit H, Subpart G 
of Part 1940 entitled. *"Environmental 
Assessment for Class II Actions.** or an 
Envi^nwntal Impact Statement. If required. 

(1| The historical and airhaeoloolcal 
assessment 


detailed budge! for the agreement 
period l^sed upon the needs outlined in the 
Proposal and the comments and 
njcommondatluni by FmHA. 

|3| The Dl»trir.t Office vriil review the 
n whether U» applicetlon 

utmpllei with Ihete regulationa and U 
'.onilsteni with the inform.ilon and 
Mpportinji document, .ubmilted with the 
preapplicatlon and any comments and 
rec^mcndailons of the Stale Office. 

|4) u mator prohlemt occur darina the 
devriopmonl of the docket, the District Office 
will call upon the Slate Office for assistance. 

loS., “ Form FmHA 

n~r’ Agreeoumi will be 

prepared by the District Office and 

atlho^!.^ •“ !*'* »i*nolurc as 

resolution. 

(0) When Form FmHA IWO-I and the 
i^.rani Agreement ate received from the 

Z’i 'fill'* •'«!"«<* by the applicant, the 
iH. forwarded to the Sum 


(B) State Office Processing and Approval 
Actions, 

(1) The State Office will review the docket 
submitted by the District Orfioe. If acceptable 
for State DirectoFs approval the following 
actions will be taken in the order listed: 

(a| The State Director, or the Slate 
Director's designee. %vilJ authorize the request 
for obligation of HPC funds through the State 
Office terminal, furnishing the appropriate 
security identification code. Failure to furnish 
the security code will result in re|eclfan of the 
obligation request. 

(b) The individual making the request will 
record the date and time of the request and 
sign Section 43 of Form FmHA 1946-1. 

(i) The terminal operator should use the 
Slate Office terminal to verify the obligation 
dale by use of the AOPS status inquiry 
function (option 3 on the ADPS menu screen). 
If funds were not available for the proiecl the 
terminal generator will imroedialely advise 
the State Director. 

(ii) The State Office will not submit the 
Form FmHA 446-57, to Finance Office for 
liPG grants. 

(iiij Form FmHA 1046-1 will not be mailud 
to the Finance Office. 

(c) The Stale Office will provide a 
completed Exhibit A to FmHA Instruction 
2015^ to the Director of Legislative Affairs 
and Public Information Staff in the National 
Office and recommend that the proiect 
announcement be released under FmHA 
Instruction 2015-C. 

(d) When the State Office determines that 
applicable administrative actions have been 
completed, the Grant Agreement (Exhibit A) 
will be executed by the State Director. An 
executed original of the Grant Agreement 
shall be sent to the District Director. 

(e) An executed Form FmHA 1940-1 will be 
sent to the applicant along with a copy of the 
executed Grant Agreement with the approved 
statement of activities on or before the date 
set for obligation 

(1) The actual date of applicant notincation 
Will be entered on the original of Ponn FmHA 
1946-1 and the original of the form will be 
included as s permanent part of the Ble. 

(lij Standard Form 270. **Request for 
Advance or RnimbursemenU** will be sent to 
the applicant for completion and return to 
FmHA. 

(f) Upon receipt from the grantee of a 
properly completed Sl’-27a Form FmHA 446- 
57 will be completed and the Stale Office will 
request the check through the State OfBce 
terminal system tn accordance with State 
Instructions. 

(2) If the State Director disapproves the 
project at this stage in the processing. It 
should be based on new (nformalian about 
the applicant's eligibility and/or profect 
feasibility The Slate Office will fully 
document its findings and follow the appeal 
procedure in Subpart B of Part 1900 of this 
chapter 

(3) If it is determined that a project will not 
be funded or if major changes in the scope of 
the project are made after release of the 
approval announcement, the procedure under 
I 2niS.102(c| of FmHA Instruction 2D15-C will 
be followed. 

(4) An approved grant may be cariceted 
before execution of the Grant Agreement if 


the applicant is determined to no longer be 
eligible, the proposal it no longer feasible, or 
the appheant requests cancellation. 
Cancellation vrill be accomplished as foKows; 

(a) The District Director will prepare Form 
FmHA 1940-ia •‘Cancellation of U S. 
Treasury Check and/or Obligation.** in an 
original and two copies (three copies If the 
HPG check has been received in the District 
Office from the disbursing office.) Form 
FmHA 1946-10 will be sent to the State 
Director (original and two copies with the 
check if the Treasury check is being 
canceled) with the reasons for requesting 
cancellation. 

(b) If the Stale Director approves the 
request fur cancellation he/she will forward 
the original request for cancellation (original 
and one copy of Form FmHA 1946-10 with 
the check if the Treasury check is being 
canceled) to the Finance Office. 

(c) The District Director will notify the 
applicant of the cancellation end. unless the 
applicant requested the cancellation, its right 
to appeal under Subpart B of Fart 1900 of this 
chapter. 

IV. Regueating HPC checks, 

A. The Initial advance of HPC grant funds 
may not be requested simullaneoutly with 
the terminal request for obligation of the 
grant funds. The check for the initial advance 
should be requested through the State Office 
terminal system after the obltgation date 
provided by the status inquiry function. 

B. All advances will be requested only 
after receipt of Standard Form 270 from the 
grantee. The amount requested must be in 
accordance with the applicanfs budget and 
statement of activity, including amendments, 
as approved by FmHA. Standard Form 270 
will not be submitted more frequently than 
once every 30 calendar days. In no case will 
additional funds be advanced If the grantee 
fails to submit required reports or is in 
violation of the Grant Agrcemetil. 

C. Fnil IA may not bold HPC diecks longer 
than 20 calendar days and only that long if 
necessary to obtain the necessary reports 
from the grantee. AFer 20 calendar days, the 
check must be returned to the Finance Office 
to be reissued when needed and the 
appJicanI advised in writing of the reasons 
for not receiving their funds. 

V. Grant monitonng. 

A. Each grant will be monitored by FmHA 
to ensure that the grantee is complying with 
the terms of the grant and that the HPC 
project activity is completed as approved. 
Ordinarily, this will involve FmHA's review 
of quarteriy and final reports submitted by 
the grantee pursuani to 11944 663 of this 
iubpart. 

B. Those reports will be initially reviewed 
by the District OfTice to determine 
satisfactory progress. The District Office will 
meet with the grantee quarterly after receipt 
of the progress report to discuss the report 
and to resolve any problems. The original 
and one copy of the reports with comments 
and recommendations on the following areas 
will be forwarded to the State Offke within 
15 calendar days of receipt: 
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(t) The accumcy of the information 
submitted as to number of units assisted, the 
cost of assistance, and the type of recipients: 

(2) The accomplishment of quarterly 
oblectives and the accuracy of the grantee's 
schedule 

(3) The grantee's performance in 
implemcmting environmental and historic 
preservation processes of I lM4.e73 of this 
subparl. 

(4) The type of assistance provided, if 
necessary, to the grantee to help accomplish 
the oblectives: and 

(5) Any recommendations for modifying or 
amending the statement of activities to reflect 
grantee activities. 

C The State Office will work closely with 
the Diitrict Office and the grantee to assure 
adequate HP(« performance. The Slate Office 
should assist the District Office, as 
appropriate, in resoKing any problems or 
taking advantage of favorable funding or 
program opportunities. The State Offlee will 
review the reports, comments, and 
recommendations forwarded by the District 
Office within fifteen calendar days of receipt. 

(t) If the reports indicate satisfactory 
progress, the State Office will forward a copy 
to the National Office with all review 
comments or suggestions and return the 
original to the District Office and the 
remaining copy to the grantee through the 
District Office with a copy of the comments 
or recommendations. 

(2) If the reports Indicate unsatisfactory 
progress, the State Director will recommend 
appropriate action to resolve the indicated 
problem(s). in accordance with $§ 1944.683 
and 1044.668 and the Grant AgreemmU the 
State Director has the discretion to suspend 
or terminate the grant where the progress of 
the project is unsatisfactory. The State 
Director will notify the grantee In writing 
through the District Director of a decision to 
suspend or terminate the grant, providing the 
grantee with the reasons for su(^ action, 
possible corrective measures the grantee may 
take, and the effective date of the action. 
FmHA will abo advise the grantee of its 
appeal rights under Subpart D of Part 1900 of 
this chapter. 

(3) A copy of the unsatisfactory report and 
the memorandum returning it will he 
forwarded to the National Office together 
with the State Director's decision, comments, 
and recommendations, as appropriate. 

VI. Environmental Process After Grant 
Approval 

A. Applicants will provide environmental 
information on the area to be served by the 
HPG program on Form FraliA 1940-20 as part 
of the their preapplication. In addition, 
applicants will include In their Statement of 
Activities their process for assessing whether 
an individual property requires an 
assessment because it is located in a 
floodplain or wetland or is eligible for or 
listed on the National Register of Mistork; 
Places. 

B. Grontees are responsible for making an 
initial environmental review of each unit to 
be provided HPG assistance. 

1. Where there Is no wetland or floodplain 
location involved, or potential impact on an 
historic property, the grantee must so 
document in the recipient's file. 


(2) Where the grantee finds that the unit is 
so located that it needs an environmental 
assessment, the grantee will advise FmHA 
under § 1944.673(aH3) of this tubpart. and 
assist FmHA In preparing an environmental 
assessment. The property to receive HPG 
assistance will be handled similar to a 
Section 502 loan, even though the financing 
will be from the HPG grantee. The grantee 
may be required, if further site Information is 
ne^ed. to prepare and submit an FmHA 
Form 1944-20 for the property, with the 
grantee tieing the "appllcanr. FmHA will 
then prepare the appropriate assessment 
outlined in Subpaii G of Part 1940 of this 
chapter, working with the grantee to develop 
alternative actions as appropriate. 

(3) Upon completion of the FmHA 
assessment, the grantee will be advbed of 
appropriate action to comply with the results 
of the assessment. A copy of FmHA's 
assessment will be given to the grantee for 
filing in the recipient's file. FmHA will 
maintain a copy of the review and related 
correspondence in the HPG file In the 
serv'icing office. 

VII. Extending Cmnt Agreementx and 
Mollifying Statements of Activities 

A. If request for a grant extension is 
approved under { 1944.664 of this subpart, the 
Stale Director will authorize the District 
Director to amend the ending date of the 
Grant Agreement and revise the budget, if 
necessary, on behalf of the Government. 

B. If grantee requests any modifications to 
the Statement of Activities for the HPG 
program under \ 1944.684 of this subpart, the 
grantee will submit the modifted Statement of 
Activities, and HPG budget if appropriate, 
together with any information necessary to 
justify its requests. Such requests will be 
submitted to the State Director through the 
FmHA servicing office which will review and 
recommend approval if it concurs with the 
modifications. 

C Exhibit B to this subpart shall be 
executed upon approval of an extension of 
the grant period, or significant change in 
either the project budget or the approved 
HPG processes contained in the Statement of 
Activities. 

D. If an extension or modification is not 
approvetl, the State Director wilt notify the 
applicant in writing of the decision and 
advise the applicant of the appeal procedures 
under Subpart B of Part 1900. 

E. Additional grunts to the HPG recipient 
will be considered and processed 
competitively, similar to an initial grant as 
provided in S 1944.686 of this subpart. Upon 
approval, a new grant agreement will be 
required and the grant will be coded as an 
initial grunt on Form FmHA 1940-1. 

Authority. 42 US.C. 1480: 7 CFR 2.23; 7 CFR 
2.70. 

Dated: March 10.1985. 

DH*ight O. Calhoun, 

Acting Associate Administrator, Farmers 
Home Administration. 

|FR Doc. 88-17748 Filed 7-2S-A5: 8:45 am| 
aiLLMO COOC >410-07-41 


NUCLEAR REGULATORY 
COMMISSION 

10 CFR Part 2 

Adjudicatlono; Special Procedures for 
Resolving Conflicts Concerning the 
Disclosure or Nondisclosure of 
Information; Eirtenslon of Comment 
Period 

AGENCY: Nuclear Regulatory 
Commission. 

ACTION: Proposed rule: Extension of 
comment period. 


summary: On May 22.1985 (SO FR 
21072), the Nuclear Regulatory* 
Commission published proposed 
amendments to its rules of practice to 
provide special procedures for resolving 
conflicts concerning the disclosure or 
nondisclosure of information relating to 
an NRC investigation or inspection not 
yet concluded or which would reveal the 
identity of a confidential informant and 
deemed relevant and material to an 
adjudication. The notice provided a 60- 
day period for public comment expiring 
on July 22.1985. Two Inlcresled parties 
have requested a thirty day extension of 
time. Based on the significance of the 
issues involved and other factors, the 
NRC has decided to extend the comment 
period to August 23.1985. 

da'TE: The extended comment period 
expires August 23,1985. Comments 
received after that date will be 
considered if it is practical to do so. but 
assurance of consideration cannot be 
given except as to comments received 
on or before that dale. 

ADDRESSES: Submit written comments 
to the Secretary of the Commission. U.S 
Nuclear Regulatory Commission. 
Washington, D.C. 20555. Attention: 
Docketing and Service Branch. 
Comments may also be delivered to 
Room 1121,1717 H Street. NW.. 
Washington. D.C. between 8:15 a.m. and 
5:00 p.m. Copies of comments received 
may be examined at the NRC Public 
Document Room 1717 H Street. NW.. 
Washington. D.C. 20555. 

FOR FURTHER INFORMATION CONTACT, 
lane R. Mapes. Senior Regulations 
Attorney. Regulations Division, Office ol 
the Executive Legal Director. U.S. 
Nuclear Regulatory Commission. 
Washington. D C. 20555: Telephone: 
(301) 492-8695. 

Dated at Washington. D.C, this 23rd day 
July. 1985 
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Fur the Nuclear Regulatory Commiteion. 
SaniMl I Chllk. 

Sifcrrtory of the Commission. 

|FR Doc 85-17818 Filed 7-25-86: 8:45 am) 
mum cooc rse^i-ii 


DEPARTMENT OF ENERGY 


Westam Area Power AdmlnlttraUon 
10CFR Part 904 


Delay In Comment Peiiod on Propoaed 
General Regulations for the Charges 
for the Sale of Power From the 
Boulder Canyon Protect 


agency: Western Area Power 
Administration, DOE. 
action: Notice of a Delay in Comment 
Period on Proposed General Regulations 
for the Chaiges for the Sale of Power 
From the Boulder Canyon Project 

summary: The Boulder City Area Office 
of the Western Area Power 
Administration (Western) published the 
proposed “General Regulations for the 
Charges for the Sale of Power from the 
Boulder Canyon Project/* 10 CFR Part 
904 (proposed General Regulations) in 
the Federal Register (50 FR 20732) on 
May 17.1965. Interested parties were 
invited to submit comments concerning 
the proposed General Regulations to the 
Boulder City Area Office of Western on 
or before |uly 15,1985 

On )uly 1.1985, in response to a 
request by the current and proposed 
Boulder Canyon Project allottees. 
Western announced a 90>day delay in 
the public process on the proposed 
General Regulations. As a result of the 
^day delay in the public process, the 
deadline for comments concerning the 
proposed General Regulations has been 
extended. 


tiATiE: All comments concerning the 
proposed (»eneral Regulations should be 
wbmitted on or before October 1,1985. 
addresi: All written comments 
concerning the proposed General 
^gulations should be sent to: Mr. 
^omas A. Mine. Area Manager. Boulder 
City Area Office, Western Area Power 
Administration, P.O, Box 200 , Boulder 
City. NV 90005. 


^PPUMIMTAHY INFORMATION: On |u 
Western received a letter fn 
the Colorado River Commission on 
^•ada on behalf of the Boulder Can 
•^lect renewal contractors and 
^oposed Uprating Program allottees 
^questing a 90^ay delay in the publ 
P'flCMs on the proposed General 
regulations. At the public comment 
'oruro on the proposed CencrHl 


Regulations held on July 1,1985. in Las 
Vegas, Nevada. Mr. Thomas A. Hine, 
Area Manager, Boulder Cily Area 
Office, Western Area Power 
Administration, read a letter dated )uty 
1,1985. addressed to Mr. Jack 
Slonehocker. Colorado River 
Commission of Nevada, from Western, 
granting a 90-dey delay in the public 
process on the proposed General 
Regulations. The delay was granted in 
order to resolve the concerns expressed 
by Mr. Stonehocker on behalf of the 
parties involved. 

It is We8tem*8 intent to consider all 
recommendations made by the parties 
Involved for the formulation of the 
proposed General Regulations. If 
necessary. Western will publish revised 
proposed General Regulations in (he 
Federal Register and hold a second 
comment forum on the proposed 
General Regulations. 

Issued at Golden. Colorado. |uly 12. 1985 
William H. CUgett, 

Administrator 

|FR Doc 85-17757 Filed 7-25-88: 8:45 ami 
KUJNQ OOOf 44S0^1-4I 


DEPARTMENT OF TRANSPORTATION 
Federal Aviation AdminJatratlon 

14 CFR Parts 25 and 121 
IDocket No. 24594, Notice No. SS-IOAJ 

Improved Flammability Standards for 
Materlala Used in the Interiors of 
Transport Cotegory Airplane Cabins 

AGENCY: Federal Aviation 
Administration (FAA), DOT. 
action: Notice of proposed rulemaking 
(NPRM) reopening of comment period. 

summary: This notice announces the 
reopening of the comment period for 
Notice of Proposed Rulemaking (NPRM) 
No, 85-10, which invites comments 
relative to amending Parts 25 and 121 of 
the Federal Aviation Regulations (FAR) 
to upgrade the Fire safety standards for 
cabin interior materials in transport 
category airplanes. This reopening it 
necessary to afford all interested parties 
an opportunity to present their views on 
the proposed rulemaking. 

OATES: Comments must be received fin 
or Iwfnre September 9,1985. 

ADDRESS: Comments on this proposal 
may be mailed in duplicate to: Federal 
Aviation Administration. Office of the 
Chief Counsel. Attention: Rules Docket 
(AGC-2041. Docket No. 24594.000 
Independence Avenue SW.. 

Washington, D.C. 20591; or delivered in 
duplicate to: Room 916, 800 


Independence Avenue. SW., 

Washington. D.C 20591. All comments 
must be marked* Docket No. 24594. 
Comments may bo inspected in Room 
918 weekdays, except Federal holidays, 
between 8:30 a.m. and 5:00 p.m. In 
addition, the FA/\ is maintaining an 
information docket of comments in the 
Office of the Regional Counsel (ANM-7). 
FAA, Northwest Mountain Region. 17900 
Pacific Highway South, C-68966, Seattle, 
Washington 98168. Comments in the 
information docket may be inspected in 
the Office of the Regional Counsel 
weekdays, except Federal holidays, 
between 7:30 a.m. and 4.W p.m. 

FOR FURTHER INFORMATION CONTACT: 
Richard Nelson. Regulations Branch. 
Transport Standards Staff. ANKf-HO, 
Aircraft Certification Division, FAA. 
Northwest Mountain Region. 17900 
Pacific Highway South, C-68968, Seattle, 
Washington 98168; telephone (206) 431- 
2121. 

SUFPtEMENTARY INFORMATION; 
Comments Invited 

Interested persons are invited to 
participate in this proposed rulemaking 
by submitting such written data, views, 
or arguments as they may desire. 
Comments relating to the environmental, 
energy, or economic impact that might 
result from adopting the proposals 
contained in Notice No. 85-10 (50 FR 
15036: April 16.1965) are invited. 
Substantive comments should be 
accompanied by cost estimates. 
Commentera should identify the 
regulatory docket or notice number and 
submit comments, in duplicate, to the 
Rules Docket address above. All 
comments received on or before the 
closing date for comments will be 
considered by the Administrator before 
taking action on this proposed 
rulemaking. The proposals contained in 
Notice No. 85-10 may be changed in 
light of comments received. All 
comments will be available in the Rules 
Docket for examination by interested 
persons, both before and after the 
closing date for comments. A report 
summarizing each substantive public 
contact with FAA personnel concerning 
this rulemaking will be filed in the 
docket. Commenlers wishing the FAA to 
acknowledge receipt of their comments 
must submit with those comments a self 
addressed, stamped postcard on which 
the following statement is made: 
‘^Comments to Docket No. 24594.“ The 
postcard will be date/time stamped and 
returned to the commenter. 

Availability of NPRM 

Any person may obtain a copy of 
Notice No. 85-10 by submitting a request 
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to the Federal Aviation Administration. 
Office of Public Affairs. Attention: 

Public Information Center (APA-430). 

800 Independence Avenue SW.. 
Washington, D.C. 20591: or by calling 
(202) 42&-OOS6. Communications must 
identify Notice No. 85-10. Persons 
interested in being placed on a mailing 
list for future NPRMs should also 
request a copy of Advisory Circular No. 
11-2A, Notice of Proposed Rulemaking 
Distribution System, which describes 
the application procedures. 

Background 

On April 8.1985, the FAA issued 
Notice No. 85-10 (50 FR 15038; April 16. 
1985). which provided a 90>day comment 
period, closing on July 15,1985. In that 
notice the FAA proposed to amend Parts 
25 and 121 of the FAR to upgrade the fire 
safety standards for cabin interior 
materials in transport category airplanes 
by: (1) Establishing new fire test criteria 
for type certification: (2) requiring that 
the cabin interiors of airplanes 
manufactured after a specified date and 
used in air carrier service comply with 
these new criteria: and (3) requiring that 
the cabin Interiors of all other airplanes 
type certificated after lanuary 1.1958, 
and used in air carrier service comply 
with these new criteria upon the first 
replacement of the cabin interior. 

The FAA invited interested persons to 
submit comments and suggestions as to 
future action regarding this rulemaking. 
Since Notice No. 85-10 was published, 
several requests have been received for 
extension of the comment period from 
persons wishing more time in which to 
study the proposal and to prepare 
comments. Also, subsequent to the 
notice, the FAA Technical Center and 
an industry trade association have 
completed a series of tests to assess the 
reproducibility of the specified test 
method among various laboratories. 
Based on that series of tests, the FAA 
Technical Center has recommended 
certain adjustments in test procedures 
and acceptance criteria, including: (1) 
Adjustment of the specimen exposure 
heal nux from 5 W/CM> to 3.5 W/CM>; 
(2) elimination of the oxygen depletion 
method of measuring heat release, 
leaving only the thermopile method; (3) 
adjustment of the pass/fail criteria for 
total heat release over the first two 
minutes of sample exposure from 40 to 
65 kilov\att-minut »s per square meter, 
and (4) inclusion of a requirement for a 
peak heat release rate of 65 kilowatts 
per square meter. These 
recommendations are contained in a 
memorandum report dated July 11.1985. 
from the Manager of the Fire ^fety 


Branch. ACT-350, to the manager of the 
Regulations Branch. ANM-112. A copy 
of this memorandum report has been 
placed in the Rules Docket for public 
inspection and comment. 

Reopening of Comment Period 

In consideration of the need for public 
participation in determining future 
action regarding this rulemaking, the 
FAA condudes that the comment period 
should be reopened. 

Accordingly, the comment period for 
Notice No. 85-10 is reopened for an 
additional 45 days. 

Conclusion 

This document reopens the comment 
period on an NPRM to afford the public 
and industry with additional time in 
which to review and respond to this 
notice. The FAA has determined that 
this document involves a proposed 
regulation which is considered to be 
significant as defined in Department of 
Transportation Regulatory Policies and 
Procedures (44 FR 11034; February 26. 
1979). This document is not major as 
defined in Executive Order 12291. The 
FAA certifies that this regulation, if 
promulgated, will not have a significant 
economic impact on a substantial 
number of small entities. 

list of Subjects in 14 CFR Part 25 

Aviation safety. Aircraft Air 
transportation. Safety. Tires. 

(Secs. 313(a). 001, and 603 of the Federal 
Aviation Act of 1958. as amended (49 U.S.C. 
1354(a). 1421. and 1423): 49 U.S.C. 106(k) 
(Revised. Pub. L 97-449. January 12,1983): 
and 14 CFR 11.45) 

Issued in Seattle. Washington, on july 12, 
1985. 

Wajue). Barlow. 

Acting Director, Northwest Mountain Region. 
|FR Doe 85-17714 Filed 7-25-85; 8:45 am) 
BiLUNa coot SStS.1>4l 


14 CFR Part 39 
IDoctcet No. 84-ASW-45] 

Airworthiness Directive; Hughes 
Helicopters, Inc., Model 269C 
Helicopters 

AOSNCY: Federal Aviation 
Administration (FAA). DOT. 
action: Withdrawal of proposed rule. 

summary: This document withdraws a 
notice of proposed rulemaking (NPRM) 
which proposed the adoption of an 
airworthiness directive (AD) that would 
have required the removal from service 
of certain main rotor blades which were 
modiHed without FAA design approval 


and used on Hughes Helicopters. Inc.. 
Model 269C helicopters. The NPRM was 
prompted by the possibility of main 
rotor imbalance if one abrasion strip 
separated from the main rotor blades 
during flight. Upon further consideration 
and in light of additional findings, the 
FAA has determined that the proposed 
AD is not required and. accordingly, the 
proposed airworthiness directive is 
being withdrawn. 

FOR FURTHER INFORMATION CONTACT. 
Ierr>’ Sullivan. Aerospace Engineer. 
Airframe Section. Western Aircraft 
CertifleatioR Office. Northwest 
Mountain Region, FAA, P.O. Box 92007, 
Worldway Postal Center. Los Angeles. 
California 90009-2(X17. telephone (213) 
536-6166. 

SUPPLEMENTARY INFORMATION: A 

proposal to amend Part 39 of the Federal 
Aviation Regulations to include an 
airworthiness directive which, if 
adopted, would have required that 38 
specific Hughes Helicopters. Inc.. Model 
3^ main rotor blades be removed from 
service until restored to original or other 
FAA-approved type design was 
published in the Federal Register on 
January 15,1985 (50 FR 2059). Comments 
were requested from the public The 
comment period closed March 1.1985. 
No comments were received. The FAA 
arranged for specimens of the subject 
questionable main rotor blade/abrasion 
strip bond modification to be analyxed. 
The specimens were found to meet the 
original manufacturer's material and 
process specification with what are 
considered to be relatively minor 
variations. 

Based on the findings stated above, 
the FAA has determined that the 
proposed AD is not justified and the 
NPRM is being withdrawn. The 
withdrawal of the NPRM does not 
preclude the FAA from issuing similar 
notices in the future, nor does it commit 
the FAA to any course of action in the 
future. 

Since this withdrawal of an NRPM 
will have no impact and may be made 
effective in less than 30 days. 1 certify 
that this action (1) Is not a "major rule 
under Executive Order 12291; (2) is not a 
"significant rule" under DOT Regulatory 
Policies and Procedures (44 FR 11034; 
February 26,1979); and (3) will have no 
significant economic Impact on small 
entities under the criteria of the 
Regulatory Flexibility Act. 

List of Subjects In 14 CFR Part 39 

Air transportation. Aircraft. Aviation 
safety. Safety. 
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The Wilhdrawal 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
withdraws a proposal to amend S 39.13 
of the FAR as follows: 

1, The authority citation for Part 39 
continues to read as follows: 

AuUumly: 4e U.S.C 13r^(ui, 1421. and 1423; 
49 U.S.C lOtHg) (Revised Pub. L 97-449. 
laooiry IZ 19B3); 14 CFR lim 

2. By withdrawing the proposed 
airworthiness directive. Docket No. 94- 
ASW-45, published in the Federal 
Re«^ter on January 29.19B5 (50 FR 
3917), 

Issued in Fort Worth. Texas, on July 5, 

1965. 

C.R. Melugin. )r.. 

Dirwtor, Shu th west Stuff ton. 

|FR Doc. 65-17716 Filed 7-25-65; 8;45 am) 
WOJMQ COOC W10-1S-SI 


14 CFR Part 39 

lOockti No. 64-ASW-44) 

Airworthiness Directive; Hughes 
Helicopters, Inc^ Model 369 Series 
Helicopters 

agency: Federal Aviation 
Administration (FAA). DOT. 

ACTION: Withdrawal of proposed rule. 

summany: This document withdraws a 
notice of proposed rulemaking (NPRM) 
which proposed the adoption of an 
airworthiness directive (AD) that would 
have required the removal from service 
of certain main rotor blades which were 
tnodified without FAA design approval 
and used on Hughes Helicopters, Inc., 
Model 309 aeries helicopters. The NPRM 
was prompted by the possibility of main 
rotor imbalance if one abrasion strip 
separated from the main rotor blade 
during flight Upon further consideration 
and in light of additional findings, the 
has determined that the proposed 
AD IS not required and, accordin^y. the 
proposed airworthiness directive it 
being wriihdrawn. 

e^envE DATE: Not applicable. 
fOn FURTHER INFORMATION CONTACT: 
leny Sullivan. Aerospace Engineer. 
Airframe Section. Western Aircraft 
unification Office, Northwest 
ro Re«ron- FAA, P.O. Box B2007. 
Woridway Postal Center. Us Angeles, 
^^a 90009-2007. telephone (213) 

SUFPtEMENTARY INFORMATION: A 

proposal to amend Part 39 of the Federal 
Aviation Regulations to include an 


airworthiness directive which, if 
adopted, would have required that 13 
specific Hughes Helicopters. Inc.. Model 
209C main rotor blades be removed from 
service until restored to original or other 
FAA-npproved type design was 
published in the Federal Register on 
January 29.1985 (50 FR 3917). Comments 
were requested from the public. The 
comment period closed February 25; 
1985. No comments were received. The 
FAA arranged for specimens of the 
subject questionable main rotor blade/ 
abrasion strip bond modiHcation to be 
analyzed The specimens were found to 
meet the original maitufactureFs 
materia! and process specifications with 
that are considered to be relatively 
minor variations. 

Based on the findings stated above, 
the FAA has determined that the 
proposed AD is not required and the 
NP^M is being withdrawn. The 
withdrawal of the NPRM does not 
preclude the FAA from issuing similar 
notices in the future, nor does it commit 
the FAA to any course of action in the 
future. 

Since this withdrawal of an NPRM 
will have no impact and may be made 
effective in less than 30 days. 1 certify 
that this action (1) is not a ‘‘major rule“ 
under Executive Order 12291; (2) is not a 
“significant rule” under DOT Regulatory 
Policies and Procedures (44 FR 11034; 
February 26,1979); and (3) will have no 
significant economic impact on small 
entities under the criteria of the 
Regulatory Flexibility Act. 

list of Subjects in 14 CFR Part 39 

Air transportation. Aircraft, Aviation 
safety. Safety. 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Fedeial Aviation Administration 
withdraws a proposal to amend S 39.13 
of the FAR as follows: 

l.The authority citation for Pari 39 
continues to read as follow: 

Authority; 49 U.S.C 1354(a). 1421. and 1423; 
49 U.aC 106(g) (Revited. Pub. L 97-449. 
lanuary IZ 1983): 49 CFR 11.89. 

Z By Withdrawing the proposed 
airworthiness directive. Docket No. 84- 
ASW-44, published In the Federal 
Register on January 15.1985 (50 FR 
2059). 

isaued in Fort Worth. Texas, on July Z 
1965. 

C R. Melugio. Jr.. 

Director, Southwest Region. 

|FR Doc. 65-17715 Filed 7^5-65; 8:45 am) 

■tUJNO CODE 


14 CFR Part 39 

I Docket No. 8S-ANE-24] 

Airworthiness Directives; Secur Aigton 
(Formerfy TAIglon) Model 343 Safety 
Betts 

agency: Federal Aviation 
Administration (FAA). DOT. 

ACTION: Notice of proposed rulemaking 
(.NPRM). 

summaby: This notice proposes to adopt 
an airworthiness directive (AD) that 
would require a modincation of Secur 
Aiglon (formerly FAiglon) type 343, 

343A. 343B, and 343C buckles used on 
Model 343 safety belts. The proposed 
AD is needed to prevent any possible 
blockage and failure to unlock the belt. 
This NPRM Is consistent with the 
manufacturer's service bulletin (SB) 
which was made mandatory by French 
Airworthiness Authority (DGAC) AD 

84- 73-{AB). 

DATES: Comments must be received on 
or before October 8.1985. 

ADDBESSES: Comments on the proposal 
may be mailed in duplicate to: Office of 
the Regional Counsel. Attn: Docket No. 

85- ANE-24, FAA. New England Region. 
12 New England Executive Park. 
Burlington. Massachusetts 01803 or 
delivered in duplicate to the above 
address, to Room 311. 

Comments delivered must be marked: 
Docket No. 85-ANE-24. 

Comments may be inspected at Room 
311 between the hours of 8:00 a.m. and 
4:30 p.m. Monday through Friday, except 
Federal holidays. 

The applicable SB may be obtained 
from Anjou Aeronautique. Avenue de 
rosier. 49125 Tierce, France. 

A copy of the applicable SB is 
contained in the Rules Docket, Office of 
the Regional Counsel. Federal Aviation 
Administration, New England Region. 
Room 311,12 New England Executive 
Park, Burlington, Massachusetts 01803. 
FOB FURTHER INFORMATION CONTACT: 
Mr. Ted T. Ebino. Brussels Aircraft 
Certification Office, AEU-100,15 Rue de 
la Loi. D-1040 Brussels. Belgium, 
telephone 513.38.30. 

SUPTtEMENTARY INFORMATION: 
Interested persons invited to participate 
in the making of the proposed rule by 
submitting such written data, views, or 
arguments as they may desire. 
Communications should identify the 
regulatory docket number and be 
submitted in duplicate to the address 
specified above. All communications 
received on or before the closing date 
for comments will be considered by the 
Director before taking action on the 
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proposed rule. The proposal contained 
in this notice may be changed in the 
tight of comments received. 

Comments are spedncally invited on 
the overall regulatory, economic, 
environmental and energy aspects of 
the proposed rule. All comments 
submitted will be available, both before 
and after the closing date for comments, 
in the Rules Docket, at the address given 
above, for examination by interested 
persons. A report summarizing each 
FAA-public contact, concerned with the 
substance of the proposed AD, will be 
filed in the Rules Docket. 

Commenters wishing the FAA to 
acknowledge receipt of their comments 
submitted in response to this notice 
must submit a self-addresscd. stamped 
post card on which the following 
statement is made: ^'Comments to 
Docket Number 85-ANE-24'\ The post 
card will be date/time stamped and 
returned to the commenter. 

The DGAC has, in accordance with 
existing provisions of a bilateral 
agreement, notified the FAA of a 
modification needed on the safety belts 
to correct jamming of the buckle in the 
locked position. An incident had 
indicated that the belt buckle restraint 
system may become jammed, prevent 
unlocking of the belt buckle, and entrap 
the occupant if it is fastonded in a 
certain manner. 

Since the condition is likely to exist or 
develop on other safety bells of the 
same design, an AD is proposed that 
would require a modification of 
343, 343A. 343B. and 343C belt buckle 
fitted on Secur Aiglon Model 343 safety 
belts. 

ConclusioD 

The FAA has determined that this 
proposed regulation involves 30.000 
safety belts at an approximate labor 
cost of $12.50 per belt. Therefore. 1 
certify that this action (1) is not a ^*maior 
rule** under Executive CMer 12291; (2) is 
not a significant rule under DOT 
Regulatorv Policies and Procedures (44 
re 11034: February 28.1979): and (3) if 
promulgated, will not have a significant 
economic impact on a substantial 
number of small entities under the 
criteria of the Regulatory Flexibility Act. 
A copy of the draft evaluation prepared 
for this action is contained in the 
regulatory docket. A copy of it may be 
obtained by contacting the person 
identified under the caption "'FOfl 
rufrrhen informatioh comtact.** 

List of Subjects ui 14 CFR Part 39 

Aircraft. Aviation safety. 
Incorporation by reference. 


The Proposed Amendment 
PART 39-4 AMENDED) 

Accordingly, pursuant to the authority 
delegated to me the FAA proposes to 
amend Part 39 of the Federal Aviation 
Regulations (FAR) os follows: 

1. The authority citation continues to 
read as follows: 

Authority: 40 U.S.C 1354(al 1421 and 1423: 
49 US.a 106(g) (Revised Pub. L 97-449. 
January 12,1983); and 14 CFH 11.83. 

2, By adding the following new AD: 

Secur Aigicm: Applies to Sccur Aiglon 

(formerly 1*Aiglon) Model 343 safety belts 
equipped with type 343. 34aA. 343a 343C 
buckles installed in. but not limited to. 
Aerospatiale SA360C helicopters. 

Compliance is required as indicated unless 
already accomplished. 

To prevent any possible blockage and 
failure to unlodc dm belt accomplish the 
following: 

Within the next 00 days after the effective 
date of this AO. modify the belt buckle in 
accordance with the repair instrucHona 
specified in Secur Aiglon SB No, TRW 1 
dated April 27,1084. or later FAA approved 
revision. 

Nole,^Incorporation of the SB which 
repairs the defective buckle, constitutes 
terminating action for this AO. 

Upon request an equivalent means of 
compliance %rith the requirements of this AO 
may be approved by the Manager, Bnissels 
Aircraft CertiRcation OfRca. AEU-lOQ. 15 Rue 
de la Lol D-1040. Brussels, Belgium, 
telephone 513.38.30. 

Upon submission of substantiating data by 
an owner or operator through an FAA 
maintenance inspector, the Manager, Brussels 
Aircraft Certification OfRce. AEU-100,15 Rue 
de la Lot B-IOSO. Brussels. Belgium, moy 
adjust the compliince time spewed in this 
AD. 

The FAA will request the permission of the 
Federal Register to incorporate by reference 
the manufactuTcr’a SB idratifted and 
described in this document 

Issued In Burlington. Massachusetts on |ttiy 
la 1985. 

Robert E. Whittington, 

Director, New England Region, 

(FR Doc 8S-17720 Filed 6:45 am] 

BILUNQ cooe 4Sie-1S-M 


COMMODITY FUTURES TRADING 
COMMISSION 

17 CFR Parts 16,17. and 18 

Reporting Requirements for Contract 
Markets, Futures Commission 
Merchants, Clearing Members and 
Traders 

agency: Commodity Futures Trading 
Commission. 

action; Proposed rulemaking. 


summary: The Commission is proposing 
amendments to Ports 16 and 17 of its 
regulations which are intended to 
provide the Commission with important 
surveillance data on a^more timely 
basis. Proposed amendments To Part 10 
would require that exchanges submit 
data under rules 10.0a 16.01 and 16.02 to 
the Commission by 12:00 noon on the 
business day following the day to which 
the information pertains. Currently the 
time of day for exchange submissions Is 
not specified. Under the proposed 
amendments to Part 17, all futures 
commission merchants (FCM*s). clearing 
members end foreign brokers would be 
required to submit the information 
specified under rule 17.00(a) in machine 
readable form unless otherwise directed 
by the Commission or its designee. 
FCM*8 and foreign brokers which are 
exempt from automated reporting and 
which mail reports would have to mail 
such reports not later than the day 
covered by Ihc report. 

*rhe Commission is also proposing 
clarifying amendments to rule 16.06 
which requires a contract market 
promptly to inform the Commission of 
errors and omissions in data it has 
provided to the Commission and to rule 
18.04 concerning information provided 
by large traders on CFTC Form 40. 
DATES: Comments must be submitted on 
or before September 24,1985. 

ADORESr. Comments should be sent to 
the: Commodity Futures Trading 
Commission, 2033 K St., NW^ 
Washin^on. D.C, 20581. Attn: 
Secretariat. 

FOR FURTHER INFORMATION CONTACT: 
Lamont Reese, Associate Director. 
Market Surveillance Section. Division of 
Economic Analysis, 2033 K Street, NW., 
Room 507, Washington. D.C 20581.202- 
254-33ia 

SUPPLEMENTARY INFORMATION: The 
Commission has established a 
comprehensive reporting system through 
which it receives data for both futures 
and options markets. These data arc 
necessary for the purposes of market 
surveillance which include prevention of 
market manipulation and congestion 
and enforcement of speculative limits, 
and for research and market analysis 
programs. The system Includes reports 
from contract markets concerning 
options and futures data required under 
17 CFR Part 16: reports from FCM*s 
clearing members and foreign brokers 
concerning futures positions and 
transactions of large traders requiw 
under 17 CFR Part 17; and reports from 
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large traders required under 17 CFR Part 

ia* * 

1. Proposed Amendments to Port 16 

Under Part 16 of the Regulations, each 
contract market provides information 
r.onceming the futures and options 
positions and transactions of members 
of its dealing organization. 17 CFR 
16.00; futures and options trading 
volume, open contracts and prices. 17 
CFR 16.01; large option trader reports, 17 
CFR 16.02; and month^end reports. 17 
CFR 16.04. These data are supplied by 
the contract markets in both hard copy 
and machine readable form. Upon 
receipt of the machine readable data, 
the Commission processes the data and 
updates its data base. Because of the 
Urge volume of data involved, this 
update can only be made once a day. 

Currently, a contract market must 
submit the data required under rules 
16.00,16.01 and 16.02 on the business 
day following the day to which the 
information pertains. The rules, 
however, do not specify a time of day by 
which the data must be provided. (See 
17 CFR ie.00(b). 16.01(d), and 16.02(bJ.) 
Data are received routinely from the 
exchanges at any lime from noon until 
the close of business. When the data are 
received near or at the close of business, 
they are not timely for market 
surveillance purposes, and there is 
insufficient lime to include the data in 
the daily update to the data ^se. The 
Commission must then forgo use of 
these data for another 24 hour period. 

In view of the above, the Commission 
is proposing to amend rules 16.00(b). 
10in(d) and 16.02(b) to require that the 
exchanges provide the information 
required under rules iaoo(a), 16.01 (a)(b) 
and 16.Q2(a) in both hard copy and 
machine readable form by 12:00 noon of 
the business day following the day to 
which the information pertains.’ 

The Commission is also proposing 
clarifying amendments to rule 16.06,17 
CFR 16.06 (1964). under which contract 
markets must notify the Commission of 
omissions or errors in the data supplied 
under Part 16. The proposed 
amendments to } 16,06 would require 
that corrections to errors and omissions 
In reports filed in machine readable 
form under Part 16 be provided on 
Commission compatible data processing 


^Tnuleft «r« conild4rfed Idrgv In futures if lb« 

U ^ ^ Commlition. Sim 17 O 

M.OOtbMil sntl 1Se3(ii). 

ID 'JS! '* P”Vo»iii« Dincnam. 

Mcumltiy th, ,yp„ „r 

oom|>aUt>lv with Ih. comniuhni d.u 


media using a format and coding 
structure approved by the Commission 
or its designee. The contract markets 
have an obligation at all limes to 
provide the Commission with accurate 
reports. The Commission recognizes, 
however, that because of the time 
limitations for submitting Part 16 data, 
contract markets may not have resolved 
all data problems and in fact there may 
be further adjustments. The Commission 
expects that contract markets will 
maintain a program designed to detect 
errors or omissions and promptly 
provide corrections to the Commission. 

n. Proposed Amendments to Part 17 

commission rule 17.00 requires each 
FC^ clearing member and foreign 
broker to submit daily series '01 reports 
to the Commission concerning special 
accounts.’These reports must show 
reportable futures positions, exchanges 
of futures for cash and delivery notices 
issued or stopped for such accounts. 

Under $ 17.03 of the regulations, 17 
CFR 17.03 (1964). any FC:M or clearing 
member may provide the information 
required under rule 17.00 on O)mmi8sion 
compatible data processing media or 
updated. C^mmissiomsupplied computer 
printouts using a format and coding 
structure approved by the Commission. 
Five firms currently supply daily series 
'01 information on magnetic tape.’These 
Hve Hrms report approximately 11 
percent of all daily '01 information. 

The Commission's experience with 
receiving information in machine 
readable form indicates that it improves 
data collection and saves time, money, 
and effort for both the Commission and 
respondents. The improvement in the 
data collection results from higher levels 
of accuracy in the data due to a 
reduction in transcription and key punch 
errors and the fact that machine 
readable data are available to the 
Commission on a more timely basis. 

In a 1983 report to the Committee on 
Government Operations. House of 
Represontalives, the Comptroller 
General (GAO) confirmed the 
Commission's experience.*The 
Committee on Government Operations 
requested that the GAO identify, in 
selected agencies, where information 
technology could improve economy and 
efTiciency In the transfer of data from 
private businesses to the Federal 


'A ipecinl Account It dtantd tn mlt 15OOtc) of 
iHa CofnimMion't reituiAtioiii to mttn tny 
cummodity futunit or option Account In which thenf 
It A rtportAblt potition. 17 CFR 15i)0(c) (19S41 

* A tUth finn it in the procett of tQtomttlnii their 
reportins tytlefn. 

•Report to the Commiifee on Government 
Operellont. Iloute of ReproteniAUvet of the United 
StAtea, CAO/CGD-aS-as, April It, 1983 . 


Government. CAO's report used case 
studies of reporting requirements placed 
on businesses by the Departments of 
Health and Human Services and 
Commerce and by the Commodity 
Futures Trading Commission. 

In its case study of the Commission's 
reporting system. GAO contacted 19 
firms which In total reported an average 
of 4.215 accounts daily. Only two of the 
19 firms reported data In a machine 
readable form. GAO found tha 12 of the 
remaining 17 firms were capable of or 
interested in reporting their data in 
machine readable form.* Each of these 
firms either had in-housc capability or 
used a service bureau which has the 
capability to report on magnetic media 
on its behalf. 

In terms of benefits. GAO found that 
although some Hrms would realize 
savings, the primary benefit to 
respondents resulted from efficiency of 
operation. With respect to the 
Commission, the GAO found that 
government cogt'savings potential was 
evident, and that automated 
submissions to the CFTC would 
eliminate time-consuming steps in 
processing data and significantly 
improve surveillance through more 
timely data.’ In light of its own 
experience and GAO's findings, the 
Commission is proposing that 
information required under rule 17.00 be 
provided to the Commission in machine 
readable form by FCM's, foreign brokers 
and clearing members. 

The proposed amendments to S 17.00 
specifically provide that an FCM. 
foreign broker or clearing member 
submit information in machine readable 
form that is compattble with the 
Commission's data processing system 
using a format and coding structure 
specified in new paragraph 17.00(g). 
Paragraph 17.00(g) allows reporting only 
on 1600 BPl magnetic tape with EBCDIC 
encoded card images and a standard 
IBM label unless otherwise approved by 
the Commission or its designee. The 
paragraph also specifies record formats 
and definitions for various fields on the 
tape. The information which must be 
provided on tape includes a five digit 
number assigned by the Commission to 
the FCM, foreign broker or clearing 
member, the account number assigned 
by the respondent to a special account, 
contract market identifier, report date 
and the position and transaction 
information currently specified in 
paragraph 17.00(a)(2] of the regulations. 
The rules concerning interest in or 
control of several accounts contained in 


21 

Ubtfipp 22-^ 
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§§ 17.00 (b) and (c) and the methods for 
reporting positions on a net or a gross 
basis contained in 1700 (d) and (e). 
as well as the assignment of account 
numbers specified in § 17.01 |a), will 
apply H’porting by manual means.* The 
Commission welcomes specific 
comments from interested persons on 
the availability of these data in machine 
readable form and the cost and 
feasibility of transferring the data into 
the required format. 

In proposing this amendment, the 
Commission anticipates that most if not 
all FMC*s and clearing members are 
technologically able to comply with it 
either through their own in-house data 
processing system or through the 
independent service bureaus which 
many FCM's and clearing members 
employ. Many foreign brokers may also 
be able to comply with these 
requirements. In a number of instances 
foreign brokers are affiliated %vith 
domestic firms which ore FCM's and/or 
clearing members. The Commission 
believes that these domestic affiliates 
could provide a means through which 
the foreign brokers report series *01 
information in an automated manner. 
Some daily series *01 reports of foreign 
brokers currently are reported in this 
fashion. Nevertheless, the Commission 
recognizes that in certain circumstances 
the respondents may not be able to 
comply with automated reporting 
requirements. Accordingly, the 
Commission has proposed a limited 
exemption in new rule 17X13 for the 
reporting entities who are 
Icchnologicaliy unable to meet the 
requirement that the information be 
provided in machine readable form.’ 


would ubo Itkr lo cluhfy 

rules with rrspset to easignins nittnben lo ipscUt 
•ceourtU <ifid It s««Ui«s coimiient coocemte^ the 
desirabiiity of amending 117ai{a) to allow the nee 
of two eccoiml numhefS- Rult 17.01(a) reqtdrrt that 
if a number is mssisned to i special account for 
irpnriing futures Itifofmnflon lo the Comintss.^. the 
same number must be used for rrpnrtinji npikMis 
iafomMtMMi to tha eKchaiige. The number assigned 
for repumns folures informulioo must be mimenc If 
a trader bectmun rrporuble in oplkms and Is not 
reportable In futures FCM w. dearing members and 
foreign brokers may report oon-mimerlc uccirant 
numlwrt to the eachangr. Hemrevet, if the account 
•ubsfM|ucnlly becomes reportable In futures, onder 
curreot rrsuJaliona. the account ruiinber will have to 
1)0 changed Altemaliv^y in such cases, the 
Commissiem cotiid allow the use lo two account 
numlutrs, a non numeric number for reportins 
optkms ififormatlon lo the rschange and a numeric 
accminl number for reporting futures information to 
the (kMnmiMum. 

*The Commission is proposing to delrt* rumml 
rule 17,OJ whkh allows FCM's of dearirtg members 
Id report data in machine readable form at their 
discretion. 


Such entities may request that the 
Commission permit them to provide the 
information required under proposed 
rule 17.00 using series *01 reporting 
forms or Commission supplied computer 
printouts. 

The Commission Is also proposing to 
amend rule 17.02 specifying the place 
for. and time of. filing reports. Currently 
the Commission requires that scries *01 
reports and Form 102*8 be filed at the 
Commission office in the city in which 
the contract market involved in the 
reported transactions is located. The 
Commission recognizes that some 
FCM*s or clearing members may have 
centializcKi data processing units and 
that it therefore may be more efficient 
for some firms lo report all data in an 
automated fashion to a single 
Commission office. The Commission 
Intends, therefore, to give instructions to 
respondents on a case-by-case basis 
concerning the office at which they must 
file reports. The Commission is 
proposing the amend rule 17.02 
accordingly. The Commission is also 
proposing that the time for filing 
autoinat^ reports remain the same as 
that which currently applies to manual 
reporting—OX)0 a^n. local lime for the 
city In which the reports are filecL 

The Commission is further proposing 
to delete rule 17X)2(b) which allows 
foreign brokers to mail series *01 reports 
on a weekly basis. 17 CFR 17.02(b) 

(1904). If a foreign broker cannot comply 
with the Commission's requirement for 
automated reporting and obtains an 
exemption under proposed rule 17.03. 
the Commissron is proposing to require 
that the foreign broker mail series *01 
reports to the Commission not later than 
the day of the report. In certain market 
situations the Commission has found 
that weekly reporting by foreign brokers 
is not sufficient. The Commission 
believe that this proposed requirement 
will further its goals of receiving 
necessary surveillance data on a timely 
basis and of providing parity of 
treatment between domestic and foreign 
market participants. FCM*8 which maU 
series *01 reports are currently subject to 
this proposed requirement. 17 CFR 
17.02(al(2) (1984). 

111. Proposed Amendments to Part 18 

Regulation 18.04 requires each 
reportable trader to file with the 
Commission a ‘^Statement of Reporting 
trader** on CFTC Form 40.17 CFR 18.04 
(1964). The Form 40 provides certain 
biographical Information about the 
trader as well as information concerning 
the Trdder*6 ftnanciai interest in 
organizations which trade futures and/ 
or options and the trader's control over 


futures and/or options trading accounts. 
Paragraph (5). (8) and (9) of rule 18.04(a) 
set forth that the trader shall report 
certain information concerning the 
following: 

(a) Persons whose accounts are 
controlled by the reporting trader. 17 
CFR ia04(a)l5): 

(b) Persons who guarantee or who 
have a financial interest of 10% or more 
in the account of the trader, 17 CFR 
ia04 (a}(81: and 

(c) Accounts which the reporting 
trader guarantees or in which the trader 
has a finandal interest of 10% or more. 
17 CFR ia04ta)(9). 

The use of the term "account** in each 
of the above instances may be 
ambiguous and, if interpreted to mean a 
direct interest in a specific account, may 
deny the Commission information 
regarding important relationships 
involving financial interest or control 
between two or more persons who trade 
options or futures. The Commission is 
therefore proposing to modify the 
language in paragraph 18.04(a) (5). (8) 
and (9) to reflect more accurately its 
intentions. 

In another area, paragraphs 18.04(b) 
(3) and ia04lc) (6) request information 
concerning a trader’s use of futures and/ 
or options markets for hedging In 
conjunction with cash marketing 
activity. In a number of instances, 
certain traders which on the basis of 
other information appear to be 
commercial firms have stated that they 
do not use the options or futures 
markets for hedging because they did 
not understand these particular 
questions on the CFTC Form 40. To 
avoid this misunderstanding, the 
Commission is proposing clarifying 
amendments lo paragraphs 18.04(b)(3) 
and ia04(c)(e). If adopted, the CFTC 
Form 40 would be changed lo reflect the 
language used in the amended 
regulations. 

IV. Other Related Issues 

A, The Regulatory Flexibility Act 

The Regulatory Flexibility Act 
("RFA") requires that agencies, in 
proposing rules, consider the impact of 
those rules on small business. These 
amendments affect large traders, futuw 
commission merchants and other sunilar 
entities. The Commission has defined 
"small entitles" as used by the 
Commission in evaluating the impact or 
Its rule in accordance with the ^ 

FR 18018-18821 (April 30.1982). In that 
slalcmenl. the Commission concluded 
that large traders and futures 
commission merchants arc not 
considered to be small entities for 
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purposes of the RFA. Thus, pursuant to 
section 3[a) of the RFA (5 U.S.C, 605(b)). 
the Chairman, on behalf of the 
Commission, certifies that this proposed 
rule will not have a significant economic 
impact on a substantial number of small 
entities. The Commission nonrlheloss 
Invites comments from any Hrm which 
believes that these rules would have a 
significant economic impact upon its 
operations. 

B. Popenvork Reduction Act 

Ihirsuant to the provisions of the 
Paperwork Reduction Act of 1980. the 
Office of Management and Budget has 
assigned for use control numbera 303^ 
0007 and 3038-0009 to the rogulations 
which appear herein and to the series 
*01 reports and Forms 103.40 and 102. 

Interested members of the public may 
obtain a complete copy of the 
information collections relating to the 
rules contained herein by contacting 
joseph Sala 2 ar at (20) 254-9735. Persons 
ivishing to comment on the Paperwork 
Reduction Act Implications of the 
proposed rule change are asked to send 
a copy of their comments to Mr. Salazar 
at the Commodity Futures Trading 
Commission. 2033 K Street NW.. 
Washington. D.C 20581, and to the OMB 
desk officer for the agency, Katie Lewin. 
Office of Information and Regulatory 
Affairs, Office Management and Budget, 
Washington. D.C 20503. 

List of Subjects 

t7CFR Part t6 

CiiniDodtty futures. Reports by 
Contract Markets. Reporting and 
rtM’ordkeepIng requirements. 

trCPRPart 17 

Brokers, Commodity futures. 

Reporting and recordkeeping 
requirements. Reports by Futures 
Commission Merchants. Members of 
Contract Markets and Foreign Brokers. 

t7 CFR Part 18 

Commodity futures. Reporting and 
rocordkeeping requiremiTnts. Reports by 
Traders. 

In consideration of the fon?going, the 
Commission is proposing to amend Parts 
17 and 18 of Chapter I of Title 17 of 
the Code of Federal Regulations as 
fnllows: 

PART 16—REPORTS BY CONTRACT 


1. Tho authority citation for Part 16# 
continues to read as follows: 


1 Sec. 5, Sa. 42 Slut. 1000 . 49 Slat 

J3(in 68 Slat. 1292: (7 U.SC 7.12a) 


2. i 16.0CX) is proposed to be amended 
by revising paragraph (b) as follows: 

S 16.00 Ctesring member reports. 

• • • • • 

(b) Form and manner of reporting: 
time and place of filing reports. Unless 
otherwise approved by the Commission 
or its designee, the information required 
by paragraph (a) of this section shall be 
submitted in hard copy form and on 
compatible data processing magnetic 
tapes or magnetic diskettes using a 
format and coding structure approved in 
wTiting by the Commission or its 
designee. Unless otherwise instructed 
by the Commission or its designee, such 
information shall be submitted by 12:00 
noon on the business day following the 
clay to which the information pertains at 
the Rc^gional Office of the Commission 
having local jurisdiction with respect to 
such contract market 

3. (16.01 is proposed to be amended 
by rev ising paragraph (d) as follows: 

( 16.01 Trading Volunvs, Open Contracts 
and Prices 

• • • • • 

(d) Reports to the Commission. Unless 
otherwise approved by the Commission 
or its designee, the Information specified 
in paragraphs (a) and (b) of this section 
shall be submitted to the Commission on 
compatible data processing magnetic 
tapes or magnetic diskettes, using a 
format and coding structure approved in 
writing by the Commission or its 
designee. Unless otherwise InstructcKl 
by the Commission or its designee, such 
information shall be submitted by 12:00 
noon on the business day follow'lng the 
day to which the information pertains at 
the Regional Office of the Commission 
having local jurisdiction with respect to 
such contract market. 

4. { 16.02 is proposed to be amended 
by revising paragraph (b) as follows: 

S 16.02 Large OpOon Trader Reports 
• • • • • 

(b) Form and manner of reporting. The 
information required by paragraph (a) of 
this section shall be submitted in hard 
copy form and on compatible data 
processing magnetic tapes or magnetic 
diskettes, using a format and coding 
structure approved In writing by the 
Commission or its designee. For options 
on futures and for options on physicals 
that are settled In cash, such 
Information shall be compiled weekly as 
of the close of business on Tuesday, or 
Monday if Tuesday is a holiday, or more 
frequently Ihun weekly as the 
Commission may direct. Unless 
otherwise instructed by the Commission 
or its designee, the information shall be 
submitted by 12:00 noon on the business 


day following that to which the 
information pertains at the Regional 
Office of the Commission having local 
furisdiction with respect to such 
contract market 

5. } 16.04 is proposed to be amendcnl 
by revising paragraph (b) as follows: 

S 1604 Month-end reports. 

• • • • • 

(b) Form and manner of reporting; 
time and place of filing reports. Unless 
otherwise apjiroved by the Commission 
or its designee, the information required 
by paragraph (a) of this section shall be 
submitted in ha^ copy form and on 
compatible data processing magnetic 
tapes or magnetic diskettes using a 
format and coding structure approved in 
writing by the Commission or its 
designee, such information shall be 
submitted not later than the fifth 
business day following the day to which 
the information pertains at the Regional 
Office of the Commission having local 
jurisdiction with respect to such 
contract market. 

6. 5 16.06 is proposed to be revised to 
read as follows: 

S 16.06 Eirors or omlasions. 

Contract Markets shall file with the 
Commission on compatible data 
processing media using a format and 
coding structure approved by the 
Commission or its designee, corrections 
to errors or omissions in data previously 
filed with the Commission pursuant to 
{( 16.00.16.01.16.02 or 16.04. 

PART 17—REPORTS BY FUTURES 
COMMISSION MERCHANTS, 

MEMBERS OF CONTRACT MARKETS 
AND FOREIGN BROKERS 

7. The authority citation for Part 17 
continues to read as follows: 

Authority: 7 US.C 6a. 6c. 6f. Gg. 6i. 7 aad 
\2m, unless otherwise noted. 

8. ( \7XJO is proposed to be amended 
by revising in paragraph (a)(1) and 
adding new paragraphs (a)(3) arul (g) as 
follows: 

} 17.00 Information to be Furnished by 
Futures Commiseion Merchants, Clearing 
Members and Foreign Brokers. 

(a) Special Accounts-reportable 
futures positions, delivery notices and 
exchanges of futures for cash. (1) Each 
futures commission merchant clearing 
member and foreign broker shall .submit 
a report to the Commission for each 
business day with respect to all Special 
Accounts carried by the futures 
commission merchant, clearing member 
or foreign broker, except for accounts 
carried on the books of another futures 
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commission merchant on a fully 
disclosed basis. Except as otherwise 
authorized by the Commission or its 
designee, su^ report shall be made on 
Commission compatible data processing 
media in accordance with the format 
and coding provisions set forth in 
paragraph (a) of this section. The report 
shall show each reportable futures 
position separately for each contract 
market and for each future, in each 
special account as of the close of the 
market on the day covered by the report 
and. in addition, the quantity of 
exchanges of futures for physicals and 
the number of delivery notices issued for 
each such account by the clearing 
oiganization of a contract market and 
the number stopped by the account. 

• • • • • 

(3) Information provided by means of 
data processing media must also be 
accompanied by a complete and 
accurate printout of information, which 
shall be submitted by the future 
commission merchant, foreign broker or 
clearing member if a sole proprietorship, 
by a general partner of a futures 
commission merchant, foreign broker or 
clearing member which is a partnership, 
by the chief executive officer of a 
futures commission merchant, foreign 
broker or clearing member which is a 
corporation, or by a person designated 
by (he futures commission merchant, 
foreign broker or clearing member for 
such purpose provided such designee 
has been identified ns such in writing to 
the Commission. 

• • • • • 

(g) Media and file characteristics. (1) 
Except as otherwise approved by the 
Commission or its designee, information 
shall be provided on unblocked, nine 
track. 1600 BPI magnetic tape with 
EBCDIC encoded card images using a 
standard IBM label. 

(2) All required records shall be 
submitted together in a single file. Each 
record will be 80 characters long. 
Specific record formats are given below 
es a set of Cobol Language descriptions. 
There are two different record 
descriptions. The file must begin with a 
Type I record identifying the sequence 
of type 11 records that follow as series 
*01 data. 

(3] The required records are as 
follows: 

01 0 -T-Typ« I RECORD: 

OS Filler-PIC X| 10 ) VALUK 01 REG*'. 

05 O-T-REPORT-DATE^PIC X ( 8 ). 

05 Filler-PIC X ( 64 ) VALUE •‘Spacct ** 
01 -O-T-TYPEII RECORD 

05 O-T-REPORTING-nRM-NUMBiiR— 

PIC 0(5), 

05 O-T-RETORT-DAl'B-nC 9 ( 6 ). 

05 O-T-ACCOUVr-NUMBER-PIC 9(12). 

06 O-T-COMMODITY-CODE—PIC 9 ( 6 ). 


05 0 -T-DEUVERY-MONTH~PIC 9 ( 4 ). 

05 O-T-LONG-POSmON—PIC 9(6). 

05 O-T-SHORT^SmON—PIC 9 ( 6 ). 

05 FnJ.ER—PIC X ( 16 ) VALUE **Spacef’* 

05 O-T-NOnCES -ISSUED~P1C 9(5). 

06 O-T-NOnCES-STOPPED—PIC 9(5). 

05 O-T-BUY-XFC-PIC 9 ( 4 ). 

05 O-T-SELL-XFC—PIC 0 ( 4 ). 

05 RLLER—PIC X ( 1 ) VA 1 .UE -Spaces”. 

(4) Field definitions for each record 
are as follows: 

(i) Reporting Firm Number. A five 
digit number assigned by the 
Commission to each FCM, clearing 
member and foreign broker which 
reports series *01 data. 

(ii) Report Date. The date on which 
the reported positions were held by 
traders. Dates are encoded In a 
YYMMDD format where YY is the last 2 
digits of the year, NLM Is the month and 
DD is the date with a leading 0 of month 
and days 1-0. 

(iii) Account Number. A unique 
Identifier assigned by the reporting firm 
to each special account. The field is 0 
filled with account number right 
justified. Assignment of the account 
number is subject to the provisions of 
iS 17.(]0(b) and (c) and 17.(n(a). 

(iv) Commodity Code. A six character 
identifier assigned by the CFTC to 
identify uniquely a contract traded on a 
specific exchange. The code is in 
CCCMMS format where CCC identifies 
the commodity, MM identifies the 
exchange and S distinguishes between 
two or more contracts specifying 
delivery of the same commodity on the 
same exchange. 

(v) Delivery Month. *rhc year and 
month of delivery speciHed in the 
contract in YYMM format. YY is the last 
two digits of the year and MM specifies 
the month with a leading 0 for months 1- 

9. 

(vi) Long (Short) Position. Reportable 
long (short) position (if any) in the 
special account held on the contract 
market as of the close of business on the 
report date specified in the same record. 
Long (short) positions are reported in 
contracts except for the grains and 
soybeans. In the grains and soybeans, 
long (short) positions are reported in 
thousand bushels (OCX) omitted). *nie 
long (short) position in right justified 
with the field zero filled. Positions are 
reported on a net or gross basis in 
accordance with the provisions of 
paragraphs (d) and (e) of this section. 

(vii) Notices Issued (Slopped). 

Delivery notices issued by the clearing 
organization of a contract market on 
behalf of a special account (stopped by 
the account) on the report date. Notices 
issued (stopped) are reported in 
contracts except for the grains and 
soybeans. In the grains and soybeans. 


notices issued (stopped) are reported In 
thousand bushels (000 omitted). Notices 
issued (stopped] are right iustifted. and 
the field zero filled. 

(viii) Buy [Sell) XFC*8. The quantity of 
long contracts opened and/or short 
contracts liquidated (short contracts 
opened and/long contracts liquidated) 
as a result of an exchange of futures for 
physicals. Buy (Sell) XFCs are reported 
in contracts except for the grains and 
soybeans. In the grains and soybeans. 
Buy (Sell) XFCs are reported in 
thousand bushels (000 omitted). 

9. i 17.02 is proposed to be revised to 
read as follows: 

i 17.02 Ptsce and Time of FSing Reports. 

The reports required to be filed by 
futures commission merchants, clearing 
members and foreign brokers under 
SS 17.00 and 17.01 shall be filed at a 
Commission office in accordance with 
instructions by the Commission or its 
designee. The reports required under 
(S 17.00 and 17.01 shall be Hied by 
futures commission merchants, clearing 
members and foreign brokers with the 
appropriate Commission office on the 
business day following the day for 
which the reports are filed and not later 
than 9KX) am local time for the city In 
which the reports are filed, or at such 
other time as instructed by the 
Commission. If a foreign broker or 
futures commission merchant, other 
than a clearing member, files manual 
reports under §{ 17.00 and 17.01 and 
does not have an office In the city in 
which the appropriate Commission 
office Is located, such reports may be 
transmitted to the appropriate 
Commission office by mail. Each report 
transmitted by mail must be mailed no 
later than the report date. 

10. i 17.03 is proposed to be revised to 
read as follows: 

i 17.03 Reporting by Means other than 
Data Processing Media. 

Reports required under { 17.00 may be 
made on series *01 forms or updated 
Commission supplied computer 
printouts at the discretion of the 
Director of the Division of Economic 
Analysis upon a showing that the 
futures commission merchant, clearing 
member or foreign broker 
technologically is not able to provide the 
information In the form required by 
i 17.00. 

PART 18—REPORTS BY TRADERS 

11. *rhc authority citation for Part 18 
continues to read as follows: 

Authority: 7 U.S.C 6a, 6c, 6f. 6g. 61 and 12- 
unlesi otht»rwfse noted 
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12. S 18.04 is proposed to be amended 
by revising paragraphs (aKSh (a)(8). 

(a)(9). (b)(3), and (c)(e) as follows. The 
introductory texts of paragraphs (a)(b). 
and [c] are shown for the convenience of 
the reader and remain unchanged. 

S 18i)4 Ststement of Rtporttng Trader. 

4 • • • • 

(a) Information to be furnished by all 
traders in Part A of the Form 40 shall 
Include: 

4 • • « • 

(5) The name and address of each 
person whose options or futures trading 
is controlled by the reporting trader. 

4 • • 4 4 

(6) The names and locations (city and 
slate) of persons who guarantee futures 
or options trading accounts of the 
rep(^ing trader or who have a financial 
interest of 10 percent or more in the 
reporting trader or the accounts of the 
reporting trader. 

(9) The following information 
concerning other options or futures 
trading accounts which the reporting 
trader guarantees or other futures or 
options traders or accounts in which the 
reporting trader has a financial interest 
of 10 percent or more: 

(i) Tlie names of traders for whom the 
reporting trader guarantees accounts or 
in which the reporting trader has a 
financial interest; 

(ii) The names of the accounts which 
the reporting trader guarantees or in 
which the reporting trader has a 
finandal interest; and 

(iii) The names and locations of the 
brokerage firms at which the accounts 
are carried. 

*•444 

(b) Information to be furnished in Part 
B of the Form 40 shall include: 

•••44 

(3) The following information If a 
trader makes transactions or holds 
positions in a futures or options contract 
where such transactions or positions 
normally represent a substitute for 
transactions to be made or positions to 
be taken at a later time in a physical 
marketing channel, and the transactions 
or positions are economically 
appropriate to the reduction of risks in 
the conduct and management of a 
commercial enterprise: 

(0 Commercial activity associated 
with use of the options or futures market 
production, merchandising or 

of a cash commodity, asset/ 
nability risk management by depositiory 
mstilutions. security portfolio risk 
management, etc.) 

(il) Physical commodities underlying 
uw of the futures or options markets. 


|iit) Futures or options markets used 

• 4 4 4 4 

(c) Information to be furnished in Part 
C of the Form 40 shall include: 

4 4 4 4 4 

(6) The following information if a 
trader makes transactions or holds 
positions in a futures on options 
contract where such transactions or 
positions normally represent a 
substitute for transactions to be made or 
positions to be taken at a later time In a 
physical marketing channel and the 
transactions or positions are 
economically appropriate to the 
reduction of risks in the conduct and 
management of a commercial enterprise: 

(i) Commercial activity associated 
with use of the options or futures market 
(e.g.. production, merchandising or 

[ )rocessing of a cash commodity, asset/ 
iability risk management by depository 
institutions, security portfolio risk 
management, etc.) 

(ii) Physical commodities underlying 
use of the futures or options markets. 

(iii) Futures or options markets used. 

4 • • • • 

Issued in Washington. D.C, on July 17,1985 
by the Commission 
lean A. Webb. 

Secretary to the Commission, 

|FR Doc. 85-17427 Filed 7-25-85; 8:45 am| 
nujiSG cooc 


DEPARTMENT OF THE TREASURY 

Customs Service 

19CFR Parts 6 end 122 

Air Commerce Regulations; Entry and 
Clearance of Aircraft and 
Transportation of Parsons and Cargo 
by Aircraft 

agency: Customs Service, Department 

of the Treasury. 

action: Proposed revision. 

summary: As part of the general 
revision of the Customs Regulations. 
Customs IS proposing to revise its rules 
relating to the entry and clearance of 
aircraft and the transportation of 
persons and cargo by aircraft. This 
proposed revision sets forth the general 
Customs requirements applicable to all 
air commerce. It follows a new format 
and includes changes or additions in 
language to clarify the current 
pro\i8ion8 and to make some minor 
substantive changes. 
date: Comments must be received on or 
before October 24.1965. 

ADDRESS: Comments (preferably in 
triplicate) may be addressed to, and 
inspected at, the Regulations Control 


Branch. U.S. Customs Service. 1301 
Constitution Avenue. NW.. Room 2426, 
Washington. D.C 20229. Comments 
relating to the information collection 
aspects of the proposal should be 
addressed to the Regulations Control 
Branch, as noted above, and also the 
Office of Information and Regulatory 
Affairs, Attention; Desk officer for U.S. 
Customs Service. Office of Management 
and Budget. Washington, D.C. 20503. 

FOR FURTHER INFORMATION CONTACT: 

Legal Aspects: )ohn A. Mathis, Carrier 
Rulings Branch, U.S. Customs Service. 
1301 Constitution Avenue. NW.. 
Washington. D.C 20229 (202-566- 
5706). 

Operational Aspects: Joseph E. 
OXkirman. Office of Inspection and 
Control. 1301 Constitution Avenue. 
NW.. Washington. DC 20229 (202- 
566-6151). 

SUPPLEMENTARY INFORMATION:. 
Background 

Customs has undertaken to review 
and revise selected parts of the Customs 
Regulations contained in Chapter 1, 

Title 19, Code of Federal Regulations (19 
CFR Chapter I). with the objective of 
reducing and/or eliminating, to the 
fullest extent possible, obsolete and 
unnecessary regulatory requirements. 
This action was mandated by the. 
Regulatory Flexibility Act, and by the 
Treasury Department Regulatory 
Flexibility Review Plan which appeared 
in the Federal Register on April 14.1962 
(47 FR 16033). As stated in a notice 
published by Customs in the Federal 
Register on June 10.1963 (46 FR 26631). 
Part 6. Customs Regulations (19 CFR 
Part 6), is one of those which has been 
scheduled for revision under the 
Treasury plan. Accordingly, the revised 
Part 6, redesignated as Part 122, 
proposes to set forth ail air commerce 
regulations administered by Customs in 
a clearly stated new format, which 
incorporates both current provisions and 
substantive changes. The major changes 
from the present regulations are deletion 
of the requirement that American-flag 
aircraft report foreign repairs and pay 
duty (a provision of the Trade 
Agreements Act of 1979), and the 
inclusion of a subpart dealing with 
requirements relating to aircraft liquor 
kits. The proposal also contains 
amendments to the regulations dealing 
with overflight exemptions and 
reporting requirements which appeared 
in a notice of proposed rulemaking 
published in the Federal Register on 
April 1,1965 (50 FR 12819). 
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Additionally, amendments 
necessitated by the recent revision of 
the Customs bond structure (T.D. 84- 
213), published in the Federal Register 
on October 19. 1984 (49 FR 41152), have 
been incorporated into this proposal 

Revised Part 122 would be divided 
into 16 subparts. Following is a 
discussion of the proposed major 
changes in each of the subparts. 

Subf^n A—Scope and General 
Definitions and Provisions 

1. Proposed § 122.1 is new and would 
set forth in general terms the geographic 
applicability of the revised part. 

2. Proposed { 122.2(a) would 
substitute the statutory dermition of 
•‘aircrafr from 49 U.S.C. 1301(5). for the 
present narrower definition of "civil 
aircraft.** 

3. Proposed § 122.2(b) is unchanged 
from present $ 6.1(e). 

4. fVoposed S 122.2(c) would revise 

$ 6.1(g) by substituting the word "agent** 
for the phrase ‘'authorized person 
(authorized agent of an owner or 
operator)." 

5. Proposed i 122.2(d) is new and 
would clarify the difference between 
commercial and non-commercial 
(private and public) flights. 

6. Proposed { 122.2(e) would clarify 
S 6,l(h). 

7. Proposed { 122.2(f) is new and 
defines, for the first time, a "landing 
rights airport." 

8. Proposed § 122.2(g) is a rephrasing 
of present § 24.ia 

9. Proposed { 122.2(h) is new and 
defines "private aircraft.** 

10. Proposed § 122.2(i) is new and 
defines "public aircraft." 

11. Proposed § 122.2(j) is new and 
defines "residue cargo." The definition 
is loosely derived from present S 6.9(a). 

12. Proposed § 122.2(k) is a rephrasing 
of present S 6.1(f). 

13. Proposed { 122.2(1) would combine 
present { 6.1(b) and (c) and include 
Puerto Rico in the definition of "United 
States." 

14. Proposed § 122.3 is unchanged 
from present § 6.10. 

15. Proposed § 122.4 is a rephrasing of 
present { 6.6(b). 

16. Proposed i 122.5 is a rephrasing of 
present 9 6.6(a). 

17. Proposed 9 122.6 would 
significantly revise the specific 
requirements for reproduction of 
Customs forms found in present 9 6ii(a). 

Subpart B—International Airports 

1. Proposed 9 122.11(a) would 
rephrase present 9 6.12(a), (b) and (d). 

2. Proposed 9 122.11(b) is a rephrasing 
of present 9 6.12(c). 


3. Proposed 9 122.1 l(c} is a rephrasing 
of present 9 6.12(e). 

4. Proposed 9 122.12(a) is a 
restatement of present 9 6.12(f)> 

5. Proposed 9 122.12(b) is a 
restatement of present 9 6.12(g). 

6. Proposed 9 122.12(c) is a 
restatement of present 9 6.12(h). 

7. Proposed 9 122.12(d) is a 
restatement of present 9 6.12(i) with 
deletion of the reference to "Ai^a.** 

6. Proposed 9 122.12 is unchanged 
from present 9 6.13. 

Subpart C—-Private Aircraft 

1. Proposed 9 122^1 is new and would 
make the subpart applicable to all 
private aircraft. 

2. Proposed 9 122.22 would make the 
landing requirements in proposed 

9 122.31 applicable to private aircraft 

3. Proposed 9 122.23(a) is new and is 
based upon definitions found in the 
Department of Transportation 
regulations relating to exemptions for air 
taxi operations (14 CFR Part 298). 

4. Proposed 9 122.23(b), (c), (d), and (e) 
is a restatement of present 9 6.14(a). 

5. Proposed 9 122.23(f) is new and 
would state that the final responsibility 
for giving adequate advance notice of 
arrival is that of the aircraft commander. 

6. Proposed 9 122.24(a) and (b) is a 
restatement of present 9 6.14(b) and (g). 

7. Proposed 9 122.25(a), (b). (c) and (d) 
is a restatement of present 9 6.14(f). 

8. Proposed 9 122.26 is new and would 
exempt private aircraft from entry and 
clearance reouirements. 

9. Proposed 9 122.27 partially is new 
and partially a restatement of present 
9 148.5. It would set forth the 
documentation necessary for declaring 
baggage and cargo upon arrival of a 
private aircraft as well as 
documentation and requirements for 
departing with certain careo not for hire. 

10. Proposed 9 122.28 is based upon 
present 9 148.32 and relates to a U.S. 
resident returning a private aircraft to 
the U.S. which has been taken abroad 
for non-€X)mmercial purposes. 

11. Proposed 9 122.29 is new and 
would set forth the changes and 
procedures relating to overtime services 
rendered by Customs in connection with 
an arriving private aircraft. The 
proposed section is based in part upon 
present 9 24.16. 

12. Proposed 9 122.30 is based upon 
present 99 6.10 and 6.11, and would list 
other regulatory requirements applying 
to private aircraft. 

Subpart D—Landing Requirements 

1. Proposed 9 122.31(a) contains a 
complete rewording and restructuring of 
present 9 6.2(b)(1). and would set forth 
reporting requirements for all non- 


excepted aircraft arriving from outside 
the U.S. Exceptions would appear in 
proposed 9 122,31 (b). 

2. Proposed 9 122.31(b) is based upon 
present 9 6.2(b)(3). 

3. Proposed 9 122.31 (b)(]) is based 
upon present 9 6.2(b)(1). and would set 
forth the procedures for giving notice of 
arrival and would permit reporting by 
radio or other means. 

4. Proposed 9 122,31(c)(2) is based 
upon present 9 6.2(b)(2). 

5. Proposed 9 12221(d) is based upon 
present 9 6.2(b)(4). 

6. Proposed 9 122.31(e) is based upon 
present 9 6.2(b)(5). 

7. Proposed 9 122.31(f) is based upon 
the second sentence of present 

9 6.2|b)(l). 

8. Proposed 9 122.31(g) is based upon 
present 9 6.2(b)(1), and names the 
aircraft commander as the person 
responsible for providing adequate 
advance notice of arrival 

9. Proposed 9 122.32 is based upon the 
first sentence of present 9 6.2(a). 

10. Proposed 9 122.33 is based upon 
the second sentence of present 9 62(a). 
The proposed revision adds reference to 
two other sections relating to alternative 
landing sites. 

11. Proposed 9 122.34 is based upon 
the lust three sentences of present 

9 62(a). 

12. Proposed 9 122.35 is based upon 
present 9 6.2(h). 

13. Proposed 9 122.36 is based upon 
present 9 6.2(b)(6). 

14. Proposed 9 122.37 is based upon 
present 9 6.2(h). 

15. Proposed 9 122.38(a) is based upon 
the first sentence of present 9 6.2 (c) and 
(f), and includes the purpose for a permit 
or special license. 

16. Proposed 9 122.36(b) is based upon 
current 9 6,2 (e) and (f)* and includes the 
instructions for applying for a permit or 
special license. 

17. Proposed 9 122.38(c) is based upon 
present 9 6.2(g). 

18. Proposed 9 122.30(d) is based upon 
present 9 6.2 (e) and (f). and provides 
e.xccptions for the need to obtain a 
permit or special license for each arrival 
or departure. 

19. Proposed 9 122.38(e) is based upon 
the second sentence of present 9 

and the first sentence of present 9 8.2(f). 

20. Proposed 9 122.38(f) is based upon 
present 9 6.2 (e) and (f). 

21. Proposed 9 122.38(g) is new and is 
based upon Customs Circular INS-2-EV, 
dated 12/14/61, and provides the 
procedure for requesting automatic 
renewal of permits and special licenses 
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Subpart E—Aircraft Entry and Entry 
Documents 

1. Proposed § 122.41 is based upon 
present §S 6.3(a), 6.4 (a) and (b). and 
6,9(c). 

2. Proposed § 122.42 (a) and (b) is 
based upon present $$ 6.3(b) and 6.4(c). 

Note.—Much of the remainder of Subparl E 
it bated upon present { 6.7. It covers all of 
(he various forms required for entr)'. Tlic 
proposed revision is structured so that each 
required form it treated in a separate section. 

3. Proposed § 122.43 (a) and (c) is 
based upon pre.scnt § 6.7 (a) and (b). 

4. Proposed ( 122.43(b) is based upon 
Customs Circular A1R-4-ICS. dated 1/ 
24/66, and would permit entry upon 
presentation of an air cargo manifest in 
lieu of a general declaration. 

5. Proposed $ 122.44 is new and is 
based upon Customs Circular BAG-3- 
CO (AIR-4-AIR), 8/9/65. It states that 
aircraft crew^members arriving from a 
foreign area must file a crew baggage 
declaration as provided in Subpart G, 
Part 148, Customs Regulations (19 CFP 
Part 148). 

6. Proposed § 122.45 is based upon 
present 9 6.7(b)(1) and would substitute 
“crew list” for ‘'crew manifest”. 

7. Proposed 9 122.45(d) is based upon 
Customs Circular BAG-3-CO. 8/9/65. 
and sets forth requirements for 
crewmembers reluming as passengers. 

8. Proposed 9 122.46(a) is based upon 
the last sentence of present 9 6.7(b)|2). 
The qualifying phrase "for any aircraft 
required to enter by 9 122.41” is added. 

9. Proposed 9 122.46(b) is based upon 
the last sentence of present 9 6.7(b)(2). 
as well as Customs Circular AIR-4-1CS. 
dated 1/24/68. llie proposed section 
includes cross-reference to Subpart G. 
Part 148, Customs Regulations (19 CFR 
Part 148). 

10. Proposed 9 122.46(c) is based upon 
the second and third sentences of 
present 9 6.7(b)(2). The reference to 

attached list” is replaced by "crew 
purchase list." 

11. Proposed 9 122.47(a) is based upon 
present 9 6.7((). 

12. Propos^ 9 122.47(b) is based upon 
present 9 67(f). 

13. Proposed 9 122.47(c)(1) is based 
upon present 9 67(b)(3)(v), 

14. Proposed 122.47(c)(2) is based 
upon present 9 6.7(b)(3) (v) ond (vi). and 
includes major changes. The proposal 
specifics that "other domestic supplies" 
may be omitted from the stores list 
when an appropriate statement appears 
on the manifest or stores list. Further, 
the present statement “Aircraft of 
scheduled airline" is deleted, thus being 
mnde applicable to all aircraft required 
to enter. 


15. Proposed 9 122.47(d) is based upon 
present 9 6.7(f). 

Note.— Proposed § 122.48 is taken from 
present 9 67(bH3)- Subparagraphs (v) and (vi) 
are included in proposed 9 122.47(c). 

16. Proposed 9 122.48(a) is based upon 
present 9 6.7(b)(3), and the phrase "for 
any aircraft required to enter under 

9 122.41” is added for clarification. 

17. Proposed 9 122.4B(b) is based upon 
present 9 6.7(b)(3). There is no 
substantive change except as concerns 
the requirement (hat company mail be 
listed on the cargo manifest. 

18. Proposed 9 122.46(c)(1) is based 
upon present 9 6.7(b)(3)(i). 

19. Proposed 9 122.48(c)(2) is based 
upon present 9 6.7(b)(3)(ii). 

20. Proposed 9 122.4d(c)(3) is based 
upon present 9 6.7(b](3)(iii). with the 
words "duty free” inserted for clarity. 

21. Proposed 9 122.46(d) is based upon 
present 9 6.7(b)(3)(vii), as amended by 
T.D. 84-128. published in the Federal 
Register on June 4.1984 (49 FR 23038). 

22. Proposed 9 122.4d[e) is new and is 
based upon Customs Circular AJR-7-IE1. 
dated 1/31/72. This section deals with 
accompanied baggage in transit. 

23. Exposed 9 122.49(a) is based upon 
present 9 67(h) (1) and (2). 

24. Proposed 9 122.49(b) is based upon 
present 9 67(h) (1) and (3). as well as 

9 4.12(a). The present sections were 
combined and put in outline form, 
making it unnecessary to continually 
refer back to Part 4. Customs 
Regulations (19 CFR Part 4), to check the 
applicability of the vessel regulations to 
aircraft 

25. Proposed paragraphs (c), (d), (e), 
and (f) of 9 122.49 are based upon 
present 9S 6.7(h) and 4.12. The 
comments relating to proposed 

9 122.49(b) apply to these paragraphs as 
well. 

Note.—All reference to the applicability of 
the vessel repair statute (19 U.S.C 1466) to 
repairs made to aircraft currently reflected in 
9 67(d) and (et are deleted in proposed Part 
122 due to enactment of the Trade 
Agreements Act of 1979 (Title 6, Pub, L 96- 
39) which relieved aircraft from the duty 
provisions of 19 U.S.C 1466. 

Suhpart F^Permit To Proceed 

1. Proposed 9 122.51 is based upon 
present 9 6.2(d)(3). The word "civil” is 
deleted ond the phrase "passengers 
carried for hire or merchandise" is 
replaced by the word "commercial." 

2. Proposed 9 122.52(a) is based upon 
present 9 6.2(d)(3). The word "civil" is 
deleted, and the term "commercial 
aircraft" replaces the term 
"international traffic." 

3. Proposed 9 122.52(b) is based upon 
present 9 6.2(d)(3). 


4. Proposed 9 122.52(c) is based upon 
the last two sentences of present 

9 6.2(d)(3). The term "international 
traffic" has been changed to 
"commercial aircraft" 

5. Proposed 9 12Z52(d) is based upon 
present 9 6.2(d)(3)(ii). footnote 1. and 
upon T.D. 55603(1). dated 3/4/60. 

6. Proposed 9 122.53 is new and is 
based upon the Federal Aviation 
Administration regulations (14 CFR 
121.153). 

7. Proposed 9 122.54(a) and (b) is 
based upon present 9 6.2(d)(1). The term 
"or agent" is added to paragraph (b). 
and necessary information is listed for 
inclusion on Customs Form 7507 (Permit 
to Proceed). 

6. Proposed 9 122.54(c) is based upon 
present 9 67(d)(1). 

9. Proposed 9 122.54 (d). (o). and (f) Is 
based upon present 9 6.2(d)(1). 

10. Proposed 9 122.54(g) is based upon 
present 9 6.2(d)(2). 

Subpart G—Clearance of Aircraft and 
Permission To Depart 

1. Proposed 9 122.61(a) is based upon 
present 9 6.3(c). and includes a general 
statement covering all aircraft except 
public and private. 

2. Proposed 9 122.62 (a), (b). and (c) is 
based upon the third, fourth, and fifth 
sentences of present 9 6.3(c), and names 
those aircraft not otherwise required to 
clear. 

3. Proposed 9 122.63(a) is based upon 
present 9 6.5(c). and the term 
"authorized person” is changed to 
"agent” as defined in proposed 

9 122.2(c). 

4. Proposed 9 122.63(b) is based upon 
present 9 6.5(c). 

5. Proposed 9 122.64 is based opon 
present 9 67(d), and Is basically a 
restatement of proposed 9 122.63 (a) and 
(b), but deals with aircraft not using 
procedure outlined therein. 

6. Proposed 9 122.65 is new and would 
provide a specific time limit within 
which cleared aircraft must depart. 

Subpart H—Documents Required in 
Clearance and Permission To Depart 

1. Proposed 9 122.71 is based upon 
present 9 6.8(a) and rephrases the 
telephonic clearance procedures, added 
to the regulations by T.D. 82-92 
published in the Federal Register on 
May 14.1982 (47 FR 20750). 

2. Proposed 9 122.72 is based upon 
present 9 6.8(a). 

3. Proposed 9 122,73 is based upon 
present 9 6.8(b) and T.D. 82-92. and 
deals with the form and preparation of 
air cargo manifests. 

4. Proposed 9 122,74(a) is based upon 
present 9 6.6(a) and the regulations of 
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the Bureau of The Census (IS CFR 
30^). The term **Custoins officer in 
charge** is changed to **di8trict director.** 

5. Proposed ( 122.74(b) is based upon 
present { 6.a(a). The term *‘Custoin8 
officer in charge** is changed to ‘‘district 
director.’‘ 

6. Proposed { 122.74(c) is based upon 
present { 6.B(a) and 15 CFR 30.24(a). 

7. Proposed i 122.74(c)(1) is based 
upon present { 6.B(a) and 15 CFR 
30.24(a). and deals with shipments to 
foreign countries. 

8. Proposed { 122.74(c)(2) is based 
upon present { aa(e) and 15 CFR 
30.24(a)(1). and deals with shipments to 
and from Puerto Rico. 

9. Proposed S 122.74(c)(3) is based 
upon present S 0.8(a) and 15 CFR 
30.24(a)(1). and deals with shipments to 
U.S. possessions. 

10. Proposed S 122.74(d) is based upon 
present { 8.8(e]. The phrase "or all 
required cargo documents will be filed 
within the 7^ay bond period" is added. 

11. Proposed { 122.7^a) (1) and (2) is 
based upon present { 8.8(e) and 15 CFR 
30.21(b). and deals with the contents of 
a complete air cargo manifest 

12. Proposed 9 122.75(b) is based upon 
the third and fourth sentences of present 
9 6.8(e). 

13. P^posed 9 122.76 is based upon 
present 9 68(a) and 15 CFR 30.1, and 
sets forth the requirements for Shipper's 
Export Declarations. 

14. Proposed 9 122.77 is based upon 
present 9 6.8(d). 

15. Proposed 9 122.78 is based upon 
present 9 6.8(c). The phrase "caigo 
manifest" replaces "outward manifest" 

16. Proposed 9 122.79(a) is based upon 
present 99 6.5(b) and 6.3(c}, and deals 
with shipments to U.S. possessions, 
other then Puerto Rica 

17. Proposed 9 122.79(b) is based upon 
present 99 6.5(b) and 6.3(c), and deals 
%vith manifest requirements on direct 
flights to Puerto ^co. 

16. Proposed 9 122.80 is based upon 
present 9 6.6(e). and deals with 
verification by Customs of statements 
made on shipping records. 

Suhport I^Residue Cargo Procedures 

1. Proposed 9 122 81 is based upon 
present 9 8.9(a). 

2. Proposed 9 122.82 Is based upon the 
present 99 6.9(a). 4.65(8). 113.13a (a) and 
(b). and 113.61, and details the bond 
requirement for aircraft seeking a permit 
to proceed while carrying residue cargo. 

3. Proposed 9 122.83(a) is based upon 
present 9 6.9(b). footnote 6. The term 
"area" is deleted, and the phrase "an 
authorized person" is replaced by the 
word "agent." 

4. Proposed 9 12283(b) is based upon 
present 9 6.9(b). and includes a 


provision for crew purchases and stores 
lists, as well as alternate procedures for 
unlisted items. 

5. Proposed 9 122.83(c) is based upon 
present 9 8.9(b). The clarifying phrase 
‘‘An abstract general declaration and 
manifest need not be filed at the last 
domestic port of discharge" is added. 

6. Proposed 9 12283(d) is based upon 
present 9 8.9(b), and relates to the 
contents of a permit to proceed. The 
word "agent" replaces the phrase 
"authorized person", and the phrase 
"Customs officer in charge" replaces 
"appropriate Customs officer." 

7. Proposed 9 12283(e) is based upon 
present 9 6.9. and includes a 
reproduction of Customs Form 7512-C 
Permit to Proceed- 

8. Proposed 9 122.83(f) is based upon 
present 9 8,9(b). The phrase ‘"The 
documents presented by the aircraft 
commander or authorized person when 
applying for clearance shall be delivered 
to the aircraft commander" is replaced 
by ". . . must be delivered to aircraft 
commander or agent," The word "agent" 
replaces the phrase "authorized person." 

9. Proposed 9 122.84 (a) and (b) is 
based upon present 9 6.9(c). 

10. Proposed 9 122.84(c) is based upon 
present 9 6.9(c). The proposal provides 
that declarations are to be detached by 
Customs. 

11. Proposed 9 122.84(d) is based upon 
present 9 6.9(c). and deals with 
departure from an intermediate airport. 

12. Proposed 9 122.85 is based upon 
present 9 88(d). It deals with arrival at 
the final airport 

13. Proposed 9 122.86 is new and is 
based upon Customs Circular A1R-7-EV, 
dated 11/23/59. It deals with the 
substitution of aircraft under the residue 
cargo procedures. 

14. ^oposed 9 12287 is based upon 
9 6.9(eJ. 

Subpart J~^TronsportoUon in Bond and 
Merchandise in Transit 

1. Proposed 9 122.91 is based upon 
present 9 6.15(a). 

2. Proposed 9 122.92(a) and (b) is 
based upon present 9 6.15(b)(1) and (2). 

3. Proposed 9 122 92(c) is based upon 
present 9 6.15(b)(3). 

4. Proposed 9 122.92(d] is based upon 
present 9 6.15(b)(4). 

5. Proposed 9 122.92(c) is based upon 
present 9 6.15(b)(5). and the phrase 
"aircraft of the same tine" is changed to 
"aircraft of the same airline". 

6. Proposed 9 122.92(f) is based upon 
the first sentence of present 9 6.15(b)(6). 

7. Proposed 9 122.92(g) is based upon 
second sentence of present 9 6.15(bi(e). 

8. Proposed 9 122.93(a) is based upon 
present 9 8.15(c) The word "port" is 
changed to "airport**, the phrase 


"authorized person" is replaced by the 
word "agent**, and reference to 
appropriate Customs forms in inserted. 

9. Proposed 9 122.93(b) is based upon 
present 9 6.15. 

10. Proposed 9 122.94(a) is based upon 
present 9 6.16. 

11. Proposed 9 122.94(b) is based upon 
present 9 6.16. and the phrase 
''authorized person" is replaced by the 
word "agent. 

12. Proposed 9 122.95 is based upon 
footnote 9 of present 9 6.15(a). 

Subpari K^Accompanied Baggage in 
Transit 

1. Proposed 9 122.101 and 122.102 are 
new and are based upon Customs 
Circular AIR-7-IE1. dated 1/31/72. 

These sections deal with entry and 
inspecdon of accompanied baggage in 
transit. 

Subpart L—Transit Air Cargo Manifest 
(TACMJ Procedures 

1. Proposed 9 122.111 is based upon 
present 9 6.17. 

2. Proposed 9 122.112(a). (b) and (c) is 
based upon the definition portion of 
present 9 6.17. 

3. Proposed 9 122.112(d) is based upon 
present 9 6.18(a), and defines the use of 
the transit air cargo manifest, 

4. Proposed 9 122.113 is based upon 
present 9 6.18(a), and discusses the form 
for transit air cargo manifest procedures. 

5. Proposed 9 122.114(a) is based upon 
last sentence of present 9 6.18(a), and 
Customs Circular AIR-7-EV. dated 5/8/ 
62. 

6. Proposed 9 122.114(b) is based upon 
the first sentence of present 9 6.18(b). 

7. Proposed 9 122.114(b)(2) is based 
upon the second sentence of present 
9 6.18(b). 

8. Proposed 9 122.114(c) is based upon 
present 9 8.18(d). 

9. Proposed 9 122.114(d) is based upon 
present 9 0.18(f), and deals with the 
number of manifest copies required. 

10. Proposed 9 122.114(e) is based 
upon present 9 8.18(e) and deals with 
corrections to the route shown on the 
original manifest. 

11. Proposed 9 122.115 is based upon 
present 9 8.18(e) and Customs Circular 
AIR-7-EV. dated 5/0/62. The section 
deals with labeling of cargo. 

12. Proposed 9 122.116 is based upon 
present 9 6.19. 

13. Proposed S 122.117(iiMl) is based 
upon ihe first sentence of present 

S e.20(c). 

14. Proposed I 122.117(b)( 2) is based 
upon the second sentence of present 

9 6.20(c). 

15. Proposed 9 122.117(b) is based 
upon present 9 6.20(b) and (d). 








Federal Register / VoL 50, No. 144 / Friday, July 26. 1965 / Proposed Rules 


30459 


16. Proposed S 122.117(c)(1) is based 
upon present § 6.20(c) and deals with 
responsibility for direct exportation of 
transit air cargo. 

17. Proposed i 122.117(c| Is based 
upon the fourth sentence of present 
S 6.20(c). 

18. Proposed § 122.117(c)(3) is based 
upon the last sentence of present 

$ 6.20(c). 

19. Proposed i 122.117(d) is based 
upon present § 6.20(c) and deals with 
receipts for split shipments. 

20. Proposed S 122.118(a) is based 
upon present { 6.24(a). All material in 
\he present section following the phrase 

the United States** is deleted and the 
words **under this section" are added. 

21. Proposed § 122.1 ia(b) is based 
upon present § 6.21(c). 

22. Proposed i 12Z.18(c) is based upon 
present §6.24 (b) and (c). 

23. Proposed S 122.1ia(d) is based 
upon present § 6.24(g) with the phrase 
**alr carrier" being replaced by the word 
"airiine.** 

24. Proposed $ 122.118(f) is based 
upon Customs Circular AIR-7-CO, 
dated 3/17/65. It concerns the 
exportation of post^entered air cargo. 

25. Proposed $ 122.118(g) is based 
upon present $ 6.24(d). 

26. Proposed S 12ill9(a) is based 
upon present { 6.22(a). 

27. Proposed § 122.119(b) is based 
upon present } 6.21(a). 

28. Proposed { 122.119(c) is based 
upon present { 6.22(a) and Customs 
Circular TRA-l-IMS, dated 7/15/68. 

29. Proposed $ 122.119(d) (1) and (2) is 
based upon present § 6.22 (c) and (d). 
and deals with failure to deliver transit 
air cargo in a timely fashion. 

30. Proposed § 122.119(e). is based 
upon present § 6.22(a) and deals with 
the transfer of cargo between carriers. 

31. Proposed S 122.120(a) is based 
upon present { 6.23(a) and establishes 
the authority for transporting cargo to 
another port for exportation. 

a2. Proposed S 122.120(b)(1) is based 
upon the first sentence of present 
§ 6.23(a]. The phrase *'may be" is 
changed to "shall.** 

33. Imposed § 122.120(b)(2) is based 
upon the second sentence of present 

5 6.23(c). The phrase **when the goods 
are ready for lading*’ is replaced by the 
phrase when transit air cargo is ready 
for lading." 

34. Proposed { 122.120(c) is based 
upon present { 6.21(b). and deals with 
tnc time limit for delivery of transit air 
cargo for exportation. 

35. Proposed § 122.120(d) is based 
upon present § 6.23 and sets forth new 

for using Customs Form 


36. Proposed § 122.120(e) is based 
upon present { 6.23(b) and details the 
requirements for presentation of the 
carrier manifest copy. 

37. Proposed 1122.120(0 is based 
upon the first sentence of present 

§ 6.23(c). 

3a Proposed { 122.120(g) is based 
upon present { 6.23(e). 

39. Proposed S 122.120(h) is based 
upon present § 6.23(d). The phrase 
**the5e documents (including the 
clearance copies of transit air cargo 
manifest)" is replaced by the phrase 
'*the exportation and clearance copies of 
transit air cargo manifests." 

40. Proposed { 122.120(i) is based 
upon present § 6.23(h). 

41. Proposed S 122.120(i) is based 
upon present § 6.23(h) and deals with 
cargo laden on more than one aircraft of 
the same airline. 

42. Proposed 1122.120(k) is based 
upon present § 6.23(g). 

Subpart M--^Aircrvft Liquor Kits 

Note.— Proposed (S 122.131 through 
122.137, the aircraft liquor kit provisions, do 
not appear in Part 6. Customs Regulotions. 
The procedures outllend In the proposed 
subpart are of general applicability and 
appear by virtue of the requirements of Pub. 

L 89*487 (5 U.S.C. 1002). Tlie subpart is based 
upon Customs Circular AIR-7~AIR. dated 6/ 
16/64. 

Subpart J^FIigbts to and From the U.S. 
Virgin Islands 

1. Proposed ( 122.141 is a new 
definition section, inserted to help 
clarify the subpart. 

2. Proposed i 122.142 is based upon 
present { 6.25(a). 

3. Proposed S 122.143 is based upon * 
present § 6.25(b). 

4. Proposed § 122.144(a)(1] is based 
upon present § a25(c)(l]. 

5. Proposed § 122.144(a)(2] is based 
upon present $ 6.25(c)(2). 

6. Proposed 1 122.144(b] is based upon 
present $ 6.25(c)(3). 

7. Proposed § 122.144(c) is based upon 
present { 6.25(c)(4). 

8. Proposed i 122.144(d] is based upon 
present § 6.25(cft5). 

9. Proposed S 122.144(d)(1) is based 
upon present I 6.25(c)(5)(i). 

10. Proposed § 122.144(d) (2), (3). and 
(4) is based upon present § 6.25(c)(5)(ii). 

Subpart 0--PubIic Aircraft 

1. Proposed { 122.151 is new and is 
based upon present { 4.5, government 
vessels. 

Subpart P^Penalties 

1. Proposed § 122.161 is based upon 
present S 6.10. 

2. Proposed S 122.162 is based upon 
present S 6.7(h). 


3. Proposed § 122.163 is based upon 
present } 6.22(e). 

4. Proposed § 122.164 is based upon 
present § 6.23(g). 

5. Proposed $ 122.165 is new and is 
based upon Customs Circular AIR-4-CR. 
date 11/12/72. It concerns the Air 
Cabotage statute, 49 U.S.C. 1508(b). 
use, 1508(b). 

Editorial Changes 

Throughout the revision, numerous 
editorial changes have been made to 
clarify and simplify the language 
contained In the present air commerce 
regulations in Part 6. 

Comments 

Before adopting this proposal, 
consideration will be given to any 
written comments timely submitted to 
Customs. Comments submitted will be 
available for public inspection in 
accordance with the Freedom of 
Information Act (5 U.S.C. 552). } 1.6. 
Treasury Department Regulations (31 
CFR 1.6), and § 103.11(b), Customs 
Regulations (19 CFR 103.11(b)), on 
regular business days between the hours 
of 9:00 a.m. and 4:30 p.m. at the 
Regulations Control Branch. Room 2426, 
Customs Headquarters. 1301 
Constitution Avenue. NW., Washington, 
D.C. 20229. 

Regulatory Flexibility Act 

Pursuant to the provisions of section 
606(b) of the Regulatory Flexibility Act 
(Pub. L 96-^. 5 U.S.C 601. et seq ), it is 
certified that this proposed revision will 
not have a significant economic impact 
on a substantial number of small 
entities. Accordingly, it is not subject to 
the regulatory analysis or other 
requirements of 5 U.S.C. 603 and 604. 

Executive Order 12291 

This document does not meet the 
criteria for a "major rule** as specified in 
section 1(b) ofEO. 12291. Accordingly, 
no regulatory impact analysis has been 
prepared. 

Paperwork Reduction Act 

This document is subject to section 
3504(h) of the Paperwork Reduction Act 
of 1980, Pub. L 96-511. Public comments 
relating to the information collection 
aspects of the proposal should be 
addressed to the O^ice of Management 
and Budget and to Customs at the 
addresses set forth in the ADDRF.SS 
portion of this document 

Drafting Information 

The principal author of this document 
was Larry L. Burton. Regulations Control 
Branch, O^ce of Regulatiuns and 
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Rulings, Customs Headquarters. 
However, personnel from other Customs 
offices participated In its development. 

List of SubjecU in 19 CFR Part 122 

Air carriers, Air transportation. 
Aircraft, Airports, Cuba. Freight. 

part e-AIR COMMERCE 
REGULATIOKS [REMOVED) 

It is proposed to amend Chapter I of 
title 19. C^e of Federal Regulations^ by 
removing Part ft (19 CFR Part 8). 

It is proposed to further amend 
Chapter 1 of title 19. Code of Federal 
Regulations, by adding a new part. Part 
122, to read as folows: 

PART 122—AIR COMMERCE 
REGULATIONS 

Subpart A— Scopa and Qanaral Oaflnltiona 
and Provisioos 

122.1 Scop,. 

1222 General dennilions. 

122.3 Other Cut toms laws and regulations. 

122.4 Availability of forma. 

122.5 English language required. 

122.8 Reproduction of Customi forma. 

Subpart B—Intamationai Airports 

122.11 Designation as internationaJ airport 

122.12 Operation of International airports. 

122.13 Lilt of International airports. 

Subprt C—Prtvata Aircrmit 

12221 Application. 

12222 Notice of arrival 

12223 Special reporting requirements for 
private aircran arriving from areas south 
of the U.S 

12224 Landing requiremenU. 

12225 Exemption from spedal landing 
requirements. 

122.26 Entry and clearance. 

12227 Documents required. 

12228 Private aircraft taken abroad by U.S. 
residents. 

122.29 Overtime serv ices. 

122.30 Other Customs laws and regulations. 

Subpart D—Landing Raquirefnents 

122.31 Notice of arrival 
12232 Aircraft required to land. 

122.33 Place of first landing. 

122.34 Landing righla airport 

122.35 Emergency or forced landing. 

122.36 Responsibility of aircraft 
commander. 

12237 Predeared aircraft. 

12236 Permit and spedal license to unlade 
and lade. 

Subpart E—Aircraft Entry and Entry 
Documents 

122.41 Aircraft required to enter. 

122-42 Aircraft entry. 

12243 General declaration. 

122.44 Crew baggage declaration. 

122.45 Crewbst. 

12246 Crew purchase list 
122.47 Stores list 
12248 Air cargo manifest. 


12249 Correction of air cargo manifest 

Subpart F—ParmH to Procssd 

122.51 Aircraft of domestic origin registered 
in the US. 

12252 Aircraft of foreign origin registared in 
the U S. 

12253 Aircraft of foreign registry chartered 
or leased to U.S. air carriers. 

12254 Aircraft of foreign registry. 

Subpart G—Ctssrsnes of Aircraft and 
Parmlsalon to Dapart 

122.81 Aircraft required to dear. 

12262 Airaraft not otherwise required to 
clear. 

12263 Scheduled airlines. 

12264 Other aircraft 

12265 Failure to depart 

Subpart H—Oocumanta Required for 
Clearanca and Parmlaaion To Depart 

122.71 Aircraft departing with no 
commercial export cargo. 

12272 Aircraft departing with commercial 
export cargo. 

12273 Air cargo manifost. 

12274 Incomplete (pro forma) manifest 

12275 Complete manifest. 

12278 Shipper's Export Dedarations and 
inspection oertiftcafes. 

12277 Clearance certificate. 

12278 Entry or withdrawal for exportation 
or for transportation and exportation. 

12279 Shipments to U.S. possessions. 

12200 Verification of statement. 

Subpart I—Residua Cargo Procadurea 

122.61 Applies don. 

12262 Bond requirements. 

12283 Forms required. 

12284 Intermediate airport 
122 85 Final airport 

122.88 Substitution of atrersft. 

12287 Other statutes. 

Subpart J—Transportation In Bond and 
Marchandiaa In Transit 

12291 Application. 

12262 Procedure st port of origla 

12263 Procedure at destination or 
exportation airport, 

12294 Certincate landing for exportation. 
12265 Other provisions. 

Subpart K—Accompanied Baggage In 
Transit 

122101 Entry of accompanied baggage. 
122102 Inspection of baggage in trsnsit. 

Subpart L—Trenait Air Cargo Menffeat 
(TACM) Proceduraa 

122.111 Application. 

122112 Definilions. 

122.113 Form for transit air cargo manifest 
(nocedures. 

122.114 Contents. 

122.115 Labeling of cargo. 

122110 Identification of manifest sheets. 

122.117 Requirements for transit air cargo 
transport 

122.118 Exportation from port of arrival 
122119 Transportation to another U6. port 
122120 Transportation to another port for 

exportation. 


Subpart M—Aircraft Liquor Rita 

122.131 Application. 

122132 Sealing of aircraft liquor kits. 

122.133 Stores list required on arrival. 

122.134 When airline does not have In-bond 
liquor storeroom. 

122.135 When airline does have in-bond 
Uquor storeroom. 

122136 Outgoing stores hit. 

122.137 Certificate of use. 

Subpart N—Fllghta to and From tfta U.8. 
Virgin lelanda 

122.141 Definitions. 

122.142 Flights between the Virgin Islands 
and a foreign area. 

122143 Flighia from the VS. to the Virgin 
blsnda. 

122144 Flights from the Virgin Islands to the 
U.S. 

Subpart O—Public Aircraft 

122151 Public aircraft of the U6. or foreign 
countries. 

Subpart P—Panatboi 

122161 In general 
122102 Failure to notify and explain 
differeacas in air cargo manifetI 
122.163 Transit air cargo traveling to U6. 
ports. 

122104 Transportation to another port for 
exportation. 

122165 Air cabotage. 

Authority: 5 US.C 301.19 U6.C 66,1624. 
1644.49 U.SC 1509. 

Subpart A—Scopa and General 
Definitions and Provisions 

{ 1221 Scopa. 

The regulations in ihJg part relate to 
the entry and clearance of aircraft, and 
the transportation of persons and cargo 
by aircraft, and are applicable to all air 
commerce. They do not apply to Guam, 
Midway, American Samoa, Wake, 
Kingman Reef, and Johnston Island and 
other insular possessions not specified 
herein. They do apply to the U.S. Virgin 
Islands as stated in subpart N 
(SS 122141-122.144). 

(1222 General dtfinltk>na 
The following definitions apply in this 
part, unless otherwise stated: 

(a) Aircraft An •’aircraft’* (s any 
device now known, or hereafter 
invented, used, or designed for 
navigation or flight In the air. 

(b) Aircraft commander. An •’aircraft 
commander” is any person serving on 
an aircraft who is in charge of has 
command of its operation and 
navigation. 

(c) Agent An ’’agent” is any person 
who is authorised to act for or in place 
of: 

(1) An owner or operator of a 
scheduled airline by written aulhonty. 
or 








Federal Register / Vol. 50. No. 144 / Friday. July 26. 1985 / Proposed Rules 


30461 


(2) An owner or operator of a non- 
scheduled airline* by power of attorney, 
the authority to act shall be in writing 
and satisfactory to the district director. 

(d) Commercial aircraft. A 
''commercial aircraft** ia any aircraft 
transporting passengers and/or cargo 
for some payment of other 
consideration, including money or 
services rendered. 

(e) International airport An 
"international airport" is any airport 
designated by: 

(1) The Secretary of the Treasury or 
the Commissioner of Customs as a port 
of entry for aircraft arriving in the U.S. 
from any place outside thereof and for 
the merchandise carried on such 
aircraft; 

(2) The Attorney General as a port of 
entry for aliens arriving on such aircraft; 
and 


(3) The Secretary of Health and 
I luman Services as a place for 
quarantine inspection. 

(f) Landing rights airport A "landing 
rights airport" is any airport, other than 
an inlemational airport, at which flights 
from a foreign area may be allowed to 
land. 


(g) Preclearance. "Preclearance" is 
the tentative examination and 
inspection of air travelers and their 
^^^g^ge, at the request of an airline, at 
foreign places where Customs personnel 
are stationed for that purpose. 
I'TDcIearance may be used only for 
passengOT and Ihetr baggage. 

(h) Private aircraft. A "private 
aircraft" is any aircraft engaged in a 
r>«wnal or business fli^l to or from the 
U S. which is not: 


(1) Carrying passengers and/or cargo 
for commercial purposes: 

(2) Uaving the U.S. In ballast lo lade 
passengers and/or cargo in a foreign 
area for commercial purposes; or 

(3) Returning to the U.S. in ballast 
after leaving with passengers and/or 
cargo for commercial purposes; 

(i) Public aircraft. A "public aircraft" 
is any aircraft owned by. or under the 
complete control of. the U.8.. its 
agencies or any foreign nation. This 
deflation applies if the aircraft ir 

11) Nfanned entirely by members of 
the armed forces or civil service of such 
Kovemment or by both: 

12) Transporting only properly of such 

P^^^gers traveling on 
^ ^tisjncss of sudi government: or 

|3) In ballast. 

(1) Residue cargo. "Residue cargo" U 
u”aircraft arriving 

® foreign area if the: 
rvoi .k delivery airport In the U.S. ia 
not the port of arrival: or 

(2) Cargo remains on board the 
iiircrafl and travels from port to port in 


the U.S.. for final delivery in a foreign 
area. * 

(k) Scheduled airline. A "scheduled 
airline" is any individual, partnership, 
corporation or association: 

(l) Engaged in air transportation 
under regidar schedules to, over, away 
from, or within the U.S.: and 

(2) Molding a Foreign Air Carrier 
Permit or a Certificate of Public 
Convenience and Necessity, issued by 
the Civil Aeronautics Board. 

(l) United StateSf the "U.S." means the 
teiritory of the several Stales, the 
District of Columbia, and Puerto Rico, 
including the territorial waters and 
overlj'ing airspace. 

(m) Place. The term "place", as used 
in this Part, means anywhere outside of 
the airspace of the United States. 

1122.3 Other Customs laws and 
regutatlons. 

Except as otherwise provided for in 
this part, and insofar as such lows and 
regulations are applicable, aircraft 
arriving or having arrived from any 
foreign port or place, and the persons 
and merchandise, including baggage, 
carried thereon, shall be subiect to the 
laws and regulations applicable to 
vessels arriving or having arrived from 
any foreign port or place, to the extent 
that such laws and regulations are 
administered by Customs. 

1122.4 AvaitabiUty of forms. 

The forms mentioned in this part may 
be purchased from the district Erector 
at a port of entry. A small number of 
each form is set aside by each district 
director for free distribution and official 
use. 

{ 122.5 English languags required. 

A translation in the English language 
shall be attached to the original and 
each copy of any form or document 
written in a foreign language. 

$ 122.6 Reproduction of Custome forma. 

(a) ^pec///cofio/is. The Customs forms 
mentioned in this part may be printed 
by private parties if the same size, 
wording, arrangement, style and size of 
type, and quality and color of paper arc 
used. 

(b) Exceptions. District directors may 
accept privately printed copies of the 
General Declaration (Customs Form 
7507] and air cargo manifest (Customs 
Form 7500) which are different from the 
official forms. The private forms shall 
include all information required on the 
official forms. The differences allowed 
arc: 

(1) General Declaration. Customs 
Form 7507 may be printed in several 
languages, so long as the form includes 
an English version. The instructions on 


the reverse side of the official form may 
be omitted 

(2) Air cargo manifest Customs Form 
7500 may be changed to allow for 
additional information used by the 
airline. 

Subpart B^lntematlonal Airports 

{ 122.11 Designalk>n as International 
airport 

(a) Procedure. International airports, 
as defined in } 122.2(e). will be 
designated after due investigation to 
establish the fact that a sufficient need 
exists in any particular district or area 
to justify such designation and to 
determine the airport best suited for 
such purpose. In each case, a specific 
airport will be chosen, rather than a 
general area or district. International 
airports wiU be publicly owned unless 
circumstances require otherwise. 

(b) Withdrawal of designation. The 
designation as an international airport 
may be withdrawn for any of the 
following reasons: 

(1) The amount of business clearing 
thrcugh the airport does not justify 
maintenance of inspection equipment 
and personnel; 

(2) Proper facilities are not provided 
or maintained by the airport; 

(3) The rules and regulations of the 
Federal Government are not followed; or 

(4) Some other location would be 
more useful. 

(c) Providing office space to the 
Federal Government ^ch international 
airport shall provide, without cost to the 
Federal Government, proper office and 
other space for the sole use of Federal 
officials working at the airport. A 
suitable paved loading area shall be 
supplied by each airport at a place 
convenient to the office space. The 
loading area shall be kept for the use of 
aircraft entering or clearing through the 
airport. 

S 122.12 Operation of International 
airports. 

(a) Entry, clearance and charges. 
International airports are open to all 
aircraft for entry and clearance at no 
charge. Charges may be made by the 
airport when commercial or private 
aircraft use the airport: 

(1) For taking on or discharging 
passengers or cargo; or 

(2) As a base for other commercial or 
private operations. 

(b) Servicing of aircraft when nn 
aircraft enters or clears through an 
international airport. It shall ^ 
promptly serviced by airport personnel 
solely on the basis of order of arrival or 
readiness for departure. Servicing 
charges shall not be greater than the 







30462 


Federal Register / Vol. 50. No. 144 / Friday. July 20, 1985 / Proposed Rules 


schedule of charges in effect at the 
airport in question. A copy of the 
schedule of charges shall be posted in a 
prominent place at the offices of Federal 
agencies at the airport. 

(c) Federal A viation Administration 
rules. Intematonal airports shall follow 
and enforce any requirements for airport 
operations, including airport rules, that 
are set out by the F^cral Aviation 
Administration. 

(d) Additional requirements. 
Additional requirements may be put into 
effect at a particular airport as the needs 
of the district served by the airport 
demand. 

$122.13 List of intsfnational airports. 

The following is a list of international 
airports of entry designated by the 
Secretary of the Treasury without time 
limit. 


Lx)c«m 


AM)n, ONo - 

NY-. 

BaudMlt. 
e«Sngh«m. WmK 

OfOwminit. T«l. 

Burtngiton. VI 
C*^9M)co,Cam 
C«rtbouL 
CNeago. a 
Qd»»itrxl. ONo 

cm Banii. Moni 
Oti nio. 
0«*o«.MK:h 
□••r«l.Mich _ 

DoiV>M. Arez 


Mm 


, Akron Murvpotl A<rpod 
' Aftont County Akpon. 

I Boudecio Mimiionol A«port 
— . < 0 i f> gNM « miiimtsonal Awporl 
O rooif^^ Iwfnnk o nal Akpoft 
... Biklmglon tnlomoMnAi Airport 
_ ^ CtAtficO mnwokonol Akport 
. CflTbou Munaciptt Akpon 
k /khtmt AjrpoH 

CloMland Hopk«« mttmMionii 
Atfport 

Cm Bonk Aoport 

_ Dot tnNfnrtorW A«pon 

Dolroil cay Akport 
Ookoil Motr o p io ka n W«yno 
County Akporl 

B oboo-Ooug i g i kktmkbortgl Ak- 


(XAiev Minn 
DuMb. Mono 
Imgh Taa. 

O PMa Ta« 

Fon UudrdMt. Fla 


OiAAh kOgm g ttonai Aapon 
Sity liadwr Adrport 
Ea^ Paaa Mkmpai Aapon 
E> Pato imam ak onal Aapon 
Fort laudwdMk nowyaoco miar- 
ngsonai Aapon 


Fndgy Hgfpgr, WgaA 
OrgndFork«.NOak 
&ggi|Fgka Mont ^ 

Havra. Mom _ 

HouSon. Mkk^ 

WAWTVQQnvl wmWX. 

Amau. Alaaka^ . 


Fntey Harbor Sa a plg na Baao 
Grand Forkt inUmgOongt Agport 
Graal Fali Mtar n giongl Aaport 
Ha«ra GNyCotfdy kapon 
Houbon ktigma a onm Aapon 
Fggg intgmgftiongi Akport 
Akiagu Mumopm Affpon 


Junagu. Aiaika . 
kMchAan. Aigaag 
Kay Waal Fig 
Larado, 79*. 
Maaim. NY 
McAian, Tat 
Mimtm Fta . 
Miami.Ra 
Minol NOak 
NogiAgA Anr 
Ogdaraburg, N t 
O gdaraburg. N Y 
OcMik. WMh 
Oro««a. Wggh 
Parm^rm. N Oak 
Portal N.Oak. 

Pod Hikon. Men 


j Jikwau Harbor Baaplgna Baaai 
KaicfMkan Harbor S aaplana Baaa 
i Kay Waal mianvuionat Akpod 
, Larado iniamaaonal Aapon 
I Hcbardi FiakS 
i USar miamaionai Aaport 
I Oktk Saaplana Saaa 
: Unm kaamako n ai Akport 
{ Onoi imamabonal Arport 
I Nogalat koamabor^ Aapon 
: Ogdar^aburg Harbor 
Ogadmgurg imamaaonai Aapon 
: Oorcb^ Scon Akpon 
' OoroP^ Soon Saaplana Baaa 
: Pambna Muraopal Aapon 
Portal lAmcgyai Aapon 
St Qfli Co^ tmarnabonat Aa 
port 


Port Townaand. Wa*b 


JaPmaon County mian^iionai Ak 


port 

PAkvar. Mam ; Rbnar Mamatonai Saaplana 

Baaa 

Hoebaatar NT Aocbatiar Monroa ComOy Aapori 

Rouaaa Poaa. N Y.__ Rouaaa Poka Baapiana Baaa 

San Ckago. CaM — San ONgc mAarrxaaonai Aapon 
I (latdborgh r««d) 

Sanduaky. Qtao . G«tWng>Sanduaiiy Aapon 

Sami Sia Mana, Mch Sami Sm Mana ObH::oiany V 


pon 

Kkig County inbnnaaonai Aapon 


Locator) 

Nniw 

Soae8o.WaNi.. 

Lika UNOrt Ak Skr>r«oa (Son 

Tampa, Flo 

P*anaN 

Tampa YoamaoonN Akport 

Tucoorv Am 

WNNtoun, N.Y. ... 

Tuaoon WOamatonN Aaport 
Walariown Now York miarrautorv 

WON Pakn Baocn FH. 
WWNton, NOak... 

N Aaport 

Palm Baocb kOamabonN Aaport. 
SloNk) FNId koamolionN Aaport 
Wrongat SaapiarN Baao 

WrN^gNl AMo. 

Vi^M Alt* 

Yuma kOamatonN Aaport 



Subpart C—Private Aircraft 

f 122.21 Application. 

This subpart applies to all private 
aircraft as defined in S 122.2(h). All 
other provisions of this part do not 
apply to private aircraft, except where 
stat^ in this subpaxi. 

{ 122.22 Notice of arrlvaL 

When arriving in the U.S. from a 
foreign area, all private aircraft not 
covered by ( 122.23 shdll given advance 
notice of arrival os required in { 122.31. 

S 122.23 Private aircraft arriving from 
areas south of the U.S. 

(a) Private aircraft defined. For the 
purpose of this section, ^'private 
aircraft'* means all aircraft except public 
aircraft and those aircraft operated, on a 
regularly published schedule, pursuant 
to a certificate of public convenience 

’ and necessity or foreign aircraft permit 
issued by the Civil Aeronautics Board, 
or its successor, the Department of 
Transportatioa authorizing interstate, 
overseas air transportation, and those 
aircraft with a seating capacity of more 
than 30 passengers or a maximum 
payload capacity of more than 7.500 
pounds which are engaged in air 
transportation for compensation or hire 
on demand. (See 49 U.S.C 1372 and 14 
CFR Part 298}. 

(b) Advance report of penetration of 
U.S. airspace via Gulf and Atlantic 
Coasts. All private aircraft arriving in 
the U.S. via the Gulf of Mexico and 
Atlantic Giasts from a place in the 
Western Hemisphere south of 30 
degrees north latitude, from any place in 
Mexico, from the U.S. Virgin Islands, or 
(notwithstanding the definition of 
’'United States'* in 1122.2(1) from Puerto 
Rico, shall furnish a notice of intended 
arrival to Customs at the nearest 
designated airport to the point of 
crossing listed in $ 122.24(b) for the Hrsl 
landing in the U.S. 

(c) Notice of arrival. Aircraft covered 
by this section shall give advance notice 
of arrival to Customs not less than 1 
hour before crossing the U.S. border or 
coastline. 

(d) Notice procedures. Advance notice 
of arrival shall he given at the intended 


place of first landing, as specified in 
paragraph (f) of this section, either. 

(1) Through Federal Aviation 
Administration flight notification 
procedures (see International Flight 
Information Manual. Federal Aviation 
Administration: or 

(2) To the district director or Customs 
officer in charge. 

(e) Contents of notice. The advance 
notice of arrival shall include the 
following: 

(1) Aircraft registration number. 

(2) Name of aircraft commander 

(3) Number of U.S. citizen passengern. 

(4) Number of alien passengers; 

(5) Place of last foreign departure; 

(6) Estimated time and location of 
crossing U.S. border/coastline. 

(7) Estimated time of arrival. 

(8) Name of intended U.S. airport of 
first landing, as listed in S 122.24. unless 
an exemption has been granted under 
$122.25. 

(f) Responsibility for notice. The 
aircraft commander has the final 
responsibility for giving adequate 
advance notice of arrival, regardless of 
the method of notice used. 

$ 122.24 Landing roquirements. 

(a) In general Private aircraft arriving 
in the U.S. from a foreign area shall 
follow the landing requirements set out 
in $$122.23 and 122.36. 

(b) Special requirements. All private 
aircraft required to give advance notice 
of arrival under $ 122.23 shall land for 
Customs processing at the following 
airport which is nearest to the point of 
crossing the U.S. border or coastline, 
unless an exemption has been granted 
under $ 122.25. 
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{ 122^ ExemptkHi from ipocUJ Uinding 
requlromonU. 

(a) Request An owner or aircraft 
commaniier required to give advance 
notice of arrival under $ 122^ may 
request an exemption from the special 
landing requirements in { 122,24. An 
exemption permits the aircraft to land at 
any airport In the U.S. staffed by 
Customs. Aircraft traveling under an 
exemption shall still follow advance 
notice and general landing rights 
requirements. 

(b) Procedure, An exemption request 
shall hi made to the district director at 
the airport of first landing at which 
Customs processing is desired. The 
request shall be submitted: 

(1) At least 30 days before the 
anticipated first arrival If the request is 
for an exemption covering a number of 
flights over a period of one year, or 

(2) At least 15 days before the 
anticipated arrival if the request is for a 
single flight. 

(c) Content of request A request for 
exemption from the special landing 
requirements shall include the following 
information: 

(1) Aircraft registration number, 

(2) Identity of the aircraft (make, 
model number, color and type, sutA as 
furboprop. reciprocating, hellcopler, 
etc.); 


(3) A statement that the aircraft Is 
equipped with a functioning transponder 
which will be in use during overflight. 

(4) Names, addresses, and dates of 
birth of owners of the aircraft (if the 
aircraft is being operated under a lease, 
the name and address of the lessee, in 
addition to that of the owner): 

(5) Names, addresses, and dates of 
birth of all crewmembers; 

Names, addresses, and dates of 
mrth of usual or potential passengers to 
the extent possible; 

[7] Description of usual or anticipated 
cargo or baggage: 

(8) Description of company's* usual 

if aircraft is company- 


(9) Name of intended airport of first 
landing in the U.S 4 

n the 

night(s) will begin; 

( 11 ) Detailed reasons for overflight 
excmptloi^ staled in terms of savings in 
cost and time, safety considerations, 
and convenience. 

Id) owner or aircraft commander 
or a private aircraft granted an 

shalT^^^^” landing requiremeni 


(1) Notify Customs of a change of 
Kcderal Aviation Administration 


registration number for the aircraft: 

(2) Notify Customs of the sale of the 
aircraft: 

(3) Notify Customs of changes of usual 
or anticipated pilots or crewmembers, as 
specified in paragraph (c)(5] of this 
section. One pilot or crewmember as 
identified in paragraph (c)(5) of this 
section shall be present on every flight 
to maintain exemption status. The 
notifications specified in this paragraph 
shall be given to Customs within 5 
working days of the change or sale, or 
before a fli^t for which there is an 
exemption, whichever occurs earlier. 

S 122.26 Entry and ciaarance. 

Private aircraft, as defined in 
i 122.2(h). are not required to enter or to 
clear. 

(122.27 Documents required. 

(a) Crewmembers and passengers. 
Crewmembers and passengers on a 
private aircraft arriving in the U.S. shall 
make baggage declarations as set forth 
in Part 148 of this Chapter. An oral 
declaration of articles acquired in 
foreign areas shall be made, unless a 
written declaration on Customs Form 
6059-B is found necessary by inspecting 
officers. 

(b) Cargo. (1) On arrival, cargo and 
unaccompanied baggage not carried for 
hire aboard a private aircraft may be 
listed on a baggage declaration on 
Customs Form 80S9-B. and shall be 
entered. If the cargo or unaccompanied 
baggage is not listed on a baggage 
declaration, it shall be entered in the 
same manner as cargo carried for hire 
into the U.S. 

(2) On departure, when a private 
aircraft leaves the U.S. carrying cargo 
not for hire, the Bureau of Census (15 
CFR Part 30) and the Export 
Administration (15 CFR Parts 368--399) 
regulations shall be followed. A foreign 
landing certificate or copy of a foreign 
Customs entry is required as proof of 
exportation if the cargo includes: 

(i) Merchandise valued at more than 
$100.00; or 

(ii) More than one case of alcoholic 
beverages withdrawn from a Customs 
bonded warehouse or otherwise in bond 
for direct exportation by private aircraft. 

9122.26 Private aircraft taken abroad by 
U.S. residents. 

An aircraft belonging to a resident of 
the U.S. which is taken to a foreign area 
for non-commercial purposes and then 
returned to the U.S. by the resident shall 
be admitted under the conditions and 
procedures set forth in § 148.32 of this 
chapter. 


(a) Repairs. Repairs made in a foreign 
urea which are incidental to the use of 
the aircraft abroad are not subject to 
duty. Incidental repairs under this 
section means a repair which was not 
anticipated before the aircraft left the 
U.S. 

(b) Equipment Equipment or 
accessories acquired in a foreign area 
and imported separately are subicct to 
payment of duty. Equipment or 
accessories not incidental to use of the 
aircraft abroad are also subject to duty. 

(c) Assessment Any repairs made to. 
or equipment and accessories installed 
on. a private aircraft which are not 
incidental to the use of the aircraft 
abroad are subject to the duty rate at 
which the aircraft would be dutiable If 
imported. 

(d) Entry. Entry on a baggage 
declaration or on a regular entry shall 
be mode if the repair, equipment or 
accessory is subject to duty. 

9 122.29 Overtime eervicea. 

(a) Application. Private aircraft 
arriving in the U.S. and requiring 
Customs services to be performed 
outside the regular hours of duty are 
subject to overtime charges. The 
overtime charges to be assessed against 
the operator of a private aircraft in 
connection with each arrival are limited 
to a maximum of $25. 

(b) Procedure. An application must be 
made on Customs Form 3171 to receive 
overtime services. The application shall 
be supported by a bond on Customs 
Form 301. containing the bond 
conditions set forth in subpart G of Part 
113 of this chapter, or a cash deposit, 
and may be effective up to one year. See 
9 24.16(c) of this chapter. 

9 122.30 Other Customs Istvs snd 
regiilstions. 

Sections 122.3 and 122.161 apply to 
private aircraft. 

Siibpart D^Landing Requirements 

9 122.31 Notice of errfveL 

[u) Application. All aircraft entering 
the U.S. from a foreign area shall give 
advance notice of ai^vai. Exceptions to 
this requirement are found in paragraph 
(b) of this section. When a private 
aircraft enters the U.S. from a foreign 
area in the Western hemisphere south of 
the U.S.. advance notice shaW be given 
as staled in 9 122.23. 

(b) Exception—Scheduled aircraft 
of a scheduled airline. Advance notice 
is not required for aircraft of a 
scheduled airline arriving under a 
regular schedule. The regular schedule 
shall have been filed with the district 
director for the district in which the first 
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landing is made. Scheduled airlines 
shall also submit a copy of their 
schedules to the Regional Commissioner 
of the region in which the scheduled 
aircraft will land. This notice shall be 
given 30 days before the effective date 
of the schedule. 

(2) Public aircraft. Public aircraft are 
covered by Subpart O. 

(c) Giving notice of arrival-- 
Procedure, The commander of an 
aircraft covered by this section shall 
give the advance notice of arrival. 

Notice shall be given to the district 
director at or nearest the place of first 
landing, either 

(1) Directly by radio or other method; 
or 

(ii) Through Federal Aviation 
Administration flight notification 
procedure (see International Flight 
information Manual. Federal Aviation 
Administration). 

(2) Reliable facilities. When reliable 
means forgiving notice are not available 
(for example, when departure is from a 
remote place) a landing shall be made at 
a place where notice can be sent. This 
shall be done before coming into the 
U.S. If necessary, radio equipment may 
be used to give required notice. 

(d) Contents of notice. The advance 
notice of arrival shall state: 

(1) Type of aircraft and registration 
number 

(2) Name of aircraft commander. 

(3) Place of last foreign departure; 

(4) International airport of intended 
landing or other place at which landing 
has been authorized by Customs; 

(5) Number of alien passengers; 

(6) Number of citizen passengers: and 

(7) Estimated time of arrival. 

(e) Time of notice. Notice of arrival 
shall be sent and received far enough in 
advance to allow inspecting officers to 
reach the place of first landing of the 
aircraft. • 

(f) Notice to other Federal agencies. 
When advance notice is received, the 
district director shall inform any other 
Federal agency connected with landing. 

(g) Responsibility of aircraft 
commander. The aircraft commander 
has the responsibility for giving 
adequate advance notice of arrival, 
regardless of the method of notice used. 

i 122.32 Aircraft required to land. 

Any aircraft coming into the U.S.. 
including Puerto Rico, from an area 
outside the U.S.. is required to land, 
unless exempted by the Federal 
Aviation Administration. Washington. 
DC. 

{122.33 Place of first landing. 

The first landing of an aircraft 
entering the U.S. from a foreign area 


shall be at an international airport (see 
S 122.13. International airports). 
Permission to land at another place may 
be given under { 122.34 (Landing rights 
airport] or { 122.35 (Emergency or forced 
landing). 

{12234 Landing righU airport 

(a) Permission to Land. Permission to 
land at a landing rights airport may be 
given as follows: 

(1) Scheduled flight. The scheduled 
aircraft of a sch^uled airiine may be 
allowed to land at a landing rights 
airport Permission is given by the 
regional commissioner of the region in 
which first landing is made« 

(2) Other aircraft. All other aircraft 
may be allowed to land at a landing 
rights airport by the district director at 
the port of entry or station nearest the 
first place of landing. 

(3) Addition flights, charters or 
changes in schedule: 

(I) Scheduled aircraft. If a new carrier 
plans to set up a new flight schedule, or 
an established carrier makes changes in 
its approved schedule, landing rights 
may be granted by the regional 
commissioner. 

(ii) Additional or charter flight. If a 
carrier or charter operator wants to 
begin operating or to add flights, 
application shall be made to the district 
director for landing rights. All requests 
shall be made not less than 48 hours 
before the Intended time of arrival, 
except in emergencies. If the request is 
oral, it shall be put in writing before or 
at the time or arrival. 

(4) Emergency or forced landing. 
Permission to land is not required for an 
emergency or forced landing (see 

{ 122.35). 

(b) Notice to Federal agencies. If an 
aircraft is given permission to land at a 
landing rights airport the Customs 
oHicer who granted the landing rights 
shall notify the Public Health Service, 
the Immigration and Naturalization 
Service, the Animal and Plant Health 
Inspection Service, and any other 
interested Federal agency at once. 

(c) Payment of expenses, llie owner, 
operator or person in charge of the 
aircraft shall pay any added charges for 
inspecting the aircraft, passengers, 
employees and merchandise when 
landing rights are given. When 
permission to land is given to scheduled 
aircraft of a scheduled airline, no 
inspection charge is made except fur the 
overtime expenses of Customs officers, 
(see { 24.16 of this chapter). 

{122.3S Emergency or forced lending. 

(a) Application. This section applies 
to emergency or forced landings made 
by aircraft: 


(1) Travelling from airport to airport in 
the U.S. under a permit to proceed (see 
{{ 122.52,122.54 and 122,83(d)). or a 
Customs Form 7509 (see { 122.113): or 

(2) Coming into the U.S. from a foreign 
area. 

(b) Notice, When an emergency or 
forced landing is made, notice shall be 
given: 

(1) To the Customs officer at the 
intended place of first landing, nearest 
international airport, or nearest port of 
entry, as soon as possible: 

(2) By the aircraft commander, other 
person in charge, or aircraft owner, who 
shall make full report of the flight and 
the emergency or forced landing. 

(c) Passengers and crewmembers. The 
aircraft commander or other person in 
charge shall keep all passengers and 
crewmembers in a separate place at the 
landing area until Customs officers 
arrive. Passengers and crewmembers 
may be removed if necessary for safety, 
or for the purpose of contacting Customs 
officers. 

(d) Merchandise and baggage. The 
aircraft commander or other person in 
charge shall keep all merchandise and 
baggage together and unopened at the 
landing area until Customs officers 
arrive. The merchandise and baggage 
may be removed for safety or to proteci 
property. 

(e) Mail. Mail may be removed from 
the aircraft but shall be delivered at 
once to an ofRcer or employee of the 
Postal Service. 

{122.36 Responsibility of aircfaft 
cofnmandsr. 

If an aircraft lands in the U.S. and 
inspection officers have not arrived, the 
aircraft commander shall hold the 
aircraft, and any merchandise or 
baggage on the aircraft for Inspection. 
Passengers and crewmembers shall be 
kept in a separate place until inspection 
ofRccrs arrive. 

{ 122.37 Pfsdesred aircraft 

(a) Application. This section applies 
when aircraft carrying precleared crew, 
passengers and baggage or merchandise 
makes an unscheduled or unintended 
landing at an airport in the U.S. 

(b) Notice. The airline commander or 
agent shall give written notice to the 
Customs office at: 

(1) The intended place of unlading: 
and 

(2) The place of preclearance. 

(c) Time of notice. Notice shall be 
given within 7 days unless other 
arrangements have been made in 
advance between the carrier and tne 
district director. 
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1 122.39 Permit and special license to 
unlade and lade. 

(a) Application. A permit and/or 
special license to unlade passengers, 
baggage, and merchandise, or to lade 
baggage and merchandise, may be 
i.ssucd at any airport. 

(1) Permit to unlade and lade. A 
permit is necessary to obtain Customs 
supervision of unlading and lading 
during official Customs duty hours. 

(2) Special license to unlade and lade. 
A special license is necessary under this 
section to obtain Customs supervision of 
unlading and lading at any time not 
within official Customs duty hours. 

Cb) Procedure. The application for a 
permit and/or special license to unlade 
and lade shall be made on Customs 
Form 3171. An application will not be 
granted unless supported by a bond on 
Customs Form 301, containing the bond 
conditions set forth in Subpart C of Part 
113 of this chapter, or a cash deposit, 
unless this requirement is waived under 
i 122.38(c). A request for a permit may 
be include with a request f^or a special 
license. Application shall be made to the 
district director for the district In which 
the unlading or lading will lake place. 

(c) IVoiVer. To insure prompt and 
orderly clearance of the aircraft, 
passengers, baggage, or merchandise, 
the district director may waive the 
requirement under { 122.38(b) that a 
bond on Customs Form 301, containing 
the bond conditions set forth in Subpart 
C of Part 113 of this chapter, or a cash 
deposit, be furnished, if he is convinced 
that the revenue is protected and that all 
Customs requirements are satisfied. 

(d) Term permit and term special 
license. A separate application for a 
permit and/or special license is not 
required for each arrival or departure 
when: 

(1) An aircraft is covered by a term 
permit or a term special license: or 

(2) Local arrangements have been 
made to notify Customs before services 
are needed. 

The notice to Customs shall include 
the specific kind of service requested, 
and the exact time It will be needed. 

(e) Separate applications. If the 
aircraft is not covered by a term permit 
or a term special license, and 
arrangements for notice to Customs 
have not been made, a separate 

^ application for a permit and/or a special 
license shall be made for arrival and 
departure. 

(f) Other statutes. A permit or special 
license will not be issued, and any term 
permit or term special license already 
Issued will be revoked. If the carrier 
does not follow the employee list and 
terminal fadlUies requirements of S 4.30 
of this chapter. 


(g) Automatic renewal. An aircraft 
which has a bond on Customs Form 301 
containing the appropriate bond set 
forth in Subpart G of Part 113 of this 
chapter, on file may request automatic 
renewal of a permit and/or special 
license. The request shall be for 
successive annual periods which 
conform to the automatic renewal 
periods of the airline's consolidated 
bond. An application for automatic 
renew'al will be approved by the district 
director unless specific reasons exist for 
non-approval. If a request for automatic 
renewal is not approved, the district 
director shall notify the airline, and 
shall set out the reasons for the denial. 
To apply for automatic renewal item 10 
on Customs Form 3171 shall be changed 
by adding the following words after the 
period of time indicated: 

And sutomilic annual renewal thereof for 
so long as the bond is renewed and remains 
In effect. 

Subpart E^Aircraft Entry and Entry 
Docuniantt 

S 122.41 Aircraft raqulrad to anter. 

All aircraft coming into the U.S. from 
a foreign area shall make entry under 
Subpart E except: 

(a) Public and private aircraft: and 

(b) Aircraft traveling from airport to 
airport in the U.S. under Subpart I. 
relating to Residue Cargo Procedures. 

( 122.42 Aircraft entry. 

(a) By whom. Entry shall be made by 
the aircraft commander or an agent. 

(b) Place of entry —(1) First landing at 
International airport. Entry shall be 
made at the international airport at 
which first landing is made. 

(2) First landing at another airport. If 
the first landing is not at an 
international airport, the aircraft 
commander or an agent shall make 
entry at the nearest international airport 
or port of entry, unless some other place 
is allowed for the purpose. 

(c) Delivery of forms. When the 
aircraft arrives, the aircraft commander 
or agent shall deliver any required forms 
to the Customs officer at the place of 
entry at once. 

} 122.43 Generai declaration. 

(a) When required. A general 
declaration. Customs Form 7507, shall 
be filed for all aircraft required to enter 
under § 122.41 (Aircraft required to 
enter). 

(b) Exception. Aircraft arriving 
directly from Canada on a flight 
beginning in Canada and ending in the 
U.S. need not file a general declaration 
to enter. Instead, an air cargo manifest 
(see § 122.48] may be filed in place of 


the general declaration, whether or not 
cargo is on board. The air cargo 
manifest shall state the following: 

1 certify to the best of my knowledge and 
belief that this manifest contains an exact 
and true account of all cargo on board this 
aircraft. 

Signature - 

Aircraft Commander or Agent 

(c) Form. The generai declaration 
shall be on Customs Form 7507 or on a 
privately printed from prepared under 
§ 122.6. llie form shall contain all 
required information, unless the 
information is given in some other 
manner under Subpart E. 

§ 122.44 Crew baggage dectaratlon. 

When an aircraft enters the U.S. form 
a foreign area, aircraft crewmembers 
shall file a crew baggage declaration as 
provided in Subpart G. Part 148 of this 
chapter. 

{ 122.45 Crew Hat 

(a) When required, A crew list shall 
be filed by all aircraft required to enter 
under { 122.41. 

(b) Exception. No crew list is required 
for aircraft arriving directly from 
Canada on a flight beginning in Canada 
and ending in the U.S. Instead, the total 
number of crewmembers may be shown 
on the general declaration. 

(c) Form. The crew list shall show the 
full name (last name, first name, middle 
initial) of each crewmember, either 

(1) On the general declaration in the 
column headed “total Number of Crew**: 
or 

(2) On a separate, clearly marked 
document. 

(d) Crewmembers returning as 
passengers. Crewmembers of any 
aircraft returning to the U.S. as 
passengers on a commercial aircraft 
from a trip on which they were 
employed as crewmembers shall be 
listed on the aircraft general declaration 
or crew list. 

{ 122.45 Crew purchase Ust 

(a) When required. A crew purchase 
list shall be filed with the general 
declaration for any aircraft required to 
enter under { 122.41. 

(b) Exception. A crew purchase list is 
not required when an aircraft arrives 
directly from Canada on a flight 
beginning in Canada and ending in the 
U.S. If a written crew declaration is 
required for the aircraft under Subpart G 
of Part 148 of this chapter (Crewmember 
Declarations and Exemptions), it shall 
be attached to the air cargo manifest, 
along with the number of any written 
crew declarations. 
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(c) Form. When a crewmember enters 
articles for which a written crew 
declaration it not required (see Subpart 
G. Part 148 of this chapter), the articles 
shall be listed next to the crewmember's 
name on the general declaration, or on 
the attached crew purchase list. Articles 
listed on a ivritten crew declaration 
need not be listed on the crew purchase 
list if: 

(1) The crew declaration is attached 
to the general declaration, or to the crew 
list which in turn is attached to the 
general declaration; and 

(2) The statement **Crew purchases as 
per attached crew declaration" appears 
on the general declaration or crew list. 

{122.47 Storasdst 

(a) When required. A stores list shall 
be filed for all aircraft required to enter 
under { 122.41. 

(b) Form. The aircraft stores shall be 
listed on the cargo manifest or on a 
separate list. If the stores are listed on a 
separate lisU the list must be attached to 
the cargo manifest The statement 
"Stores List Attached" must appear on 
the cargo manifest. 

(c) Co/i/e/i^s—{!) Required listing. The 
stores list shall include all of the 
following: 

(1) Alcoholic beverages, cigars, 
cigarettes and narcotic drugs, whether 
domestic or foreign; 

(ii) Bonded merchandise arriving as 
stores: 

(iii) Foreign merchandise arriving as 
stores; and 

(iv) Equipment which must be 
licensed by the Secretary of State (see 
S 122.46(b)). 

(2) Other articles. In the case of 
aircraft of scheduled airlines, other 
domestic supplies and equipment (if not 
subject to license) and fuel may be 
drop|>ed from the stores list if the 
statement "Domestic supplies and 
equipment and fuel for unmediate flight 
only, except as noted" appears on the 
cargo manifest or on the separate stores 
list. The stores list shall be attached to 
the cargo manifest. 

(d) Other statutes. Section 446. Tariff 
Act of 1930 as amended (19 U.S.C. 1446), 
which covers supplies and stores kept 
on board vessels, applies to aircraft 
arriving in the U.S. from any foreign 
area. 

{ 122.4S Air cargo manifest 

(a) When required. An air cargo 
manifest for all cargo on board shall be 
filed together with the general 
declaration for any aircraft required to 
enter under ( 122.41. 

(b) Exception. A cargo manifest is not 
required for merchandise, baggage and 
stores arriving from and departing for a 


foreign country on the same through 
flight. Any cargo manifest already on 
board may be inspected. Any arms, 
ammunition or implements of war on 
board which must be licensed by the 
Secretary of State shall be listed on the 
cargo manifest. Company mail shall be 
listed on the cargo manifest. 

(c) Form. The cargo manifest shall be 
on Customs Form 7509, except when the 
use of Customs Form 5119A or 7523 is 
required. 

(1) Customs Form 7509. When this 
form is used, it shall contain all required 
information. A more complete 
description of the cargo shipped under 
air waybills may be included by 
attaching a copy of each air waybill to 
the cargo manifest. The statement 
"Cargo as per air waybills attached" 
shall appear on the cargo manifest when 
this is done. Each air waybill number 
shall also be listed on the cargo 
manifest. 

(2) Custom Form 5119A. This form 
may be used as the cargo manifest when 
the value of the cargo on board is not 
greater than $1000.00. 

(3) Customs Form 7523. This form may 
be used as the cargo manifest when the 
cargo on board may be entered duty free 
as described on the form. 

(d) Unaccompanied baggage. 
Unaccompanied baggage arriving in the 
U.S. under a check number from any 
foreign country by air and presented 
timely to Customs may be authorized for 
delivery by the carrier after inspection 
and examination without preparation of 
an entry, declaration, or being 
manifested as cargo. Such baggage must 
be found to be free of duty or tax under 
any provision of Schedule 8, Tariff 
Schedules of the United States (19 
U.S.C. 1202), and cannot be restricted or 
prohibited. Unaccompanied checked 
baggage not presented timely to 
Customs or presented timely and found 
by Customa to be dutiable, restricted, or 
prohibited shall be sho%vn on the cargo 
manifest in columns under the following 
headings: 


Omck Ms 

dMcnpHm ol 

Wfmm Vom 

OMMton 






On the right of the foregoing columns 
two blank columns, one headed "Name 
of examining officer" and on the right 
thereof another headed "Disposition." 
shall be provided on the cargo manifest 
for the use of Customs offleers. 
Unaccompanied unchecked baggage 
arriving as air express or freight shall be 
manifested as other air express or 
freight. 


|e) .Accompanied baggage in transit. 
This section applies when accompanied 
baggage enters into the U.S. in one 
aircraft and leaves the U.S. in another 
aircraft. When passengers do not have 
access to their baggage during the flight, 
the baggage is considered cargo and 
shall be listed on Customs Fonn 7509, 
Air Cargo Manifest 

{ 122.49 Corrtcfkm of air cargo maniftst. 

(a) (1) Reporting. 
Shortages (merchandise listed on the 
manifest but not found) shall be 
reported to the district director by the 
aircraft commander or agent The report 
shall be made; 

(1) On a Customs Form 5931, filled out 
and signed by the importer and the 
importing or bonded carrier, or 

(ii) On a Customs Form 5931, fllled out 
and signed by the importer alone under 
$ 158.3 of this chapter, or 

(iii) On a copy of the cargo manifest, 
which shall be marked "Slmiiage 
Declaration," and must list the 
merchandise involved and the reasons 
for the shortage. 

(2) Time to file. Shortages shall be 
reported within the time set out in Part 
158 of this chapter, or within 30 days of 
aircraft entry. 

(3) Evidence. To avoid penalties, the 
aircraft commander or agent shall 
supply adequate proof of the claim that 

(i) Shortage mc^andise was not 
imported, or was properly disposed of; 
or 

(ii) That corrective action was taken. 
This proof shall be kept in the carrier 
file for one year from the date of aircraft 
entry. 

(b) Overages —(1) Reporting. 
Overages (merchandise found but not 
listed on the manifest) shall be reported 
by the aircraft commander or agent to 
the district director. The report must be 
made: 

(1) On a Customs Form 5931; or 

(ii) On a separate copy of the cargo ^ 
manifest whf^ is mark^ "Post Entry" 
and lists the overage merchandise and 
the reason for the overage. 

(2) Time to file. Overages shall be 
reported within 30 days of aircraft entry. 

(3) Evidence. Satisfactory proof of the 
reasons for the overage shall be kept on 
file by the carrier for one year from the 
date of the report. 

(c) Statement on cargo manifest. 
When the air cargo manifest is used to 
report shortages or overages, the 
Shortages Declaration or Post Entry 
must include the signed statement of the 
aircraft commander or agent as follows. 

1 declare to the bast of my knowledge ai^ 
belief that the diacrepancy detcriM herein 
occurred for the reason slated. I also cerliiy 
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Ihfl! evidence to support the explnnallon of 
the discrepancy will be retained in the 
carrier s Tiles for a period of at least one year 
and will be made available to Customs on 
demand. 

SiKnature - 

Aircraft Commander or Agent 

(d) Notice by district director. The 
district director shall immediately notify 
the aircraft commander or agent of any 
shortages or overages that were not 
reported by the aircraft commander or 
agent. Notice shall be given by sending 
a copy of Customs Form 5931 to the 
aircraft commander or agent, or in any 
other appropriate way. Once notice is 
received, the aircraft commander or 
agent shall make a satisfactory reply 
within 30 days of entry of the aircraft or 
receipt of the notice, whichever is later. 

(e) Correction not required, A 
correction in the manifest is not required 
when: 

(1) The district director is satisHed 
that the difference between the quantity 
of bulk merchandise listed on the 
manifest, and the quantity unladen, is 
the usual difference caused by 
absorption or loss of moisture, 
temperature, faulty weighing at the 
airport, or other such reason: and 

(2) The marks or numbers on 
merchandise packages are different 
from the marks or numbers listed on the 
cargo manifest for those packages if the 
quantity and description of the 
merchandise is given correctly. 

(f) Statutes applicable. When an 
aircraft arrives in the U.S. from a foreign 
area with merchandise and 
unaccompanied baggage for which a 
manifest must be filed, sections 440 
(concerning post entry) and 504 
(concerning manifest violations). Tariff 
Act of 1930. as amended (19 U.S.C. 1440. 
1584), apply. 


Subpart F—Permit To Proceed 

J 122.51 Aircraft of domestic origtn 
regifttred In the OS, 

After Customs inspection of the 
aircraft, passengers, baggage and 
merchandise at the entry airport, 

( ommercial aircraft of domestic origin 
t^pgistcred in the U.S. may be allowed to 
proved to other airports in the U.S. 
Without permit. 


i 122.52 Aircraft of foreign origin 
registered In the U.S. 


(a) Application, This section appltc 
aircraft (as defined in 
•k foreign origin registered 

the U.S. and arriving in the U.S. from 
foreign area. 

M Aircraft entered os on iniportoa 
Oracle. When an aircraft covered by 
actiion in entered as an imported 
**riicle. and any applicable duty for ll 


aircraft has been paid on a prior arrival, 
it may be allowed to proceed as other 
than an imported article. This is allowed 
when the aircraft commander files a 
declaration that states the: 

(1) Port where entry was made; 

(2) Date duty, if any, w^as paid. 

(3) Number of the entry. 

(c) Aircraft not entered as imported 
article, (1) Treatment as other then an 
imported article. A commercial aircraft 
covered by this section which has not 
been entered as an imported article may 
travel from airport to airport in the U.S. 
without payment of duty. Each 
commercial aircraft shall proceed under 
a permit on Customs Form 7507 or 7509, 
as provided in ( 122.54. Treatment of the 
aircraft as other than an imported article 
shall continue for so long as the aircraft; 

(1) Is used only for commercial 
purposes between the U.S. and foreign 
areas: and 

(ii) Will leave the U.S. for a foreign 
destination in commercial use or in 
ballast. 

(2) Treatment as an imported article. 
Any aircraft covered by this section 
which was not entered as an imported 
article shall make entry if it: is 
withdrawn from commercial use 
between the U.S. and foreign areas: or 

(ii) Is used in the U.S. in a way not 
reasonably related to efficient 
commercial use of the aircraft between 
the U.S. and foreign areas. 

(d) Aircraft damage and duty 
payment — (1) Substantial damage to 
commercial aircraft If an accident 
causes substantial damage to a 
commercial aircraft, no entry or duty 
payment is required for any part of the 
wreckage. 

(2) Less than substantial damage and 
export. If an accident does not cause 
substantial damage to a commercial 
aircraft, salvageable parts of the 
wrecked aircraft may be exported. In 
this circumstance, the aircraft, as a 
whole or in part, is not considered to be 
withdrawn from commercial use and is 
not subject to entry or to duty as 
imported merchandise. 

(3) Less than substantial damage and 
no export If an accident does not cause 
substantial damage to a commercial 
aircraft and the wrecked aircraft, or any 
salvageable part of it. is not exported, 
then: 

(i) Entry is required to be made for the 
damaged aircraft or any salvageable 
part of it: and 

(ii) A duty payment, if applicable, 
based on the condition of the aircraft 
following the accident, is required. 


S 122.53 Aircraft of foroign raglstry 
chartered or leased to U.S. air carriora. 

Aircraft of foreign registry leased or 
chartered to a U.S. air carrier, while 
being operated by the U.S. air carrier 
under the provisions of the Federal 
Aviation Administration regulations (14 
CFR 121.153), shall be treated as U.S. 
registered aircraft under this subpaii. 

§ 122.S4 Aircraft of foreign rogistry. 

(a) Application. For any commercial 
aircraft of foreign registry arriving in the 
U.S,, the aircraft commander or agent 
shall file for a permit to proceed when 
the aircraft: 

(1) Is not an imported article: and 

(2) Is ferried (proceeds in ballast) from 
(he airport of first arrival to one or more 
airports in the U.S. (For permit to 
proceed with residue cargo, passengers, 
or crewmembers for release in the U.S.. 
see Subpart 1 of this Part). 

(b) Permit to proceed. The permit to 
proceed shall be filed on Customs Form 
7507 by the carrier or its agent Customs 
Form 7509 may be used if the aircraft 
arrives directly from Canada on a flight 
beginning in Canada and ending in the 
U.S. Either form shall show the 
following information: 

(1) Type of aircraft; 

(2) Nationality and registration 
number of aircraft: 

(3) Name and country of aircraft 
manufacturer, 

(4) Name of aircraft commander, 

(5) Country from which aircraft 
arrived; 

(6) Name and location of airport 
where permit to proceed is given: 

(7) Date permit to proceed it given: 

(8) Name and location of airport to 
which aircraft is proceeding: 

(9) Purpose of stay in the U.S.; 

(10) Signature of Customs officer 
giving permit 

(c) Permit on board. The permit to 
proceed shall be kept on board the 
aircraft while in the U.S. 

(d) intermediate airports. For each 
airport at which the aircraft lands, the 
Customs officer, or airport manager if 
there is no Customs officer present shall 
note on the permit: 

(1) The name and location of the 
airport: 

(2) The dale and arrival time: 

(3) The purpose of the visit: 

(4) The name and location of the next 
airport to be visited; and 

(5) The date and time of departure. 

(e) Final airport. The permit to 
proceed shall be given to the 
appropriate Customs officer at the 
airport of final clearance for a foreign 
destination. Before clearance is given, 
the Customs officer shall make sure that 
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the aircraft was properly inspected by 
Customs in the 

(f) l*ort of Issue. The permit to proceed 
shall be returned after final clearance to 
the district director at the port where the 
permit was issued, to be kept on file. 

(g) Enforcement Once the permit to 
proceed has been issued for an aircraft, 
the district director at the port of issue 
must receive notice that the aircraft has 
made final clearance. If notice h not 
received within 60 days, the district 
director shall report the matter to the 
Customs agent in charge of the area for 
investigation. 

Subpart Q—Clearance of Aircraft and 
Permission To Depart 

i 122.61 Aircraft required to dear. 

All aircraft, except public and private 
aircraft leaving the U.S, for a foreign 
area are requir^ to clear if: 

(a) Carrying passengers and/or 
mechandise for hire; or 

|b) Taking abroad or discharging 
passengers and/or merchandise for hire 
in a foreign area. 

This includes any aircraft used by 
members of air travel clubs. Foreign 
aircraft traveling under a permit to 
proceed shall also clear. 

$ 122.62 Aircraft not otherwise required to 
clear. 

(a) Bureau of the Census. Under 
Bureau of the Census Regulations (15 
CFR part 30.1), aircraft not required to 
clear by S 122.61 shall obtain permission 
to depart if carrying mechandise from 
the U.S. to Puerto Rico or from Puerto 
Rico to the U.S. 

lb) Bureau of International 
Commerce. Aircraft leaving the U.S. for 
a foreign area must be cleared by 
Customs if a validated license from the 
Office of Export Administration 
(Department of Commerce) is required 
for the aircraft under the Export Control 
Regulations (15 CFR Part 370). Aircraft 
lire not required to clear If the Secretary 
of Commerce issues a permit allowing 
departure without clearance. 

(c) Department of Slate. Aircraft not 
covered by Export Control Regulations 
are subject to the Department of State 
export licensing authority as set out in 
22 CFR Parts 121.123. Such aircraft may 
leave the U.S. only with the proper 
Department of the State license. 

{ 122.63 Scheduled airlines. 

The aircraft commander or agent shall 
request clearance or permission to 
depart for aircraft covered by this 
subpart. 

(a) Clearance at other than airport of 
final departure. Aircraft may clear at 
each airport where merchandise and/or 
passengers are taken on board for 


transport outside of the U.S. The 
clearance applies only to the 
merchandise and passengers boarding 
at each place. Clearance shall be 
requested at the Customs port of entry 
(whether or not an international airport) 
nearest to the place where merchandise 
and/or passengers are taken on board. 

(b) Clearance at final departure 
airport. Clearance or permission to 
depart may be requested at the Customs 
port of entry (whether or not an 
international airport) nearest the last 
departure airport, unless some other 
place is chosen by the district director. 

$122.64 Other aircraft 

Clearance or permission to depart 
shall be requested for aircraft covered 
by this subpart by the aircraft 
commander or agent. The request must 
be made to the district director at the 
Customs port of entry (whether or not 
an international airport) nearest the 
final departure airport, unless some 
other place Is designated by the district 
director. 

$ 122.6S Falkjra to depart 

Once an aircraft has been cleared or 
given permission to depart, the aircraft 
commander or agent shall report to the 
district director if departure is delayed 
or cancelled. The report shall be made 
within 72 hours after the aircraft 
received clearance or permission to 
depart. 

Subpart H—Documents Required for 
Clearance and Permission To Depart 

$122.71 Aircf aft departlnq with no 
commercial export carga 

(a) Application. This section applies 
to aircraft departing for foreign territory 
with no export cargo. 

(t) Such aircraft may clear by 
telephone in advance with the district 
director nearest the departure place if 
departing empty or carrying only: 

(1) Passengers for hire: or 

(il) Non-comroercial cargo for which 
shipper's export declarations are not 
rquired. 

(2) If not cleared by telephone, an air 
cargo manifest containing the following 
statement, signed by the aircraft 
commander or agent, shall be submitted 
to Customs: 

1 declare that there is no cargo on board 
this aircraft 

Signed —- 

(Aircraft Commander or Agent) 

(b) Timeliness. The request for 
telephone clearance must be received by 
the Customs officer in charge with 
sufficient time remaining before 
departure to ensure that Customs may 


undertake any necessary examination of 
the aircraft and cargo. 

(c) Documentation. When clearance is 
granted by telephone, the aircraft 
commander is not required to file the 
documents required by this subpart. 

$ 122.72 Aircraft departing wktti 
commercial export cargo. 

This section applies when an aircraft 
leaves the U.S. for any foreign area. An 
air cargo manifest and any required 
Shipper's Export Declarations shall be 
filed for all cargo on the aircraft, and for 
the aircraft itself if exported as 
merchandise. See $ 122.79 for special 
requirements for shipments to U.S. 
possessions. 

$ 122.73 Air Cargo manifest 

(a) Form. The air cargo manifest shall 
be on Customs Form 7509, and shall 
show all information required. The 
following statement shall appear on the 
form: 

1 declare that all statements contained in 
this manifest, including the account of the 
cargo on board this atfcrmft are complete, 
exact and true to the best of my knowledge. 

Signed -- - 

(Aircraft Commander or Agent) 

(b) Preparation and filing. The aircraft 
commander or agent shall file two 
copies of the air cargo manifest with the 
district director of the departure airport 
Three copies of the air cargo manifest 
shall be filed if the aircraft is covered by 
$ 122.77(b). The air cargo manifest must 
be filed in: 

(1) Complete form, with all required 
Shipper's Export Declarations (see 

$ 122,75); or 

(2) Incomplete form (pro forma) under 
$ 122.74. 

$ 122.74 Incompiett (pro forma) manifest. 

(A) Application. Clearance or 
permission to depart may be given to an 
aircraft by the district director before s 
complete manifest or all required 
Shipper's Export Declarations have been 
filed, if a proper bond Is filed. 

(b) Exceptions. An Incomplete 
manifest will not be accepted: 

(1) During any time covered by a 
proclamation of the President that a 
state of war exists between foreign 
nations; or 

(2) If the aircraft is departing on a 
night from the U.S. directly or Indirectly 
to a foreign area in the country groups 
listed W, Y, or Z in the Export 
Regulations of the Bureau of 
International Commerce (15 CFR Pan 
370, Supplement No. 1). 

In both cases, a complete air cargo 

manifest and all required 

Export Declarations shall be filed witn 
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the ditlrict director before the aircraft 
will be cleared. 

(c) Filing under bond. An incomplete 
set of documents may be filed only 
when accompanied by the proper bond. 
Under the bond, a complete set of 
documents shall be filed within 
whichever of the following time periods 
is appropriate: 

(1) Shipments to foreign countries. All 
required Shipper’s Export Declarations 
and a complete air cargo manifest shall 
be filed by the airline not later than the 
fourth business day after clearance 
(when clearance is required) or 
departure (when dearance is not 
required) of the aircrafL 

(2) Shipments to and from Puerto 
Rico, For shipments between the U.S. 
and Puerto Rico, the complete manifest 
(when required) and all Shipper's Export 
Dedarations shall be filed by the airline 
not later than the seventh business day 
after departure. 

(3) Shipments to US, Possessions, For 
shipments between the U.S. or Puerto 
Rico and possessions of the U.S., a 
complete manifest and all required 
Shipper's E3cport Declarations shall be 
filed by the airline not later than the 
seventh business day after departure. 

See i 122.79. 

(d) Declaration required, A 
declaration shall be made on the 
incomplete manifest that: 

(1) Ail required documents will be 
filed within the four-ddy bond period; or 

(2) All required documents will be 
filed within the seven-day bond period. 
Once all documents have been filed, a 
statement as required by S 122.751b) 
shall be made. 

1 122.7S Complete manW e s t 

(a) Contents, A complete air cargo 
manifest shall list all cargo laden, and 
show for each item the air waybill 
number, or marks and numbers on 
packages end the t>’pe of goods carried. 
When an item does not require a 
Shipper's Export Declaration, it shall be 
noted on the air cargo manifest. 

(IJ Shipments on an air waybill, A 
copy of each air waybill on which 
tmipmenU are listed may be attached to 
* f manifest, and the number 

of the air waybill may be listed on the 
air cargo manifest. The statement 
Cargo as per Air Waybill Attached" 
must appear on the air cargo manifest 
when this is done. 

(2) Direct departure. This subsection 
«ppues only to direct departures of 

requiring a Shipper's Export 

claralion. A copy of each declaration 
may be attached to the air cargo 
manlfesi, and the number of each 
□eclaration shall be listed on the air 
oarjo manifest in the column for air 


waybill niimbera. The statement "Cargo 
as per export Declarations Attached" 
must appear on the manifest when this 
is done. 

(b) Statement required. When all 
required documents are ready for filing, 
the following statement must appear on 
the air cargo manifest or on the general 
declaration form when an air cargo 
manifest is not required: 

Attached Shipper's Export Declarations 
represent a full and complete enumeration 
and description of the cargo carried in this 
flight except that listed on the cargo manifest 

When an Incomplete set of documents 
has been filed and is later completed, 
the following statement shall 
accompany the Shipper’s Export 
Declarations and any requir^ air cargo 
manifests: 

Attached Shipper's Export Decloraticms 
represent a full and comptele enumeration 
and descrlptfoa of the cargo carried on 

aircraft No.-, Flight Na-deared 

direct for-. on — ' exce|>t caigo 

listed on any cargo manifest required to be 
filed for such flight 
Airline ■ - - 

Authorized Agent - 

{ 122.76 Shipper's Export Dectaretiona 
•ckS Inspection certincetee. 

At the time of clearance, the aircraft 
commander or agent shall file with the 
district director at the departure airport 
any Shipper's Export Declarations 
required by the Bureau of Census (see 
S 122.82(a)). The aircraft commander or 
authorized agent also shall deliver a 
proper export inspection certificate 
issued by the Veterinary Service. 

Animal and Plant Inspection Service, 
Department of Agriculture (9 CFR Part 
91). to the Customs officer in charge at 
the time of departure of any aircraft 
carrying horses, mules, asses, cattle, 
sheep, swine or goats. 

{ 122.77 aearance certificate. 

(a) Aircraft departing from the U.S, 
One copy of the atr cargo manifest shall 
be used as a clearance certificate when 
endorsed by the district director to show 
that clearance is granted. 

(b) Scheduled aircraft. When a 
scheduled aircraft clears at an airport 
which is not the airport at or nearest the 
place of final take-off from the U.S., two 
copies of the air cargo manifest shall be 
filed. One copy shall be used as a 
clearance certificate when endorsed at 
the port by the district director at the 
port where clearance is obtained, and 
the second copy shall be attached to the 
first or use at later U.S. ports. 


{122.76 Entry Of wittidrawal for 
exportation or for tranapoftation and 
exportation. 

When a shipment is exported under 
an entry or withdrawal for exportation, 
or for transportation and exportation, 
the air cargo manifest, the air waybill or 
the consignment note attached to the 
manifest shall clearly show for each 
entry or withdrawal the: 

(a) Numben 

(b) Date; and 

(c) Class of entry or withdrawal as 
follows: 

(1) Transportation and exportation; 

(2) Withdrawal for transportation and 
exportation: 

(3) Immediate exportation; 

(4) Withdrawal for exportation: or 

(5) Withdrawal for transportation. 

The name of the port where the entry or 
withdrawal was filed, if not the port 
where merchandise Is laden for 
exportation, shall also appear on the air 
cargo manifest. 

f 122.79 Shipments to US, poes te eio na . 

(a) Other than Puerto Rico, An air 
cargo omnifest shall be filed for aircraft 
transporting cargo between the U.S. and 
U.S. possessions. Shipper's Export 
Dedarations are not required for 
shipments from the U.S. or Puerto Rico 
to the U.S. possessions, except to the 
U.S. Vir^ Islands or from a U.S. 
possession and destined to the U.S., 
Puerto Rico or another U.S. possession. 

(b) Puerto Rico, This subsection 
applies when an aircraft carries 
merchandise on a direct flight between 
the U.S. and Puerto Rico. If the 
requirements contained in Subpart I 
Residue Cargo Procedures, have been 
satisfied, an air cargo manifest is 
required only for, 

(1) Merchandise transported as cargo 
for which a Shipper's Export Declaration 
is not required; or 

(2) Cargo for which a Shipper's Export 
Declaration cannot be filed on time. (See 
15 CFR 3021). 

Any required air cargo manifest or 
Shipper's Export Declarations shall be 
filed with the district director at the 
departure place. 

S 122.60 V fttte a tlon of tt a feme n l 

Customs officers may verify any of 
the statements required under this 
subpaii by examining the shipping 
records of the airline involved. 

Subfxart I—Reskluo Cargo Procetiuroa 

{122.81 Appiicatioa 

(a) Aircraft arriving with cargo. 
Aircraft arriving in tire U.S. from a 
foreign area with cargo, shown on the 
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manifest to be traveling to other airports 
in the U.S. or foreign areas, may proceed 
under the provisions of this Subpart. 

(b) Aircraft arriving with no cargo. 
Aircraft arriving in the U.S. from a 
foreign area with no cargo on board, and 
requesting immediate clearance, may 
proceed if a bond on Customs Form 301. 
containing the bond conditions set forth 
in Subpart G of Part 113 of this chapter, 
has been filed and covers the aircraft. 

S 122.82 Bond requirements. 

A bond on Customs Form 306 
containing the bond provisions set forth 
in Subpart G of Part 113 of this chapter, 
shall be filed before an aircraft is given 
a permit to proceed with residue cargo 
under this subpart. The bond shall be 
filed In the correct amount with the 
district director at the entry airport. 

(a) Traveling general declaration and 
manifest When applying for clearance 
from an airport or place of entry in the 
U.S.. the aircraft commander or agent 
shall file a traveling general declaration 
ond manifest. The traveling general 
declaration and manifest is one certified 
copy of the original inward general 
declaration, and each air cargo manifest 
required when the aircraft entered. This 
Includes air waybills that were part of 
the manifest. 

(b) Attachments to traveling general 
declaration and manifest^l) Crew 
purchase and stores list The crew 
purchase and stores list if required 
when the aircraft enters under §{ 122.46 
and 122.47, shall be attached to the 
traveling general declaration and 
manifest 

(2) Crew purchases not listed on a 
crew purchase list A crew member's 
declaration shall be attached to the 
traveling general declaration and 
manifest if: 

(i) Crew purchases are listed on a 
crew declaration. Customs Form 5129, 
instead of on the crew purchase list 
under S 122.46(c)(2); and 

(ii) The crew member has not left the 
airport with his or her purchases at the 
first entry port. 

The crew member's declaration must 
be attached at the port where the 
articles list on the declaration receive 
clearance. 

(c) Abstract general declaration and 
manifest The abstract general 
declaration and manifest is one copy of 
the general declaration, and one copy of 
each manifest (including air waybills) 
covering residue cargo: 

(1) Not yet cleared by Customs or 
other Federal agency; and 

(2) To be discharged at another 
domestic or foreign airport. 


An abstract general declaration and 
manifest need not be filed at the last 
domestic port of discharge. 

(d) Permit to proceed, A permit to 
proceed from one domestic airport to 
another shall be filed by the aircraft 
commander or agent with the Customs 
officer in charge at the clearance airport. 
The permit to proceed shall include a 
declaration by the aircraft commander 
or agent, which shall be signed on entry 
at the next domestic airport. The permit 
to proceed and declaration shall state 
substantially the following: 

Permit To Proceed From One Airport to 
Another 

Airport of Departure - 

Date -—— 

Permission is hereby given aircraft- 

to proceed to—- 


(Next Domestic Airport) 

The Aircraft which has arrived from and is 
destirved to the places shown in the general 
declaration, is proceedictg to such places of 
destination to discharge residue cargo, 
passengers, or crew members and their 
purchases, as listed in the attached manifest. 
Bond was given at the airport of arrival for 
the cargo retained on board. Items of cargo 
manifested for delivery at this airport appear 
to have been landed. Number of crew 
members not cleared by Public Health 
Service for: Quarantine —: medical 

examination of aliens-. Number of 

passengers not cleared by Public Health 

Service for Quarantine-: medical 

examination of aliens-. 

Number of crew members not cleared by Cus¬ 
toms. -- 

Number of passengers not cleared by Cus¬ 
toms. -- — 

Number of pieces of cargo no cleared. - 


(Customs Officer and Title) 

Declaration on Entry of Aircraft at Following 
Airport 

Airport of Arrival - 

Date-- 

I.-. commander or authorized agent 

of the aircraft identified in this document, 
declare and guarantee that there were not 
when such aircraft departed from the airport 

of-. nor have been since, nor now are. 

any more or other goods, wares, or 
merchandise on b^rd than was stated in the 
attached manifests. 


(Signature and Title) 

The permit to proceed and declaration 
must be stamped, mimeographed or 
printed on: 

(1) The abstract general declaration; 

(2) The traveling general declaration 
when an abstract general declaration is 
not required; or 

(3) A separate sheet of paper. 

(e) Permit to proceed to nonscheduled 
aircraft For each permit to proceed 
issued to a nonscheduled aircraft 


carrying residue cargo, a numbered 
Customs Form 7S12-C shall be filled out 
and filed. The number on the form shall 
be placed in the upper right hand comer 
of the permit to proceed. The original 
copy of Customs Form 7512-C shall be 
forwarded to the Data Center by the 
issuing port and the duplicate must be 
attached to the permit and given to the 
aircraft commander. When the aircraft 
arrives at the final port, the aircraft 
commander shall deliver the permit to 
proceed and Customs Form 7512-C 
(duplicate) to Customs. 

(f) Use of form. When all of the 
documents required by this section are 
in order, the permit to proceed shall be 
dated and signed by the appropriate 
Customs officer at the clearance airporl. 
One copy of the permit to proceed shall 
be delivered to the aircraft commander 
or agent with the other required 
documents, for filing at the next 
international airport. 

{122.84 Intermediats airport 

(a) Application. The provisions of this 
section apply at any U.S. airport to 
which an aircraft proceeds with residue 
cargo, and passengers, or crewmembers 
and their purchases not cleared by 
Customs. They do not apply to aircraft 
arriving at the last domestic port of 
discharge. 

(b) Entry. When an aircraft at the next 
airport, the aircraft commander or agent 
shall make entry by filing the: 

(1) Abstract general declaration and 
manifest: 

(2) Traveling general declaration and 
manifest; and 

(3) Permit to proceed. 

The Declaration on Entry of Aircraft at 
Following Airport, found on the permit 
to proceed, shall be properly signed 
before filing for entry. 

(c) Crew declarations. The 
declarations and entries, Customs Form 
5129, of any crewmembers who leave 
the aircraft with their purchases at the 
intermediate airport shall be detach^ 
from the traveling general manifest. The 
declaration and entries are to be 
detached by the appropriate Customs 
officer and are kept at the airport. 

(d) Departure, When the aircraft 
leaves an intermediate airport carrying 
residue cargo, and passengers or 
crewmembers and their purchases are 
not yet cleared by Customs or an other 
interested Federal agency, the procedure 
is the same as at the first arrival airport. 
All documents required by this 
except those detached under { 122.64{cj» 
shall be returned to the aircraft 
commander or agent for filing at the 
next entry airpor*. 
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( 122.85 Fmal airport 

When an aircraft enters at the last 
domestic airport of discharge, the 
traveling general declaration and 
manifest shall be filed with Customs 
and kept at the airport. No abstract 
general declaration and manifest Is 
required. 

§ 122.86 Substitution of aircraft 

(a) Application. The residue cargo 
prooHiure applies when an airline must 
substitute aircraft to reach a destination 
due to weather conditions or operational 
factors. 

(b) Clearance and entry. Clearance 
and entry of substitute aircraft is 
required os provided in this subparf for 
other aircraft. 

(c) Identification. An identification of 
all substitute aircraft shall be clearly 
made on all clearance and entry 
documents. 

(d) Transporting cargo —(1) 

Forwarding- The carrier may forward all 
cargo whi^ arrived on one aircraft by 
transferring it to another aircraft of the 
same airline to complete the inbound 
flight The transfer shall be done under 
Customs supervision. 

(2) Conditions. All of the residue cargo 
from more than one inbound flight of an 
airline may be laden on one substitute 
aircraft of the airline. The substitute 
aircraft shall finish the inbound 
transport of the residue cargo. No other 
cargo may be laden on the substitute 
aircraft 

} 122.87 Other statutes. 

Section 4.85 of the chapter, relating to 
vessels with residue cargo for domestic 
ports, applies to aircraft residue cargo, 
except as stated in the subpart. 

Subpart J—Transportation In Bond 
and Merchandise In Transit 

S 122.91 Application. 

This subpart applies to the 
transportation in bond of merchandise 
arriving in the U.S. by aircraft and 
entered: 

(a) Foi immediate transportation to 
another airport without appraisement: or 

(b) For transporlalion through the VS. 
and later exportion by aircraft. 

4 122.92 Procedure at port of origin. 

required^t] Customs Form 
• 512. Customs Form 7512 shall be used 
lor both entry and manifest. Three 
copies of the form are required at the 
port of origin for merchandise for 
‘mmodlale transportation without 
appraisement. Four copies of the form 
are required when merchandise for 
transportation and exportation is 
entered. (See also. 18.11 and 18.20(8) 


of this chapter). Each copy shall be 
signed by the carrier or agent. 

(2) Customs Form 7512^ The 
“Origin** copy of Customs Form 7512-C 
shall be filed with Customs Form 7512. It 
shall be dated and its number and dale 
shall be placed on all copies of Customs 
Form 7512. 

(b) Delivery of Customs form to 
corner—(1) Merchandise entered for 
immediate transportation without 
appraisement. When merchandise is 
entered for immediate transportation 
without appraisement, two copies of 
Customs Form 751Z and the duplicate 
copy of Customs Form 7512-C shall be 
delivered to the carrier. 

(2) Merchandise entered for 
transportation and exportation. When 
merchandise is entered for 
transportation and ex^rtation, one 
copy of Customs Form 7512 and one 
copy of Customs Form 7512-C shall be 
delivered to the carrier. 

(3) softer delivery. Once the forms are 
delivered, they shall accompany the 
merchandise to the port of destination or 
exportation. 

(c) Receipt and supervision. The agent 
of a bonded air carrier shall give a 
receipt for any merchandise delivered to 
it for transportation in bond. 

(d) Split shipment —(1) Departure 
within 24 hours. Merchandise covered 
by a single entry and manifest (Customs 
Form 7512) may be sent to the 
destination airport on one or more 
aircraft. A separate manifest for each 
aircraft is not required if the whole 
shipment is sent within a single 24>hour 
period. 

(2) Departure not within 24 hours. 
When any part of a shipment is sent 
more than 24 hours after the first part 
was sent, the entry and manifest copy 
which accompanies the first shipment 
shall state that the rest of the shipment 
will follow by separate aircraft. A single 
manifest shall be prepared for each part 
of the shipment sent by separate 
aircraft. The manifest shall be used as 
notice of each arrival at the destination 
airport. 

(e) Transhipment Merchandise sent 
under bond may be transferred at an 
intermediate airport to one or more 
aircraft of the same airline. This may be 
done without Customs supervision and 
notice of the transfer is not required. 
When merchandise covered by one 
entry and manifest is transferred to 
more than one aircraft, paragraph (d) of 
this section applies. 

(f) Sealing not required. The sealing of 
aircraft, aircraft compartments carrying 
bonded merchandise, or the cording and 
sealing of bonded packages carried by 
the aircraft, is not required. 


(g) Warning labels. The carrier shall 
supply and attach the warning label, as 
described in 9 16.4(e) of this ^apter, to 
each bonded package. 

9 122.93 Procedure at deetinatkKi or 
exportettoo airport 

(a) Delivery to district director. When 
a ^nded shipment arrives at the 
destination airport, the aircraft 
commander or agent shall deliver one 
copy of the entry and manifest (Customs 
Form 7512] covering the shipment to the 
district director of that airport as notice 
of arrival. If the shipment was sent by 
separate aircraft more than 24 hours 
after the first part of the shipment was 
sent, then a manifest for each part of the 
shipment shall be delivered to the 
district director. 

(b) Delivery to consignee. When the 
merchandise is sent under an entry for 
immediate transportation without 
appraisal, one copy of the manifest 
covering the merchandise shall be 
delivered by the carrier to the 
consignee. This copy is used to make 
entry, and may also be used as a carrier 
certificate as provided in 9 141.11(a)(4) 
of this chapter. 

9 122.94 Certifkat# of lading for 
exportation. 

(a) Required filing. This section 
applies to merchan^se entered for 
transportation and exportation by 
aircraft. A certificate of lading for 
exportation. Customs Form 7512 (see 

9 122.93 of Subpart)) or Customs Form 
7520 shall be filed when the 
merchandise reaches the final departure 
airrort. Either form shall be filled out 
ana signed at the place where aircraft 
clearance for the merchandise is given. 
Customs Form 7512-C (duplicate) shall 
also be submitted at this time. 

(b) Clearance not at place of final 
departure. Whenever an aircraH is 
cleared at a place other than the place 
of final departure from the U.S.. the 
aircraft commander or agent shall: 

(1) Promptly report arrival of any 
bonded merchandise for export to the 
Customs officer in charge at that place: 
and 

(2) Submit to the Customs officer in 
charge the certificate received at the 
place the merchandise was taken on 
board. The clearance certificate is kept 
by the Customs officer in charge until 
departure. 

This procedure shall be followed at each 
place of landing before final departure. 

1122.95 Other provisions. 

Part 18 of this chapter (Transportation 
in Bond and Merchandise in Transit) 
applies to the transportation of 
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merchandise under this subp|irt unless 
stated otherwise. 

Subpart K^Accompanled Baggage In 
Transit 

{ 122.101 Entry of accompanied baggage. 

Passengers who enter the U.S. on one 
aircraft and depart to a foreign area on 
another aircraft with accompanying 
baggage shall either 

(a) Submit their baggage to Customs 
for inspection; or 

(b) Arrange with the importing carrier 
for the baggage to be processed under 
regular in transit pixK^ures. When 
passengers choose not to have access to 
their baggage while in the U.S.. the 
baggage shall be listed on the Air Cargo 
Manifest as provided in § 122.46 of this 
chapter. 

9 122.102 Inspection of baggage in transit 

(a) General baggage in transit may be 
inspected upon arrival while in transit 
and upon exportation. Carriers shall 
present in-transit baggage for inspection 
at any time found necessary by the 
district director. 

(b) Before delivery to passen^^cr. In- 
transit baggage shall be presimted to a 
Customs officer for insp^ion and 
clearance before the baggage can be 
delivered to a passenger while in the 
US. 

Subpart L-*Translt Air Cargo Manifest 
(TACM) Procedures 

$122,111 Application. 

Cargo (including manifested baggage] 
which arrives and is transported under 
Customs control in. through or from the 
U.S. may be transported in bond under 
this subpart. If cargo is not transported 
under this subpart it shall be 
transported under other provisions of 
this chapter. (See Subparts 1 and | of this 
part and Parts 18 and 123 of this 
chapter). 

$122,112 Definitions. 

The following definitions apply in this 
subpaii: 

(a) Transit air cargo. ‘Transit air 
cargo** is cargo, including manifested 
baggage, transported under tha 
requirements of this subpaii: 

(b) Port of arrival. The *’por1 of 
urri%*ar is the port in the U.S. where 
Imported cargo must be documented for 
further transportation under this 
subpart: 

(c) Transfer or transferred. ‘Transfer 
or tnmsferrcd** means the document 
change of cargo to transit air cargo for 
transportation. The terms also include 
the physical movement of the cargo from 
one carrier to another, and thereafter by 


air or surface movement to the port of 
destination: 

(d) Transit air cargo manifest 
‘Transit air cargo manifest** is used in 
this suhparl as the shortened title for the 
transportation entry and transit air 
cargo manifest 

$ 122.113 Form for transit air cargo 
manifest procedures. 

A manifest on Customs Form 7509 is 
required to transport cargo as transit air 
cargo. The words 'Transportation Entry 
and Transit Air Caigo Manifest** shall 
be printed, stamped or marked on the 
form and on all copies of the form 
required for transit air cargo movement 

$122,114 Contents. 

(a) Form duplicates original manifest 
Each transit air cargo manifest shall be 
a duplicate of the sheet presented as 
part of the cargo manifest for the aircraft 
on which the cargo arrived in the U.S. 

(b) Number of shipments shown on 
manifest —(1) ^pments from one 
country. Each transit air cargo manifest 
sheet may list 

(1) Only air cargo shipments bom one 
exporting country, with the name shown 
in the headiiig; or 

(ii) The name of the exportation 
country for each shipment shown in the 
'‘Nature of Goods'* column. 

(2) Shipment to the same port A 
single transit air cargo manifest may list 
only those shipments manifested at the 
port of arrival for. 

(i) The same Customs port of 
destination; 

(ii) The same Customs port for later 
exportation; or 

(iii) Direct exportation from the port of 
arrival 

(c) Information required. Each air 
cargo manifest sheet shall show: 

(1) The foreign port of lading: 

(2) The date the aircraft arrived at the 
port of arrival 

(3) Each U.S. port where Customs 
services will be necessary due to transit 
air cargo procedures: and 

(4) The final port of destination in the 
U.S., or the foreign country of 
destination, for each shipment. Ihe 
foreign country destination shown on 
the numifost must be the final 
destination, as shown by airline 
shipping documents, even though airline 
transport may be scheduled to end 
before the shipment arrives at the final 
destination. 

(d) Number of copies. The transit air 
caigo manifest shall be supplied as 
follows: 

(1) Three copies for transit air cargo 
exported directly from the port of 
arrival 


(2) Four copies for transit air cargo 
moving from the port of arrival to a port 
of destination in the U.S.: and 

(3) Five copies for transit air caigo 
moving from the port of arrival to 
another U.S. port for exportation. 

(c) Corrections. W'hen corrections in 
the route shown on the original manifest 
for the cargo are required at the port of 
arrival to make a manifest sheet 
workable as a transit air cargo manifest, 
the district director at the port of arrival 
may allow the corrections. 

$122,115 Labeling of cargo. 

A warning label, as required by 
$ 18.4(e) of diis chapter, shall be 
attached to all transit air cargo not 
directly exported from the port of 
arrival before the cargo leaves the port 
of arrival. 

$ 122.116 Identification of manifest 
sheets. 

W‘hen Ihe original caigo manifest for 
the aircraft on which the cargo arrives is 
presented by the aircraft commander or 
agent at the port of arrival a manifest 
number will be given to the aircraft 
entry documents by Customs. The 
number given shall be used by the 
airline to identify all copies of the 
transit air cargo manifest. All copies of 
the manifest shall be correctly 
numbered before cargo will be released 
from the port of arrival as transit air 
cargo. 

$ 112.117 Requirements for trsnsit §k 
cargo trensport 

(a) Transportation —(1) Port to port 
Transit air cargo may be carried to 
another port only when a receipt is 
given, as provided in $ 122.117(b). 11»e 
receipt may be given only by on airline 
which: 

(1) Is a common carrier for the 
transportation of bonded merchaiKlise; 
and 

(ii) Has the required Customs bond on 
file. 

(2) Exportation from port of orTT Vo/.^ 
Transit air cargo may be exported from 
the port of arrival only when covered by 
a bond on Customs Form 301, containing 
the bond conditions set forth in subpart 
C of Part 113 of this chapter, as provided 
in $ 1625 of this Chapter 

(b) Rece/p/—(!) Requirements. When 
air cargo is to move from Ihe port of 
arrival as transit air caigo. a receipt 
shall be given. The receipt shall be made 
by the airline responsible for transiwrt 
or export w'ithin the lay order 1^”^* 
by an authorized extension period (see 

$ 4.37 of this chapter). 

(2) Contents. The receipt shall appear 
on each copy of the transit air cargo 
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manifest, clearly signed and dated if 
required, in the following form: 

Received the cargo listed herein for 
delivery to Customs at the port of destination 
or exportation shown above, or for direct 
exportation. 

Name of Carrier (or F.xporter)- 

Attorney or Agent of Carrier (or Exporter) — 
Date - 

(c) Responsibiiity for transit air 
cargo—{\] Direct exportation. The 
responsibility of the airline exporting 
transit air cargo for direct exportation 
begins when a receipt, as provided in 
i 122.117(b), is presented to Customs. 

(2) Other than direct exportion. When 
the transit air cargo is not for direct 
exportation, the responsibility of the 
airline receiving the cargo begins when a 
receipt, as provided in § 122.117(b), is 
presented to Customs. 

(3) Carting. When carting is used to 
deliver transit air cargo to receiving 
airlines, the importing airline is 
responsible for the cargo under its own 
bond until a receipt is filed by the 
receiving airline. This does not apply 
when the carting is done under Part 112 
of this chapter, at the expense of the 
parties involved. 

(4) Importing airlines. An importing 
airline which has qualified as a carrier 
of bonded merchandise, whether 
registered in the U.S. or a foreign area, 
may; 

(i) Give a receipt for the air cargo: 

(ii) File an appropriate bond; and 

(iil) Deliver the cargo to an authorized 
domestic carrier for in-bond 
transportation from the port of arrival. 
The importing carrier's ^nd covers the 
transportation. 

(d) Split shipments, A receipt shall be 
given by one airline for all of the cargo 
shipments listed on one transit air catgo 
manifest sheet. Cargo shipments so 
listed ah ^11 be transported from the port 
of anival on one aircraft or carrier 
unless the use of more than one aircraft 
or carrier would be allowed: 

(1) By § 122.92(d) under o single 
combined entry and manifest: 

(2) By i 122.118(d): or 

(3) By § 122-119(ej. permitting the use 
of a surface carrier for transport. 
Otherwise, all shipments on the transit 
air cargo manifest shall be separately 
documented and transported under the 
r^ulw pr^cdures for transportation of 
merchandise in bond (See Siibpart)). 

^ 122.11$ Exportation from port of arrival. 

|u) Application, Transit air caigo may 
be transferred for exportation from any 
port of arrival under this section. The 
district director may require any 
supervision necessary to enforce the 
regulations of other Federal agencies. 


(b) Time, Transit air cargo shall be 
exported from the port of arrival within 
10 days from the date the exporting 
airline receives the cargo. 

(c) Transit air cargo manifest copies. 
Three copies of the transit air cargo 
manifest shall be filed with Customs. 

(1) Review copy. The importing airline 
shall file a copy of each transit air cargo 
manifest sheet covering any cargo 
shipment that will be transferred for 
direct exportation. This filing shall be 
made as soon as the exporting airline 
has been chosen. The exporting airline 
need not give receipt of the review copy 
for the cargo to be transferred, but the 
name of the exporting airline shall be 
placed on the copy. 

(2) Exportation copy. The exportation 
copy shall be filed by the exporting 
airline when clearance documents are 
presented to Customs. 

(3) Clearance copy. The clearance 
copy shall be filed with the exporting 
aircraft's clearance documents. 

The exportation and clearance copies 
shall show the exporting aircraft's 
receipt for the cargo, number, flight 
number, and the date. 

(d) Direct export on different aircraft 
Transit air cargo shipments which are 
listed on one aircraft transit air cargo 
manifest sheet may be directly exported 
^on different aircraft of the exporting 
airline. When this occurs, an additional 
copy of the transit air cargo manifest 
shall be filed for each shipment or group 
of shipments transported in other 
aircraft. Each copy of the transit air 
cargo manifest shall be clearly marked 
to show which shipment or shipments 
listed are covered by the manifest copy. 

(e) Direct export by another airline. 
When shipments listed on one transit air 
cargo manifest sheet are not exported 
from the same port on the same airline, 
separate export entries on Customs 
Form 7512, as required by i 18.25 of this 
chapter, shall be filed. 

(0 Post entered air cargo. Air cargo 
not listed on the manifest (i.e.. overages) 
which has been post entered under 
S 122.49(b) may be exported from the 
port of origin under this subpart. Four 
copies of the air cargo manifest. 

Customs Form 7509, marked "Post 
Entry", shall be provided. All 
requirements of § 122.44(b] and of this 
section shall be followed in using this 
procedure. 

(g) Review. The review copy of the 
transit air cargo manifest sheets must be 
reviewed by Customs as required for the 
carrier manifest copy in S 122.120(g). 

The reviewing offtcer shall take the 
proper action if a license is necessary 
for any cargo. The exporting airline shall 
be notified that any transit air cargo 
which is not covered by the required 


license must be placed under 
constructive Customs custody in a 
special area of the airline's terminal 
until the license is obtained. 

$ 122.119 Transportslion to another U.S. 
airport 

(a) Application. Air cargo shipments 
may be transferred for transportation as 
transit air cargo from the port of arrival 
to another port in the U.S. under this 
section. The district director of the port 
of arrival may require Customs 
supervision of the transfer. 

(b) Time, Transit air cargo traveling to 
a final port of destination in the U.S. 
shall be delivered to Customs at its 
destination within 15 days from the date 
the receiving airline gives the receipt for 
the cargo at the port of arrival. 

(cl Transit air cargo manifest copies. 
Three copies of the transit air cargo 
manifest, and two copies of Customs 
Form 7512^ (original and duplicate) 
shall be filed by the airline giving a 
receipt for moving the cargo shipments 
to destination. 

[\) Permit copy. This copy is used and 
kept by Customs at the port of arrival. 

(2) Customs Form 7512-C (duplicate). 
This copy accompanies the transit air 
cargo to the port of destination. 

|d) Failure to deliver on time —(1) 
Procedure. If transit air cargo docs not 
arrive at the destination port on time, 
the district director at the port of arrival 
shall take action as provided isn ii 18.6 
and 188 of this chapter. When Customs 
Form 3661 is used by the district director 
for reporting, the amount of duty or tax 
due shall not be indicated on the form 
when the amount is uncertain. Instead, 
the amount of tax and duty shall be 
decided at the port of arrival on the 
basis of information: 

(1) On Customs Form 3661; 

(ii) On the permit copy kept at the port 
of arrival; and 

(ii) obtained from the carriers as 
necessary. The district director at the 
port of arrival shall notify the airline 
that gave a receipt for the cargo that 
there has been a failure to deliver. 

(2) Responsibility of airline. When the 
airline that gave a receipt for the cargo 
receives notice of discrepancies, the 
airline shall answer within 90 days of 
the date of such notice to the district 
director at the port of arrival. The 
answer shall provide any information or 
documents related to value and 
description of the cargo involved that 
the receipting airline and the importing 
airline can produce. 

(e) Port of arrival to port of 
destination. When an aircraft arrives at 
the port of arrival with cargo to be 
carried as transit air cargo, the cargo 
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may be transferred to another carrier for 
surface movement to the port of 
destination. The transfer is allowed 
under the following conditons: 

(1) The importing airline's bond must 
cover the transfer and surface 
movement; 

(2) The description of the carro on the 
transit air cargo manifest must be 
complete; 

(3) The entire shipment listed in the 
transit air cargo manifest must be 
shipped from the port of arrival to the 
port of destination by the same surface 
movement: and 

(4) Section 122.114(b) must be 
followed. 

i 122.120 Transportation to another port 
for expoftatioa 

(a) AppUoaUon, Air cargo may be 
transferred as transit air cargo at the 
port of arrival for transportation to 
another port in the US. and later 
exportation under this section. 

(bj Supervision^l] Fwm port of 
a nival to exportation port. Tlie district 
director at the port of arrival may order 
may supervision found necessary for the 
transfer of transit air cargo for 
transportation to another port for 
export 

(2) At exportation port. Customs shall 
be notified far enough in advance to be 
able to make any required supervision 
of the lading of cargo, and any other 
Federal agency checks, when transit air 
cargo is ready for lading on the 
exporting aircraft 

(c) Time. Transit air cargo covered by 
this section shall be delivered to 
Customs at the port of exportation 
within 15 days from the date of receipt 
hy the forwarding airline. 

(d) Transit air cargo manifest copies. 
Five copies of the transit air cargo 
manifest and a Customs Form 7512-C 
(original and duplicate) shall be filed 
with Customs. 

(1) Port of arrh aJ. Two copies of the 
transit air cargo manifest marked 
separately as “permit” and ''control” 
copies, and Customs Form 7512-C 
(original) shall be filed with Customs at 
the port of arrival Filing shall be made 
when the arriving aircraft enters, or 
before the lay order period ends, by the 
airlines which gives receipt to transport 
the cargo from the port of arrival to the 
port of destination. 

(2) Port of exportation. Three copies of 
the transit air cargo manifest shall be 
filed at the port of exportation. 

.(i) Carrier manifest copy. The carrier 
manifest copy shall be attached to the 
listing of cargo shipments and submitted 
when the cargo arrives at the 
exportation port 


(ilj Exportation and clearance copies. 
Two copies marked separately as 
"exportation" and "durance" copies, 
shall be filed with Customs at the 
exportation port 

(e) Delivery to exporting airline. 

When the transit air caiw arrives at the 
exportation port it may ne delivered 
directly to the exporting carrier, together 
with exportation and clearance 
copies. The name of the exporting 
carrier shall be clearly noted on the 
carrier manifest copy, which shall be 
delivered to Customs. 

(0 Storage by exporting airline. The 
exporting carrier shall keep all cai^o 
listed on the transit air cargo manifest in 
one storage space. The storage space 
shall be separate &om the area in which 
special shipments which require a 
license under { 122.120(g) ere stored. 

(g) Export license —(1) Review. The 
Customs officer shall review the carrier 
manifest copy of the transit air cargo 
manifest to sure that the export 
bcensing requirements of other Federal 
agencies have been followed. 

(2) information inadequate, if the 
manifest Information is not enough fur 
Customs to determine that a license or 
other requirement applies, then the 
transit air cargo shall be checked by 
examination, or by inspection of the air 
waybills or attached invoices. 

(3) When License or Other 
Requirement Applies. The exporting 
airline shall be notified at once if 
Customs finds that the shipment cannot 
be exported without a license or other 
approval The shipment shall then be 
put under constructive Customs custody 
in a special area set aside for the 
shipment in the exporting airline's rrugo 
terminal 

(h) Filing of exportation and 
clearance copiesy-{l) information 
When filed with Customs, the 
exportation and clearance copies of the 
tansit air cargo manifest shall each 
show the aircraft: 

(i) number, 

(ii) fiighl number, and 

(iii) the date. 

(2J Filing. The exporting airline shall 
file the exportation and clearance copies 
before the aircraft that carries the 
transit air cargo departs. The clearance 
copies shall be grouped together and not 
mixed in with other outward manifest 
sheets. The exportation copies shall be 
grouped together, and kept separate 
from the outward clearance documents. 

(i) Cargo not laden at same airport by 
same aiHine —(1) Procedure. If all the 
cargo listed on one transit air cargo 
manifest sheet is not laden for 
exportation from the same U.S. airport 
by the same airline, then separate 
entries on Customs Forms 7512 and 


7512-C are required for each cargo 
shipment listccl 

(i) for transportation and exportation 
undW Subpaii J of this part; or 

(ii) for direct exportation under } 18.25 
of this chapter. 

(j) Cargo laden on more than one 
aircraft of same airline. When any cargo 
shipment listed on the same transit air 
cargo manifest must be exported on 
more than one aircraft of the same 
airline. § 122.118(d) applies. 

(k) Failure to deliver. If ail or part of 
the cargo listed on the transit air cargo 
manifest is not accounted for with an 
exportation copy within 40 days, the 
district director at the port of arrival 
shall take action as provided in 

S 122.n9(d). 

Subpart M—Aircraft Liquor Kits 

S 122.131 Appllcstion. 

(a) Liquor and tobacco. Siibpart M 
applies to: 

(l) Duty-free and tax-free liquor and 
tobacco: and 

(2) Duty-paid and tax-paid liquor and 
tobacco which has been placed in the 
same liquor kit as duty-fiee and tax-free 
liquor and tobacco. 

(b) Aircraft. Subpart M applies to all 
commercial aircraft on domestic or 
foreign flights operating Into, from and 
betw^een U.S. airports, which are 
carrying: 

(1) Duty-free and tax-free liquor and 
Id^cco withdrawn from bond under 

i 309 of the Trqiff Act of 1930, as 
amended (19 U.S.C. 1309): or 

(2) Other liquor or tobacco on %vhich 
duty or taxes have not been paid. 

This includes any aircraft carrying duty 
free and tax-free Uquor under 19 U.S.C. 
1309, or other Federal law, although the 
aircraft is not required to enler, dear or 
report arrival 

§ 122.132 SesHng of aircraft liquor kits. 

(a) Sealing Required. Aircraft liquor 
kits shall be sealed on board the aircrah 
by crewmembers before the alrcrafl 
lands In the U3. llie liquor kits shall be 
under seal while on the ground unless 
taken to an authorize airline in-bond 
liquor storeroom. 

(b) Exception. When an aircraft is 
travelina between airports in the U.S.. in 
a trade for which duty-free and tax-free 
liquor is used during flight, sealing the 
liquor kits on board during transporting 
stopovers is not required if: 

(1) The liquor kits are kept on board 
the aircraft 

(2) The district director finds that 
sealing is not required for revenue 
protection. 
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(c) Seals (a be used. AurcnifI liquor 
kits shall be sealed with U.S. Custcmie 
serially numbered, orange colored 
button-type seala» or other approved 
seab. The airline shall use seals 
supplied by an approved manofactiirer. 
as provided in Part 24 oC (his chapter. A 
smidl mimber of seels may be obtained 
horn the district director. 

(d) Remoring seals. When sealed 
liquor kits are on board any airorafi that 
is on the ground, the Customs seals may 
be broken only by: 

(1) A customs officen or 

(2) Authoriaed airline pmonnel. in an 
authorized <iirluie in-bond liquor 
storeroom. 

(t) ReseoJmg. When a Customs officer 
breaks the seal of a liquor kit to check 
the contents, the aclion shall be 
recorded on the liquor kit stores list, and 
the liquor kit must be reseated with an 
uncolored button seal 


1122.133 Stores Rtf required on srrfvst 

(a) When required, contenis. Three 
copies of an incoming stores list shall be 
prepared for each liquor kit on board 
before an aircraft lands. Ihe incoraing 
stores shall state for each type of liquor 
and bottle size the: 

(1| Number of full bottles; 

|21 Number of partially filled bottles; 
and 


(3) Toliil number of bottles. 

If the carrier chooses not to state the 
type of liquor for each size bottle, any 
duty or taxes assessed for any sh^age 
shall be set at the higbest rate available 
for the alcoholic beverages in the kit. 

(b) Disposition of stores list copies, 
copy of the incoming stores list 
shall be placed In the liqnor kit before it 
is sealed. The remainiiig two copies 
shall be used as foUowsi: 

(1) One copy of the stores list shall be 
niod with the inward corgo manifesl: 
and 


(2) One copy shall be kept for filing 
with the outward cargo manifest If the 
hquor kit was laden for export. 

(c) For oircroft not required to enter 
ond/ordear. If an aircraft is not 
tequrred to enter and/or dean 
(1) One copy of the stores list shall be 
gtven to the Customs officer upon 
•rrivd; and 


(2) One copy sh»)l be kepi to be given 
to the CuHome officer before departere 
the aircraft 


viL Stores list noiprepares 
hen a complete stores list is not 
pn^parod before landing, liquor kits 
^ Mated on board, and the seal nii 
4haU be recorded on the stores list 
When the aircraft lands, the liquor 
ue taken at once to the Customs ofl 
and the stores list shall be complet( 


crew members under Customs 
supervisloii. 

9122.134 Whan airline dooa not have In- 
bond liquor storeroom. 

(a) Handling of liquor kits. An irircrafi 
may land at an airport where the oiriine 
involved does not have an aothorixed 
in-bond liquor storesoom. When this 
occurs, the liquor kits, under any 
supenrision found necessary by the 
district director, may be: 

(1) Kept on board the alrcnrfh 

(2J R(fmoved and replaced upon the 
aircraft or 

(3) Removed and replaced aboard 
another aircraft. 

(b) Sealing of kits. Aircraft liquor kits 
covered by this section shall remam 
sealed until departure. Customs officers 
may remove the seal to check the 
contents of the liquor kits, but shall 
reseal the kits as provided in 

§ 122.132(e). 

(c) Restocking. Additional amounts of 
duty-free and tax-free liquor and 
tobacco obtained in the U.S. shall be 
laden in a separate container on any 
aircraft coveted by 5 122.134. The lading 
shall be done under any supervision the 
district director finds necessary. The 
addtttonal liquor and tobacco shall be 
shown on separate outward stores lists. 

9122.135 When airflhe does have li>boiKl 
liquor storeroom. 

(a) Restocking, Liquor kits on bourd 
the aircraft lao^og at an airpavt where 
the airHne involved an authorized 
in-bond liquor storeroom may be 
restocked In the storeroetn. 

(b) Inventory record. Each authorized 
airHne tn-bond liquor storerfxmt shaH 
keep an inventory record in a form that 
satisfies the district director. The 
inventory record thall account for the 
receipt and use of all aircraft liquor and 
tobacco stores on %vhich duty and/or tax 
has not been paid. 

(c) Airline employees. Any airline 
which has an authorized in-bond liquor 
store room at an airport shall give the 
district director; 

(1) A list of names of all airHne 
employees authorized to break Customs 
teals on liquor kits in the in-bond liquor 
storeroom; and 

(2) signature samples of the 
authorized employees. 

(d) Opening of aircraft liquor hits. 
Aircraft liquor kits received in an 
authorized storeroom shell be opened 
only by authorized airline employees^ or 
by Customs officers. 

(e) Contents of Hquor kits. The 
employees who hrodL the seals oo 
aircraft liquor Idts shall check the 
contents at once. The employeea shall 


immediately report to the distirct 
director any: 

(1) Evidence of seal tampering: 

|2) Difference between the seal 

numbers on the llqutTr kits and those 
recorded on the stores Kst: and 

(3) Differences in quantity as shown 
on li^ stores liot 

(f) Handling the liquor kits —(t) 

Partial bottles. Partial bottles ol liquor 
may be removed from incoming liquor 
kits and kept in the in-bond liquor 
storeroom to be destroyed or combined 
with other partial bottles. This may be 
done under Customs supervision. The 
costs of Customs supervision shall be 
paid by the airlino. 

(2) Exportation, The contenis of 
incoming liquor kits may be commtngled 
to resto^ outbound liqisor kits. 'Hie 
commingling must take place in the 
airline in-bond liquor storeroom, using 
liquor bottles on which the seal has not 
been broken. 

(3) Sealing, All liquor kits shall be 
sealed as provided in 9 122.132(a) before 
removal from the fn-bond liquor 
storeroom. All seal numbers shall be 
listed on an outgoing stores list. 

9122.134 Outgoing stores Hat 

(a) Preparation, TVvo copies of a 
seri^ly numbered outgoing stores liat 
shall be prepared by the airhne for aH 
liquor and tobacco withdrawn from 
bonded or non-tax paid stock and added 
to liquor kits. The outgoing stores, list 
shall show the total number of bottles 
for each type liquor, the brand, and the 
size of each bottle. 

(b) Use of Copies. The tvw co pies of 
the outgoing stores list shall be used as 
follows: 

(1) One copy shall be placed and kept 
in the outgoing kits until the aircraft 
leaves the U.sl; and 

(2) One copy must be filed eilhet wiib 
the outgoing cargo manifest (for aircraft 
required to clear) or with Customs 
before departing, as provided in 

9 122133(c). In both cases, the third 
copy of t^ inward stores list shall be 
filed with the outgoing stores list (See 
9 122133(c)). 

9122137 Certmeete of use. 

Any liquor or tobacco withdrawn 
from the in-bond storeroom and shown 
on the outgoing stores Hst shall be 
recorded, when exported, on a 
certificate of use prepared by the airline. 

Subpart N—FHght to and From tho U.S. 
Virgin Islands 

9 122141 OefMUons^ 

Under Subpoii N. the following 
definitions apply; 
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(a) United States. The term **U.S.** 
indudes the several States, the District 
of Columbia and Puerto Rico. 

(b) Foreign area. The term “foreign 
area“ means any area other than the 
several States, the District of Columbia 
and Puerto Rico. 

9 122.142 Flights ths US. Virgin 

tstands and a foreign area. 

(a) Aircraft arriving in the U.S. Virgin 
islands. Aircraft arriving in the Virgin 
Islands from a place other than the U.S. 
are governed by the provisions of this 
part which apply to aircraft arriving in a 
State from a foreign area. 

(b) Aircraft leaving the US. Virgin 
Islands. Aircraft leaving the U.S. Virgin 
Islands for a place other than the U.S. 
are governed by the provisions of this 
part that apply to aircraft leaving a State 
for a foreign area. 

9 122.143 Flights from the US. to ths U.S. 
Virgin Islands. 

(a) in general. Aircraft on flights from 
the U.S. to the Virgin Islands are 
governed by the provisions of this part 
that apply to aircraft on a flight between 
two States. 

(b] Bureau of the Census. When 
Bureau of the Census regulations (15 
CFR Part 30) apply to aircraft carrying 
merchandise to the U.S. Virgin Islands 
from the U.S., permission to depart must 
be obtained from the district director. 
Permission to depart shall not be given 
unless: 

(1) A complete manifest and Shipper's 
Export Declarations as required by 15 
CFR Part 30 are Tiled: or 

(2) An incomplete manifest under 15 
CFR 30.24 is Hied and the complete 
manifest and Shipper's Export 
Dedarotions are filed within 7 business 
days after departure. 

9 122.144 FUghts from ths U.S. Virgin 
Islands to tha U.S. 

(a) Aircraft not inspected^!] On 
departure. Aircraft leaving the U.S. 
Virgin Islands for the U.S. are governed 
by the provisions of this part that apply 
to aircraft leering the U.S. for a foreign 
area. 

(2) On arrival. Aircraft departing from 
the Virgin Islands and arriving in the 
U.S. are governed by the provisions of 
this part that apply to aircraft arriving in 
a State from a foreign area. 

(b) Super\ision. When aircraft are 
inspected by customs in the U.S. Virgin 
Islands, the district director may order 
any supervision found necessary to 
protect the revenue and enforce the 
laws administered by Customs. This 
includes the collection of duty and taxes 
on articles bought in the U.S. Virgin 
Islands. 

(c) Procedure. When an aircraft that 
was inspected in the U.S. Virgin Islands 


arrives in the U.S. from the U.S. Virgin 
Islands, the aircraft commander must be 
able to give evidence of the inspection 
to Customs on request. Evidence of the 
inspection shall be given in the 
following manner 

(1) A certificate on Customs Form 
7507 shall be presented for aircraft 
registered in the U.S. and: 

(1) Of domestic origin: or 

(ii) Of foreign origin, if duty has been 
paid and the aircraft is proceeding in 
ballast, or with cargo and/or passengers 
solely from the U.S. Virgin Islands. Two 
copies of the certificate shall be given to 
the inspecting officers in the U.S. Virgin 
Islands by the aircraft commander. T^e 
certificate shall be marked with the port 
and date of inspection, and must be 
signed by the inspecting officer. The 
original of the certificate must be 
returned to the aircraft commander, who 
must keep the certificate for a 
reasonable time after the end of the 
flight to the U.S. If requested, the 
certificate shall bo presented to 
Customs. The certificate may be 
destroyed or disposed of after a 
reasonable time at the discretion of the 
aircraft commander or agent. 

(2) A permit to proceed on Customs 
Form 7507 shall be presented for aircraft 
registered in the U.S. which are: 

(i) of foreign origin: 

(ii) not duty paid: and 

(iii) proceeding in ballast 

The permit to proceed, as required by 
9 122.57. shall be marked with the port 
and date of inspection, and shall be 
signed by the inspecting officer in the 
U.S. Virgin Islands. 

(3) A permit to proceed on Customs 
Form 7507 shall be presented for aircraft 
registered in a foreign country and 
proceeding in ballast The permit to 
proceed, as required by 9 122.56. shall 
be marked with the port and date of 
inspection, and shall be signed by the 
inspecting officer in the U.S. Virgin 
Islands. 

(4) A permit to proceed, or other 
document, shall be filed as required 
under Subpart I of this part for an 
aircraft carrying residue cargo and/or 
passengers. The permit to proceed shall 
be marked with the port and date of 
inspection, and it must be signed by the 
inspecting officer in the U.S. Virgin 
Islands. 

Subpart O—Public Aircraft 

122.1S1 Public aircraft of tha U.S. or 
foreign countries. 

(a) Report of arrival entry and 
clearance. No report of arrivol. entry or 
clearance is required for any public 
aircraft of the U.S. or a foreign country 
when used exclusively in governmental 
scrv'ice and not carrying passengers or 
merchandise for commercial purposes. 


Aircraft time chartered by the U.S. 
Government or a foreign government 
and government owmed aircraft engaged 
in the carriage of persons or property for 
commercial purposes are not considered 
public aircraft. 

(b) Manifest. The commander of any 
public aircraft arriving from abroad with 
cargo on board shall file a manifest, in 
duplicate, listing all such cargo. The 
original manifest shall be filed with the 
district director within 48 hours after 
arrival of the aircraft. The duplicate 
copy shall be made available to the 
discharging inspector at the airport. 

(c) Other agency requirements —(1) 
Agriculture. The Department of 
Agriculture has the authority to inspect 
any aircraft arriving in the U.S. pursuant 
to Title 7, United States Code. Section 
ISOff. 

(2) Deportment of Defense. All civilian 
or military aircraft operated by or for 
the Department of Defense are subject 
to the requirements of Department of 
Defense Regulations 5030.49-R, Section 
HI. chapter 7. 

Subpart P—Penalties 

9 122.161 In general. 

Any person who violales any Customs 
requirements stated In Part 122, or any 
regulation that applies to aircraft under 
9 122.3. Is subject to a dvil penalty of 
$500.00. Any aircraft used as part of 
such violation is subject to seizure or 
forfeiture, as provided in the Customs 
laws. A penalty or forfeiture may be 
mitigated under Part 171 of this chapter. 

9 122.162 Failure to notify and explain 
differences in air cargo manifest 

(a) Application. Penalties shall be 
assessed when differences in on air 
cargo manifest (overages or shortages) 
are discovered and: 

(1) The required notice and 
explanation are not made in time: 

(2) The district director is not satisfied 
that the differences were caused by 
clerical error or other mistake: 

(3) There has been a loss of revenue to 
the U.S.; or 

(4) The district director is not satisfied 
that there was a valid reason for delay 
in reporting any differences. 

(b) Definition. Under this section, 
“clerical error or other mistake" means 
a non-negllgcnt. Inadvertent, or 
typographical mistake, made w’hcn the 
manifest is prepared, assembled or 
submitted. 

(c) Repeated differences. When 
repeated differences are found in 
manifests filed by the same person, 
may be determined that the dlffcrcnc 
were a result of negligence and not 
clerical error or other mistake. 
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(d) Knowledge. A penalty may be 
assessed for differences in a manifest 
that arc unknown to the aircraft 
commander or owner. 

{ 122.163 Traf>slt air cargo travaHng to 
U.Sw ports. 


Headquarters since certain limited 
domestic transportation by foreign civil 
aircraft Is permitted under regulations 
issued by the Civil Aeronautics Board 
(14 CFR Part 375). 

WlllUm voQ Raab. 


(a) Application. When transit air 
cargo is traveling from the port of arrival 
to another U.S. port under ( 122.119« a 
liability shall be assessed, as set out in 

i 16.8 of this Chapter if there has been: 

(1) Shortage in delivery: 

(2) Irregular delivery: or 

(3) Non-delivery. 

(b) Liabilities assessed. The 
liabilities assessed under this section 
arc imposed as liquidated damages 
under a carrier's bond. The basis for 
ussessing the liquidated damages is the 
value of the merchandise. 

(c) Value of merchandise. The district 
dire^or determines the value of 
merchandise for assessment purposes. 
Valuation is based on: 

(1) Any data or documents available 
to the airline which gave a receipt for 
the transit air cargo, and available to the 
importing airline relating to the 
description and value of the cargo: and 

(2) Other information available to the 
district director relating to the same or 
similar merchandise. If the data or 
documents required by this section are 
not submitted within 90 days of the date 
requestf?d. the district director shall 
determine value on the basis of other 
information available to him. The transit 
air cargo manifest does not reflect value. 

(122.164 Transportation to another port 
for exportation. 

When transit air cargo is traveling 
from the port of arrival to another U.S. 
port for later exportation, any liquidated 
damages for shortages or irregular 
delivery shall be assessed as provided 
in i 122.163. 


1122.165 Air cabotaga. 

The air cabotage law (49 U.S.C. 
1506(b)) prohibits the transportation of 
persons, property, or mail for 
(^mpensation or hire between points of 
the U.S. in a foreign civil aircraft The 
aircraft^* includes all 
aircraft that are not of U.S. registration 
except those foreign-registered aircraft 
leased or chartered to a U.S. air carrier 
and operated under the authority of 
regulations issued by the Department of 
TransporlaUon. 14 CFR 121.153. and 
those aircraft used exclusively in the 
sennee of any government. Customs 
omcers detecting possible violations 
•hall report the matter to Headquarters, 
Carrier Rulings Branch. 
jQ n fio* l>e assessed under 

U b.C. 1471 pending instructions from 


Commissioner of Customs. 

Approved: June 13.1065. 
lobn M. Welker. )r.« 

Assistant Secretary of the Treasury. 

PAhALLEL Reference Table 

rrha Ubi* tfoae tte fetoeomhp of Mctene m fOvM Part 
122 lo Part 61 


Ranaad aacbon 

Suparaadad aacbon 


Naw 

^09 9tm} 



61(0 

61 (a) 

Naw 

61(h) 

faaw 

1222(0 

1222(4)-. __ 

iwofi 

1222 (a).. 

1229(h) 

Baaad on 19 CFR 

24 16 

Naw 

172 7^*1 

Naw 

1222 ( 1 ) 

. 

Naw 

6141) 

6 i|b). )e). 

6 to 

199^1) 

1225 .. 

1224 

664 b 9 

6640 

• 6 (a> 

S12 (Oi <b). (d) 
612(0 

612(0 

6124) 

612(g) 
a 12 (h) 

612(1) 

S19 

1»5 .. 

itee 

122 lira) 

i 22 .n(b) . 

122 . 11(0 

12212(0 . 

179 190A 

t77t7tef . 

122 12 M) 

1 » 1!1 

179 91 

12792 

Naw 

179 91t»} 


12223 06. (e). (d), (a) 

614(4) 

Naa 

614 (b) (B) 

61446 

12223(0 ___ 

12224 (0. (b) . . 

122 25(a).(Ib). (0.(4) .- 

12226__ 

12227 

Ba 4 ad on 16 CFR 

17770 

1466 

12220 __ 

14632 

Horn 

122 -M. . . 

6 lOandetl 

62(b)(1) 

62(b)(3) 

t72!l1lal .. 

122.314b). .- ^ 

l»31(h)l1l _ _ 

1223llckr2l _ 

6 . 2 (b)( 2 ) 

62(b)(4) 

6246(6) 

6246(1) 

62(bM1) 

62tO 

122 31*0 

122 311*1 

122 31^1) 

122511^ 

17799 

122S1 . 

1225A . 

62(49 

62(0 

62(h) 

6246 ( 6 ). 

122 M__ 

12230 

12237 

62(h) 

62 la). <6 

62 (a) 4 ). 

62(0) 

62(a)(1) 

6 2 (a) (0 

62 (a) ( 1 ) 

Now Baaad on 

I2236lal 

122.3640 

inw/i^ _ 

172SSUO 

122JMrel - 

12236(1) 

12236(gk 

122.41. 

Cuatama CiroiOr 
INS-2-EV. dated 
Oac. 16 1M1 

63(a). 6 4 (a) (b) and 
69(0 

6 3(b) and 6 44c) 

6 7 (O. (b) 

122.42 (Ol (b) __ 

122.43 (aL us 

129 *.3(0 


Cuiioma Ocuiav 
AjR- 4 -)CS. dated 
Jan. 24.19M 


Paraubl Reference Table— Continued 

(TiMa taM artoM lha ratawaNp of •&cSon§ m nrvma Pmt 
12210 Superaabaci Part 6] 


fW i no d aoctiort S u poraadad aacKon 


122 44 Nem Baaed oo 

CdtiomaOciAv 
BA6-S-O0 (AIR- 
4 >aiR)l datad Aug 
S. IMS 

I224S iS7(|bXn 

i2Z45idl _ Norn. Stood on 


12246(a) 

122460)) 


12248(0. 

122-47(6). 

12247(1)) 

12Z47(C|(1)- 

122-47(0*2) .. . 

12i47(d)_ 

12246 (at) Cb). icti (d) 
12246(0_ 


Cuafeomt Ofcula) 
BAO-S-CO (AIR- 
A'AiRL dafad Aug 
9- IMS 
.67(W(» 

-1 e.7(bH2) ASo baaad 
I onCutktmt 
OcUor A)R-4-CS, 
dmiod Jon 24. 

I IMS. 

6 7tW(2) 
iS7(h 

6 7 ( 1 ) 

sygomA 

6 70bM3|fV). N6. 

S7(e 

670 )« 3 ) 

Naw Baaad on 


»2249(a>... 

I2i49(b).(0,(d).t0.(6- 


t2^SI _ 

122 S2 (a). 6S. 1C). 
122S2(d) . 


122 « _____ 

12294 (i), (bi iO. (d). (•). to- 

12215440)---- 

12261(0) .. .. 

12262 (0). (b), (O- 

122.63 (aL Cb)-- 

122-64 ....... 

1226S_ _ 

12271 ___ __ 

12272 ___.... 

122.72 __ ___ 


Cualoma Orculai 
AlR-7-(El. daiad 
J»t 31.1972. 

6 7(h) riLW 
67(h) (1 )l( 3) ANo 
botod on 19 CFR 
412(B) 

62(dK3). 

S2(dK3)L 
62(<fM3K^ Alao 
baaad on TO 
96063(1). daiad 
Utt 4. 1960 
Naw Baaed oh 14 
CFR 121 163 
6.2(d)(1) 

62(d)(2) 

6310 

63(0 

65(0 

63(d) 

6i(a) 

66(4) 

60(b) Alao baaad on 


T O 62-92. daiad 


12274(a) __ 

122744b)__ _ 

122 7440_ 

1227440(1)-- 

1227440(2)- 

122.7440(3)___ 

12274(0-----—. 

122 75(a) (1). (2). -- 

12175(0 . ---- 

12276___ 


Mar 22. 1962 
69(a) Alao baaad on 
16 CFR 3024. 
66(a) 

6.6(a) Alao baaad on 
16 CFR 30 24(0 
S6(a) A1 m 3 baaad on 
18 CFR 3024 (a) 

6 8(a) Alao baaad on 
15 CFR 
9024(a)(1) 

66(a) Alao baaad on 
15 CFR 
3024(0(1) 

e6(a) 

66(0 Alao baaad on 
15 CFR 3021(b) 
66(0 

66(0 Alao baaad on 
15 CFR 361 


122.77 _ _ _ 

122 76 _...._ 

12279(0.(0 -- 

122S0^ __ 

12261 . . 

12262 _ 


66(01 

6 6(C) 

63(0 and 65(b) 
661#) 

69(4) 

69(0 Alao baaad on 
t8CFR4 6S<A). 19 
CFR 113 13a (a) 


12263 (O. It) (O. ( 

1226340 - 

12263(0 _ 

122 64(0. (bL (0.66- 

12265 ___ 

12266 __ 


(b) and It CSS 
11361 
69(b) 

6.9 

69(b) 

69(0 

69(d) 

Naia Baaad on 


Cualoim OciAar 
A6).7-EV. datad 
Hot 23. 1950 














































































































30478 


Federal Register / Vol. SO. No. 144 / Friday. July 26. 1985 / Proposed Rules 


Paraoel REFERENce Tabu—C ontmed 

f ntm om hitt c0 mctom m r wmma Pan 

122 ID Supmtmota Pad 6) 


12227._ 

122JI- 

t22» M.|bl. 
t22M<0- 
122221^ 


12799 
122JUM- 
127.9324. 


12294 U). 

122.94_ 

122 101 _ 


122109^- 


127111 —_ 
t2?112(a|L|b).<0- 

f221iM—^- 

122113- _ 

122114^_ 


122lf4|b)_ 

)221t44bH2}- 

12211410- 

122.114(41- 

122.114(a> _ 

199.114 _ 


122114 
122 11710.- 


12211710._ 

122117(0.99- 

127 119(0_ 

122114(b)_ 


•72114(0 . 
122114(0 - 
I29lt4(«| 

129114(n 


122114(0_ 

19211910— 

172119(0- 

122119(0_ 


127 11910_ 

(29.119(0^_ 

•22 120(4»_ 

i22t90(M(l)- 

127120(0._ 

122 i9099_ 

122179(0-..— 

122149(9^- 

i27.i90(gD_ 

•22 120(h)_ 

122179(4.(0- 
172 i»M- 


915(4J 

4 15(b). (1) IT) 

9l5<b)(3) 

ei6(bK4) 

eiSibKS) 

eiMbMO 

415(c) 

6 IS 
4.14 
e.i5<a) 


AlR-7-(EI. cMad 
Jvi on 1972 
Hadf BaaaOon 
Cualoma Circular 
/UR>7>4£i. 9Mad 
Jm 1972 
417. 

417 

414(0 

416(0 

4 10(0 baaaO 
on Cumoarn 
Onj^ AIR>7-€V. 
daloOMay 4 1942 
418(b) 

416(0 

414(0 

418(1) 

41(He) 

414(0 AlaobaMd 
on C u a t ow 
CiroOar OR-T-fv. 
daladMay4 1967 
419 
670(0 
670 Ob) b9 


670(0 
624(0 
471(0 
424(N.(0 
42490 


CFR 1675 


» 19 


Cutfoma Caorlar 
AlR-7-Ca dated 
Ator 17. 1986 
674(d) 

6.22ta) 

471(0 

427(a) Also bated 
onCualoraa 
Catular IRA-I- 
MdS, datao JJi IS. 
1944 

622(C).(d> 

672(0 
423(0 
623(0 
623(0 
671(M 
473 
623|b) 

623(0 
623(0 
673(0 


473(0 


172131 through 122 l37^ 


623(0) 


•72141 _ 

172147-_ 

127 143 _ 

122 1444a((l). 
127144(0(2)- 
127 144(b> 
122144(0. 
i:7 14440 
122 1S1 

122 191 _ 

122 162- 

112143 _ 

172 144 . _ 


AiR-r-oa dated 
JUna 14 1964 


675(0 

678(b) 

625(0(1) 
675(0(2) 
475(0(3) 
4675(0(4) 
^425(cM5f 
. Naw Baaador* if 
i Cn(44 
.610 
; 4 1(h) 
e72(ai 


r Parallel Reference lAmE—Continuad 

maa latte Owaa fia ralteornPiQ or aacfona« 

122 10 SMparaadad Part 4i 


RtelDMt VDCfOh 

SuptetedMd teCfte 

SuperteOM) MCfOh 


Nm. on 

919(1) 


CuNomt Qnnilw 

919 — 


AlR-4^(teted 

920(bL)9|-- 


Nte 12 1972 

920(0--- 


Parallel Reference Table 

(TNa labia fhowa fw lOalonatep of aacfona In Pad 4 «o 

IP^ 122J 


41 (t).«0> 
4101- 

41(1)- 

41(0- 

9101- 

47(0- 


42|b|^ 

42(b)(e).. 

42<d|(1) 

67(0(21. 


42(0(3)- 
47 (4). (D- 


47(0 
e2(h). 
41(a) ^ 


430))- 


43(0 


43(0. 


44 (O arO (b) . 
44(0 


45 (b). (0) 


ej4o). 

4499- 


47(0 

47(0 


4 70- 

47(0- 

69(0 


44 09 
49(0- 


44(0- 


4a(a( 


49(0 

4904 

49(0 

69(0 

49(0 

410. 


411 _ 

412 (4). (b). HIL- 


412(0) 

412(0 
4 13 (1). (OA 94 (8 
919-- 


414(0 - 

4 14 (b) (9)^ 


6140)- 

4 15(0—__ 


41404 

41540- 

414- 

4I7_ - 


4 letat 

4140) 

41440 

4tllMI 


122211) 

1222(b) 

1222(h) 

1227(0 

1272(0 

12272 12232 
12294 

12271 

12234 

12254 (a) thteuflh O 
12254(0 

12251 and 12257 
12274 (O. (bL 40). 

«0 4nd0 
17279(0 
12234 and 12777 
12241. 

12242(0 (O 

1226na).12262 40. 

(0.(0 4*0 

12279(0 

12244 
127 41 
122.42(b) 

12243 (a). 09 aiO 

12271(b). 

1225 and 1224 
1224 
172 43(0 
12243(0 12245. 

122 44(0.09.(0 
and 12247(0 
12247 to 09. ind 
)0 

122 49, and 122162 
17271. 12272 
122 74 (a). 09. and 
)0 tl) and (3). and 
12274 
122 73 
122 79 
122.77. 

122 74(0(2). 

122 74(0. 

123 75(0. (1) and 
(2), 122 75(b) and 
122 60 

12241 and 122.92 

17243 

12294 

12245 
11747 

1227. 12270 arO 
172 191 
12270 
12211(0 
1221109 
127.11(0 
112.12. 

12213 

12273 fb). (ci Id) 

(•) 

17224(0.09 

122.74 

122.61 and 12295 
122 92 
122 93 
122 44 
172.111 vO 
12211210,09.(0 

12211291). 122117 
and 122 11409 
122114(b). 

122114(0 
122 114(0 


Parallel Reference Table—C ontinued 

fTlat labte thow* 9ia rteafonatep o4 techona at P«i § id 
IP ad 1721 


921(0- 

921(b).. 

421(0- 

922(0- 


422(0. M 
422(a) _ 

473(0- 


423it) 


47310)- 


92306.. 


923«a)- 

923(0- 


92309 

924(0., 


924 99.(0- 

624(d)_ 

424(0- 


925(0- 


925(h) 

9 25(011).. 

929(0(3)- 
9l 4(dp) ■ 


925(0(4).- 

925(0(5)-. 


122lt4(d) 

122119 
122117(0 
122117(0. 01. arHl 
(O 

122119(0 
122120(0 
122.1190)) 
122119(0. 0‘l. and 
(a) 

122119(0 
122 143 
122 120 (O and 
09(1) 

122170(0 
122 120 09(3 ted 0) 
122 12009 
122120(g) 

122 120(0 ted 
122144 
122110 ( 6 . 6 ) 
l22ll9(aA 
122114(0 
122118(5) 
122.114(d) 

122 142 

122143 

122144(0(1) 

122144(a)(2) 

122144(0 

122144(C) 

122144(0 


[FR Doc. 8S-17770 Filed 7-27-BS; B.45iiml 

aiLUNO COOC 49204K3-II 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR Part 449 

(Oocktt No. 8SN-01361 

Nystatin Tablets; Revision of 
Disintegration Standard 

agency: Food and Drug Administration 
action: Proposed rule. _ 

sumimary: The Food and Drug 
Administration (FDA) is proposing lo 
amend the antibiotic drug regulations by 
revising the disintegration stan^rd for 
nystatin film-coaled tablets. This action 
will assure better quality control of thi* • 
product. 

OATES: Comments by September 24, 
19S5; request for an informal conference 
by August 2a. 1905. 
address: Written comments to the 
Dockets Management Branch (HFA- 
305), Food and Drug Administration, to 
4-02. 5800 Fishers Lane, Rockville. MD 
20857. 

FOR FURTHER INFORMATION CONTACT: 

loan M. Eckert, Center for Drugs and 
Biologies (HFN-815). Food and Drug 
Administration 5600 Fishers Une. 
Rockville. MD 20857. 301-443-4290 
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SUPPtEMENTAftV INFORMATION: At the 
request of a manufacturer, FDA Is 
proposing to amend the antibiotic drug 
regulations by revising the 
disintegration standaH for nystatin nim> 
coated tablets from 90 minutes to 2 
hours* 

The disintegration test for fllm-coated 
tablets (21 CFR 436.212(e)(1)) measures 
the rate of disintegration of ^is dosage 
form by immersion in simulated gastric 
fluid for the time specified in the 
individual monograph (regulation). The 
monograph providing for nystatin 
tablets specifies a disinte^ation time 
period of 30 minutes for fUm-coated 
tablets. If the tablets have not 
disintegrated in 30 minutes, they do not 
meet the standard for disintegration. 

The manufacturer contends that the 
current disintegration standard is 
unnecessarily stringent for nystatin filra^ 
coated tablets because the availability 
of nystatin Is necessary only in the 
intestine for the treatment of intestinal 
candidiasis. The manufacturer noted 
that the monograph providing for 
nystatin tablets specifies a 
disintegration standard of 2 hours for 
plain-coated tablets that are used for the 
same treatment, llius, the manufacturer 
believes that a disintegration standard 
of 2 hours for n>^tatin film-coated 
tablets would also be sufficient to give 
adequate assurance of nystatin's 
availability In the intestine. 

FDA has reviewed the manufacturer's 
request and has tentatively concluded 
that a disintegration standard of 30 
minutes is unnecessarily stringent for 
nystatin film-coated tablets. Therefore, 
FDA is proposing that the disintegration 
standard of 2 hours be established for 
nystatin film-coated tablets. 

In addition, FDA is proposing to 
amend the regulation (monograph) for 
nystatin tablets by deleting (1) the 

C ision for the plan-coated tablets 
use they are no longer marketed, 
and (2) the reference to film-coated 
tablets containing a starch filler because 
all nystatin tablets currently marketed 
fit this description. 

agency has determined under 21 
CFR 25,24(c)(6) (April 26.1985; 50 FR 
1H636) that this action is of a type that 
does not individually or cumulatively 
have a significant effect on the human 
environment. Therefore, neither an 
environmental assessment nor an 
environmental impact statement is 
required. 

The agency has considered the 
economic impact of this proposed 
relcmaking end has determined that it 
does not require a regulatory flexibility 
^alysis. as defined in the Regulatory 
Oexibility Act (Pub. L. 96-354). 
Specirically. the proposal would refine 


an existing technical provision to 
provide a less stringent requirement 
Accordingly, the agency certifies that 
the proposed rule, if implemented, will 
not have a significant economic impact 
on a substantial number of small 
entities. 

Interested persons may, on or before 
September 24,1985, submit to the 
Dockets Management Branch (address 
above] written comments regarding this 
proposal. Two copies of any comments 
shall be submitted, except that 
individuals may submit single copies of 
comments. The comments are to be 
identified with the docket number found 
in brackets in the heading of this 
document. Received comments may be 
seen in the office above between 9 a.m. 
and 4 p.m., Monday through Friday. 

Interested persons may also, on or 
before August 28.1985, submit to the 
Dockets Management Branch (address 
above) a request for an informal 
conference. The participants in an 
informal conference, if one is held, will 
have until September 24.1985, or 15 
days after the day of the conference, 
whichever is later, to submit their 
comments. 

List of Subjects in 21 CFR Pari 449 

Antibiotics, Antifungal. 

Therefore, under the Federal Food, 
Drug, and Cosmetic Act and under 
authority delegated to the Commissioner 
of Food and Drugs, it is propoised that 
Part 449 be amended as follows: 

PART 449—ANTIFUNGAL ANTIBIOTIC 
DRUGS 

1. The authority citation for 21 CFR 
Part 449 is revised to read as follows: 

Authority Sees. 507,701. 52 Sut 1055-1056 
as amended. 59 Stat 463 as amended (21 
U.S.C. 357. 371); 21 CFR 5.10 

2. In 8 449.150a by revising paragraph 
(a)(1) to read as follows: 

8 449.150a Nystatin UMata. 

(a) Requirements for certification^!) 
Standards of identity, strength, quality, 
and purity. Nystatin tablets are tablets 
composed of nystatin and suitable and 
harmless buffer substances, diluents, 
binders, lubricants, colorings, and 
flavorings. Each tablet contains 500.000 
units of nystatin. Its potency Is 
satisfactory if it is not less than 90 
percent and not more than 130 percent 
of the number of units of nystatin that it 
is represented to contain. The loss on 
drying is not more than 8 percent. The 
tablets shall desintegrate within 2 hours. 
The nystatin used conforms to the 
standards prescribed by 8 449.50(a)(1). 


Bated: July 19.1985 
Dsiilel L. Michels, 

Director, Office of Compliance, Center for 
Drugs and Biologies. 

|FR Doc. 17732 Filed 7-25^ 8;45 am] 
■tUJNQ COOC 4160^1-M 


DEPARTMENT OF DEFENSE 

Corps of Engineers, Department of 
the Army 

33 CFR Parts 322 and 325 

National Fishing Enhancement Act 

agency: Corps of Engineers. 

Department of the Army, DOD. 

action: Proposed rule. 

SUMMARY: The proposed changes are to 
implement the National Fishing 
Enhancement Act of 1984 (Pub. L 98- 
623). Procedures implementing the 
authority to assess civil penalties, as 
provided by the Act, will be proposed at 
a later date. 

date: Comments must be submitted on 
or before September 24,1985. 

ADDRESS: Office of the Chief of 
Engineers, ATTN: DAEN-CWO-N, 
Washington, D.C. 20314-1000. 

FOR FURTHER INFORMATION CONTACT: 

Dr. Robert Pierce or Mr. Burt Paynter, 
Regulatory Branch. (202) 272-0199. 

supptCMENTARY INFORMATION: We are 
hereby issuing a proposed rule which 
governs the regulatory program of the 
Corps of Engineers. The major changes 
of these regulations are to implement the 
National Fishing Enhancement Act of 
1984 (Pub. L 98-623). Many of these 
procedures are verbatim from the 
statute. We will review all comments 
and determine whether any changes are 
necessary. 

The National Fishing Enhancement 
Act of 1984 also authorized the 
Secretary of the Army to assess a civil 
penalty on any person who. after notice 
and an opportunity for a hearing, is 
found to have violated any provision of 
a permit issued for an artificial reef. 
Procedures for implementing such civil 
penalties will be proposed at a later 
date. 

Environmental Documentation: We 
have determined that this action does 
not constitute a ma}or Federal action 
significantly affecting the quality of the 
human environment. Appropriate 
environmental documentation is 
prepared for all permit decisions. 
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Part 322—’Permits for Structures or 
Work in or Affecting Navigah/e Waters 
of the United States 

Section 3222lg): lliis section adds Ihe 
defintUon of the terra ^'artificial reefs** 
from the National Fishing Enhanceraent 
Act and clarifies what activities or 
stnictures the terra docs not include. 

Section J2?.2fA/:This section odds the 
definiUon of the term *’outer continental 
fiheir* from Outer Continental Shelf 
l.and Act. 

Section 32Z5(b): This section is n new 
section establishing procedures to 
comply with the National Fishing 
Enhancement Act of 1984. The specific 
provisions are taken directly from the 
statute. 

Part 325—Processing of Department of 
the Army Permits 

Section 325.1(dJ(6): This is a new 
section requiring an applicant to include 
provisions for siting, constructing, 
numitoring and managing of the 
artificial reef as part of his application 
for a permit 

Determinations Under Executive Order 
12291 and the Regulatory Flexibility Act 

The Department of the Army has 
determined that (he revisions to its 
regulations do not contain a major 
proposal requiring the prepanition of a 
regulatory analysis under Executive 
Order 12291. llie Department of the 
Army certifies, pursuant to section 
805fb) of the Regulatory Flexibility Act 
of 1980. that these regulations will not 
have a signiBcant economic impact on a 
Milrstuntial number of entities. 

l.r--Thc! term ''he** und its diirivarive* 
uNcd in ihesr ri:gutiiUoas aw generk: aad 
«hiiuid be consHlcred as applying lo iHith 
fiiale and fomnte 

List of Subjects 
33 CPU Port 322 

Continental shelf. Navigation. 

33 CFH Pari 325 

Administrative practices and 
procedure. Environmental protection. 
Navigation. 

ILttriL |u)> 12 19an 

Roherl K. Dniimoti. 

L f/eg AssistantSreretar^ #>/ thi> Army fCfr3 
Wvrksl 

Accoalingly, the Department of the 
Army is amending 33 CFR Parts 322 and 
.125 us Sift forth below: 


PART 322—PERMITS FOR 
STRUCTURES OR WORK IN OR 
AFFECTING NAVIGABLE WATERS OF 
THE UNITED STATES 

1. The authority cite for Part 322 
continues to read as follows: 

Authority: 33 US.C. 403. 

1. Section 322JS is amended by adding 
new paragraphs (g) and (h) as follows: 

S 322.2 Oefinitlofis. 

• • • • • 

(g) The term ''artificial reef means a 
structure which is constructed or placed 
in the navigable waters of the United 
States or in the waters overlying the 
outer continental siielf for the purpose of 
enhancing fishery resources and 
commercial and recreational fishing 
opportunities. The team does not include 
activities or structures, such as wing 
deflectors, bank stabilization, grade 
stabilization structures, or low flow key 
ways, all of which may be useful to 
enhance fisheries resources. 

(h) The term "outer continentuil shelf’ 
means all submerged lands lying 
seaward and outside of the urea of 
lands beneath the three mile (crritoiiuJ 
seas, and of which the subsoil and 
seabed appertain to the United States 
and are subject to its jurisdiction and 
control. 

2 Section 322.5 is amended by adding 
a new paragraph (b), pre\iou8ly 
reserved, as follows: 

S 322.S Special policies. 

• • • • • 

(b) Artificial Reefs. (1) When 
considering an application for an 
artificial reef, as defined In 33 CFR 
322.2(g). the district engineer will review 
the applicant's provisions for siting, 
constructing, moniloriiig. operating, 
maintaining, and managing the proposed 
artificial re^ and shall determine if 
those provisions are consistent with the 
following standards: 

(i) The enhancement of fishery 
resources to the maximum extent 
practicable: 

(li) The facilitation of access and 
utilization by United States recreational 
and commercial fishermen: 

(Hi) The minimization of conflicts 
among competing uses of the navigable 
waters or w^&iers overlying (he outer 
continential shelf and of the resoures in 
such waters: 

(ivl The minimization of 
environmental risks and risks to 
personal health and property; 

(v) Generally accepted principles of 
international law; and 

(vi) The prevention of any 
unreasonable obstructions to navigation 


If the district engineer decides that (he 
applicant's provisions are not consistent 
with these standards, he shall deny the 
permit. If the district engineer decides 
that the provisions are consistent with 
these standards, and if he decides lo 
issue the permit after Ihe public interest 
review, he shall make the provisions 
part of the permit. 

(2) In addition, the district engineer 
will consider the National Artificial Reef 
Plan developed pursuant to Section 204 
of the National Fishing Enhancement 
Act of 1984. and if he decides to issue 
the permit urill notify the Secretary* of 
Commerce of any need to deviate from 
that plan. 

(3J The district engineer will comply 
with all coordination provisions 
required by a written agreement 
between the DOD and the Federal 
agencies relative to artificial reefs. In 
addition, if the district engineer decides 
that further consultation beyond the 
normal public commenting process is 
required to evoluate fully the proposed 
artifical reef, he may Initiate such 
consultation with any Federal agency. 
State or local government, or other 
interested party, 

(4) The district engineer will issue a 
permit for the proposed artifical reef 
only if the applicant demonstrates, to 
the district engineer's satisfaction, that 
he hold unambiguous title to the artifical 
reef construction materials, and that he 
is financially able to assume 
responsibility for all damages which 
may arise with respect lo Ihe artificial 
reef and for which that applicant may be 
liable. The permittee and his insurer will 
be liable, to the extent determined under 
applicable law. for all damages which 
may arise with respect lo the artificial 
reef unless those damages result from 
activities required to be undertaken by 
the terms and conditions of Ihe permit 
The permittee must be acting In 
compliance with those terms and 
conditions for this exception from 
liability to apply. 


PART 325—PRCKESSING OF 
DEPARTMENT OF THE ARMY 
PERMITS 

4. The authority die for Part 325 
continues lo read as follows: 

Authority: 33 U S C, 401 el 33 VS.C 
1544; 33 U.S.C 1413. 

5. Section 325.1 is amended by adding 
a new paragraph (d)(0) as follows; 

} 325.1 Applications for permits. 

• • • • • 

111 ) • • • 
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(8) If Ibe activity would involve the 
(.(instructloa or placemenl of an artiflciiil 
reef, as defined in 33 Q-K 32Z2(f(l in the 
navigable waters of the United States or 
in the waters overlying the outer 
oonllnential shelf, the application must 
indode provisions for siting, 
constrvicti^ monitoring, and managing 
lha artificial reef. 

• • • • • 

[¥H Doc. aS-17454 Fttad 7-ZS^, a:45 nm] 
mx$m coon 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 180 

lopp-aooiaa; PH-FRL 2853>9] 

Ammonlmn Polyphosphate; Tolerance 
Eiemption 

Correction 

In KR Doc. 65-15102 beginning on page* 
126368 in the issue of Wednesday. June 
28.1965. make the following correction: 
On page 28389. in the second column, in 
11601001.10) • • •-should read 
"id}.. 

ULLIMO COM iaOS-« 1 -M 


1965. Revised CPG1-8 with a revised 
title as shown in the proposed regulation 
is scheduled to be distributed September 
15.1965. 

Therefore, the Notice of Pioposcd 
Rulemaking which appears in the 
Federal Register of July 5.1965 at 50 FR 
27627 is corrected In the following 
manner. 

(u) Item 2 is rtn ised to rend: in section 
302.2. paragraph (n) is amended by 
removing the entire parenthetical phrase 
at the end of the paragraph and adding 
“(See CPG 1-32, financial Assistance 
CutdelineB)-. 

(b) Item 3 Is revised to read: In section 
.302.2. paragraph (o) is amended by 
removing the entire parenthetical phrase 
at the end of the paragraph and adding 
“(See CPG 1-32. Financial Assistonce 
Guidelines)-. 

(c) Item 8 is revised by deleting from 
proposed paragraph (1) of section 302.5 
“and CPG 2-12. Tinandal Guidelines for 
State Comprehensive Cooperative 
Agreemenls’.- 

Samusl W. Speck. 

Astsuciato Director, State and Local Projtrontf 
and Support. 

IFR Doc. 85-17727 Filed 7-25-65 8 45 em| 
BtLUNO COO€ i 7 IS>ei^ 


FEDERAL EMERGENCY 

MANAGEMENT AGENCY DEPARTMENT OF COMMERCE 


44 CFR Part 302 


ChrtI Defensa; State and Local 
EfncrgaiKy Management Assistance 
Program (EMA); Correction 


AGENCY: Federal Emergency 
Management Agency (FENIAJ. 

ACTION: Corrections to proposed rule. 

SUMMARY: This document modifies 
certain document references in a 
proposed rule appearing on lolv 5.1985 
at 50 FR 27627. 


^roRTHER INFORMATION CONTACT: 
nward E. SergenL Office of Emcrgcni 
Management Programs. Federal 
r^^^acy Management Agency. 
Washington. D C. 20472 (202.640-3509 
SUWLEMWARY INFORMATION: Items 3 
and 3 of the Notice of Proposed 
Rulemaking (see first column p. 27628) 
iFould among other matters add to 
PiyAJP’apha (n) and (o) of 44 (TR 302.2 
i^retices to CivU Preparedness Guid< 
Appendices to such Guides Thcs« 
“> Guide materials contain 
enwre. Ttere is a similar reference to» 

">1 302.5(1}. Addilionallv. there are 
retaen^ injtem 8 to CIC l-« and to 
CPC 1-8^ The latter document is 
prr'posed to be distributed ScpfcmlM-r 


National Oceanic and Atmospheric 
Administration 

50 CFR Part 672 

IDockat No. 50720-51201 

Groandfish of the Gulf of Alaska 

agency: National Marine Fisheries 
Serv'icc (NX4FS), NOAA. Commerce 
ACTiOft: Proposed rule. 

SUMMANY: NOAA issues a proposed rule 
to implement Amendment 14 to the 
Fishery Management Plan for 
Grounditab of the Gulf of Alaska. The 
seven measures proposed in this 
amendment will aiiocale the sablefish 
resource to prev'ent potential gear 
conflicts and ground preemptions, 
establish a new starting dale for the 
han*est of sablefish. reduce optimum 
ycilds to prevent overfishing of certain 
groundfish species, define a new 
regulatory district to provide NMFS with 
more timely catch information with 
which to make inseason management 
decisions regarding rockflsh species, 
provide a flexible method for 
establishing prohibited species catch 
limits for Pacific halibut revise the 
reporting system for cotcher/processora. 
implement the NMF^ habitiit 


conserv'alion policy, and introduce a 
definition of directed Fishing. Each 
measure is intended to respond to 
biological, ecological, or socioeconomic 
problems that have been identified by 
the Fishing industry and the management 
agencies. Implementation of these 
measures is necessary for conserv'ation 
and management of the groundfish 
resources and for the orderly conduct of 
the fishery. 

date: Written comments must be 
received on or before September 9.1985 
AODNESSES: Comments should be sent 
to Robert W. MeVey. Director. Alaska 
Region. National Marine Fisheries 
Service. P.O. Box 1868. Juneau. AK 
99U)2. Copies of the amendment, the 
environmental assessment, and the 
regulatory impact rcview/lnitial 
regulatory flexibility aualysis may be 
obtained by contacting the North Pacific 
Fishery Management Council. P.O. Box 
103136. Anchorage. AK 99510. 907-274- 
4563. 

FOR FURTHEN INFORMATION CONTACr. 
Ronald J. Berg (Fishery DIuIogist. 

NMFS). 907-588-7230. 

SUPPLEMENTARY INFORMATION: The 
domestic and foreign groundfish fishery 
in the fishery conservation zone (FCZ) 
of the Gulf of Alaska is managed under 
the Fishery Management Plan for 
Groundfish of the Gulf of Alaska (FMP). 
1*he FMP was developed by the North 
Pacific Fishery Management Council 
(Council) under the Magnusnn Fishery 
Conservation and Management Act 
(Magnuson Act) and implemented 
December 1.1976 (43 TO 52709. 
November 14.1978). 

Prior to 1964. the Council would 
receive proposals to amend the FMP 
during any of Its scheduled meetings. At 
its April 1984 meeting, the Council 
adopted a policy W’hereby pruposais for 
amendments would tie received only 
once a year. Proposals conlainiKl in 
Amendment 14 were requested by the 
Council in September 1984 with n 
deadline set at December 7,1984. By the 
deadline, over thirty proposals were 
submitted to the Council, which then 
instructed its Plan Team to review and 
rank each proposal. At its Febraur)' 1985 
meeting, the Council reviewed the 
recommendations of the Plan Team, the 
Scientific and Statistical Committee 
(SSC). and the Advisory Panel (AP). and 
selected six proposals for inclusion in 
Amendment 14. Other proposals were 
identified for development and 
consideration for inclusion in a future 
amendment. The Council directed its 
Plan Team to analyze the biological 
ecological, and socioeconomic impacts 
of each of the six proposals and 
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alternatives to each, as required by the 
National Environmental Policy Act of 
1960 and other applicable laws. The 
Plan Team then prepared drafts of an 
environmental assessment and a 
regulatory impact review. The Council 
reviewed these documents at its March 
26-29,1985. meeting and added a 
seventh proposal—sablcfish seasons— 
in response to requests from the fishing 
industry. The Council then released 
these documents for public review, and 
invited comments from the interested 
public, fishing associations, and 
government agencies until May 3.1965. 
In response to comments received, the 
Plan Team revised the draft analyses for 
consideration by the Council at its May 
21-24.1985, meeting. At that meeting, 
the Council reviewed the analyses, 
heard further public comment, and voted 
to recommend that the Secretary 
implement its preferred alternatives for 
the seven parts of Amendment 14. 

Description of and reasons for each 
part of Amendment 14 follow: 

1. Allocate sable fish among gear 
types. Legal commercial fishing gear 
used in the directed domestic sablefish 
fishery is limited to hook-and-line gear, 
pots, and trawls; sablefish quotas are 
allocated among the legal gear 
categories by regulatory area, and a 
schedule for phasing out pot gear is 
established. 

The Magnuson Act encourages 
domestic development of fishery 
resources. The Alaska fishing industry 
has responded by rapidly increasing 
effort in the sablefish fishery off Alaska, 
creating jobs for hundreds of fishermen 
and providing economic growth to 
Alaska and Pacific Northwest fishing 
communities. Development of the 
sablefish resource has been undertaken 
principally by fishermen using hook- 
anddine gear, although regulations 
implementing the FN1P did not prevent 
the use of other types of gear used in the 
harvest of any groundfish species. 

Many domestic fishermen operating in 
the FCZ of Alaska use hook-and-line 
gear when targeting on sablefish 
because they are experienced in the 
halibut fishery which employs only 
hook-and-line gear and because little 
modification of this type of fishing gear 
is necessary on vessels moving from one 
fishery to the other. 

Pots have been used periodically in 
the sablefish fishery off Alaska since the 
mid-1970s. In 1973. 42 percent of the 
total domestic harvest of 90 metric tons 
(mt), or 38 mt, was taken by one vessel 
fishing pots. Since then, no more than 
six pot vessels have fished in the Gulf 
during any one season. Since 1973, hook- 
and-line vessels have dominated the 
fishery. As many as 200 hook-and-line 


vessels fished in 1984, harvesting 95 
percent of the total domestic harvest of 
sablefish taken off Alaska, or 7,128 mt. 
Directed fishing for sablefish using 
trawls and gillnets has been minimal to 
date. 

In 1982 the sablefish optimum yield 
(OY) was fully harvested by U.S. 
fishermen in the Southeast Outside 
District. In 1983, the OY was again 
harvested by U.S. fishermen in this 
district and in the East Yakutat District. 
In 1984, the OY was harvested by U.S. 
fishermen for the first time in both the 
Eastern and Central Regulatory Areas of 
the Gulf of Alaska. With this 
achievement came the realization that 
the sablefish resource would be 
insufficient to accommodate all users. 

This fact became apparent in the 
Southeast Alaska fishery during the first 
two months of 1985. Historically, the 
Southeast Alaska sablefish fishery did 
not begin until spring, when weather 
and fishing conditions improved and the 
fish had recovered from spawning. In 
fanuary 1985, however, three large 
vessels began fishing for sablefish using 
pot gear. F^t gear is set within a narrow 
depth range (250-500 fathoms), as is 
hook-and-line gear. Fishing was good 
and the catch by pot gear was abut 34 
percent of the combined Southeast-East 
Yakutat District OY. When the pot 
vessels left the area to unload their 
catch, some pots were stored on the 
grounds, preempting the grounds and 
creating a potential for gear conflicts. 
When hook-and-line gear, which is 
relatively lightweight, becomes 
entangled with the heavier pot gear, the 
hook-and-line gear breaks and is ofter 
lost. Gear conflicts arc likely between 
these two gear types since fishing is 
concentrated along the narrow shelf 
edge. Hook-and-line fishermen testified 
to the Council that the presence of just 
one or two vessels using pot gear can 
preempt a substantial area, forcing 
hook-and-line fishermen to move to 
avoid gear loss. Pots lost or stored on 
the fishing grounds over a long period of 
time can also contribute to this problem. 

As an interim solution, the Council 
voted at its February 1985 meeting to 
request the Secretary to implement an 
emergency rule under section 305(e) of 
the Magnuson Act that would prohibit 
the use of pots in the directed sablefish 
fishery in the Eastern Regulatory Area. 
The Secretary implemented the 
emergency rule (50 FR 12809, April 1. 
1985), to be effective until )une 25.1985. 

After considering extensive public 
testimony and receiving 
recommendations from the AP and SSC, 
the Council adopted this measure, which 
makes hook-and-line gear the only legal 
gear type for the directed sablefish 


fishery in the Eastern Regulatory Area, 
starting in 1986 (Table 1). It also makes 
hook-and-line and trawl gear the only 
legal gear types for the directed 
sablefish fishery in the Centra) 
Regulatory Area, starting in T987, and in 
the Western Regulatory Area, starting in 
1989. The measure establishes a 
schedule for phasing out the use of pot 
gear in the Central and Western 
Regulatory Areas, by which pot gear 
may harvest sablefish in the Central 
Regulatory Area in 1986, and in the 
Western Regulatory Area in 1966.1967, 
and 1988. 

The measure also allocates the 
sablefish OYs among the gear types. In 
the Eastern Regulatory Area, 95 percent 
of the OY is allocated to hook-and-line 
gear, the remaining 5 percent is 
allocated to trawl gear as a bycatch to 
support target fisheries for other species. 
In the Central Regulatory Area in 1986. 
55, 25. and 20 percent of the OY is 
allocated to hook-and-line. pot, and 
trawl gear, respectively. When pot gear 
is phased out of the Central Regulatory 
Area in 1987, the portion of the sablefish 
OY for that area that is allocated to pot 
gear in 1986 will be reallocated to hook- 
and-line gear, the share allocated to 
trawl vessels will remain at 20 percent. 
In the Western Regulatory Area in 1966. 
1987, and 1988, 55. 25, and 20 percent of 
the OY is allocated to hook-and-line. 
pot, and trawl gear, respectively. When 
pot gear Is phased out of the Western 
Regulatory Area In 1969, the portion of 
the sablefish OY for that area that is 
allocated to pot gear during those three 
years will bo allocated to hook-and-line 
gear, the share allocated to trawl gear 
will remain at 20 percent. 

This schedule for phasing out pot gear 
and allocating the sablefish OYs among 
the gear types was determined by the 
Council in recognition of several 
important factors. These included the 
historical economic dependence of 
hook-and-line vessels on the sablefish 
fishery, their development of the market 
in a fishery that was largely foreira- 
dominated until 1983, and the problems 
of grounds preemption and potential for 
gear conflicts between hook-and-line 
and pot gear. The CounciFs choice was 
the result of extensive debate and was 
consistent with a recommendation from 
the AP. The Council’s decision to ban 
pot gear in the Eastern Regulatory Area. 
Btartinfl In 1986, reflects the traditional 
dcpenm^nce by Southeast Alaska 
communities on the sablefish hook-and- 
line fishing industry. The one-year and 
three-year schedules for phasing out po 
gear in the Central and Western 
Regulatory Areas reflect the concerns 
voiced by the public and certain AP 
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members that some pot vessel operators 
have invested substantial funds in 
converting their vessels to pot gear and 
that sufficient time is needed to convert 
to the use of other gear for sablefish 
fishing or for entry into some other 
fishery. 

Table 1—Percentaqcs Of SablefiSh Auo- 
CATEO BY Yeah Among Hook-amcMjne 
(H sgi. Pot, ano Trawl Gear Users for 
Each Regulatory Area in the Gulf of 
Alaska 
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The proposed Council action is also 
intended to provide sufficient bycatch 
amounts of sablefish to trawl vessels 
conducting fisheries on other target 
species. 

Z Change the starting date for the 
directed sablefish fishery. The current 
season starting date for all groundfish. 
including sablefish. is fanuary 1. This 
measure changes the starting date for 
the directed sablefish Hshcry from 
fanuary 1 to April T. Comments received 
from the fishing Industry indicate that a 
later starting date is desirable for 
reasons of vessel safety, quality of 
sablefish product, and a fair start for 


commercial vessels of ail *izes. A 
similar winter closure was adopted by 
the State of Alaska in 1959. It remained 
in effect until 1977 when it was 
rescinded to allow U.S. vessels to 
compete more effectively with the 
foreign trawl fleet operating off 
Southeast Alaska. However, inclement 
weather conditions arc frequent during 
the late winter months, rendering fishin 
unufe for the many smaller vessels Iht 
make up a portion of the fleet operating 
Southeast Alaska and Kodiak Island 
Thfssc vessels are now forced to 
compete disadvantageously with the 
larger vessels, which are less affected 
tiy inclement weather. Because of 
increased fishing effort during Ihe late 
winter months the OYs ere now being 
achieved much earlier than in previous 
yearn. For example, in 1985 the 
rombin^ OYs for the Southeast and 
^ast Yakutal Districts were reached on 
Apnl a; in 1984 they were reached on 
|une 2B. 


Delaying the season starting date has 
the effect of providing safer weather 
conditions for smaller vessels and thus 
apportions the sablefish resource among 
a wider group of participants. Smaller 
vessels that are forced to remain in port 
when weather conditions are unsafe risk 
losing a share of the harvest to larger 
vessels that are able to remain at sea 
and harvest a greater share of the OY 
before smaller vessels are able to fully 
participate. Implementation of the April 
1 starting date would give smaller 
vessels a better chance to participate 
before Ihe OYs are reached. 

A portion of the sablefish stock 
spawns In February and March. The 
flesh of the spa wing fish is of poor 
quality and the fishermen refer to them 
as •"jelly bellies.- Some fishermen 
apparently discard the low quality fish 
at sea due to their lower value. 
Implementation of this season change 
will mitigate such wastage. 

Before selecting the April 1 date, the 
Council considered the effects that a 
delay in the starting date for the 
directed sablefish fishery might have on 
the resource and the Bshirig industry. 
The April 1 date was selected because 
if will (1) provide adequate fishing time 
to harvest the OY given the amount of 
effort employed in this fisheiy, (2) 
promote safety for the fleet: and (3J 
minimize the dscard of sablcBsli In poor 
condition. 

3, Establish lower opUnium yields. 
New optimum yields by regulatory area 
are established for certain species as 
. follows: pollock—Western/ 

Central 2 305,000 metric tons (mt): 

Pacific ocean perch—We8tem«l,302 
mt. Central•= 3.906: Atka mackerel— 
Centra]=500 ml. Easlem=100 mt 
“other rockfish"—Gulf-wide 3 ^ 5,000 mt; 
and “other species**—Culf-wide^ 22.460 
mt. 

At the request of the Council these 
reduced OYs were impelemented by 
emergency rule under section 305(e) of 
the Magnuson Act (50 FR 29661. fuly 22, 
•1985). A full description of the reasons 
for the OY reductions can be found in 
the environmental assessment prepared 
for .Amendment 14. which is available 
from the Council at the address above. 
Further amounts of reserves w’ere 
apportioned to DAH and TALFF on luly 
17.1985 (50 FR 29681. July 22.1985). 

llie Council. In adopting Ihe reduced 
OYs, considered the effects on prices 
that the reduced harvests might have. 
Assuming the entire 305.000 mt OY for 
pollock were caught, the 95.000 mt 
decrease from the present OY 
represents only 6.4 percent of the 1984 
U.S. and foreign catch from the FCZ off 
Alaska and only Z1 percent of Ihe 1982 


worldwide harvest of pollock. The 
amount of decrease is too small to 
influence price at any level. Data are not 
available to compare total reductions of 
the Pacific ocean perch, rockfish. and 
Atka mackerel OYs with worldwide 
catches, but any effects on world prices 
are believed to be insignificant. 

The reductions arc conservation 
measures and. to the extent that 
ov^erfishing is prevented and some 
stocks are able to rebuild, the measure 
provides a benefit. 

4. Define a new regulatory district. A 
new regulatory district—the Central 
Southeast District—between 56*00* and 
srso* N. latitude is estabUshed for 
purposes of better managing demersal 
shelf rockfish. which are part of the 
•'other rockfish- category. The harvest 
of “other rockfish** in this new district is 
limited to 600 mt. 

The categoiy •'other rockfish’* includes 
about 25 species of Sebastes that are 
currently managed under a Culf-vvidc 
OY. The maximum sustained yield 
(MSY) for this complex is based on 
amounts caught incidentally along the 
continental slope in the foreign trawl 
fishery for Pacific ocean perch between 
1973 and 1976. The Gulf-wide OY has 
been set at the lower end of the MSY 
range, or 7.600 mt 

In November 1984 the Alaska 
Department of Fish and Game (ADFtkG) 
submitted to the Plan Team a report on 
the rapidly expanding domestic fishery 
for bottom-dwelling (demersal) rockfish 
that occur in water less that 100 fathoms 
deep overlyirvg the continental shelf off 
Southeast Alaska. Over 20 species of 
rockfish are regularly landed. 
Predominant species are yelloweye 
rockfish (5. ruberrimus]. canary rockfish 
(S. pinniger), tiger rockfish (5. 
nigrocinctus), and rose thorn rockfish (5. 
beivomaevkitus] in the 40-100 fathom 
depth zone and quillback rockfish (S 
maliger), china rockfish (5. nebulosus] 
and copper rockfish (5. caurinus) in 
depths of less than 40 fathoms. 
Yelloweye rockfish and quillback 
rockfish are the primary target species. 
Longline gear is the predominant gear 
type and accounts for well over 90 
percent of the harvest. That report 
pointed out that this fishery is targeting 
on a gecgrapically discrete species 
group. This fishery has grown from less 
than 64 mt (round weight) in 1970 to 
nearly 400 mt (round weight) in 1983. 

The round weight catch for 1984 doubled 
to approximately 800 mt. 

Until recently, the majority of Ihe 
landings were assumed to be from 
waters within State jurisdiction. 
However, aproximately 50 percent of the 
fishable grounds are within the FCZ 
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Based on inlerviews with fishermen 
conducted by ADF&G in 1983 and 1984. 
approximately 25 percent of the landings 
were taken by vessels fishing only in the 
FCZ. 21 percent were taken by vessels 
fishing only within State waters, and the 
remaining 54 percent were taken by 
vessels that fished areas under both 
State and Federal jurisdiction. 

Aging studies conducted In recent 
years conclude that rockOsh are much 
longerdlvcd and slower-growing than 
early literature suggests. Many of the 
demersal species can live over 50 years 
and many do not reach maturity until 
after age 10. Because rockflsh are 
extremly long lived and slow-growing, 
the sustainable yield that can be taken 
from a stock is much lower than for a 
comparable biomass of faster-growing 
spedes such as pollock or cod. As a 
result, rockflsh stocks can be easily and 
quickly overfished. Since information on 
appropriate harvest levels for the 
demersal shelf rockfish stocks in 
Southeastern Alaska is tacking, the risk 
of overharvesting this resource is ^at. 

After reviewing the ADF5G rockfish 
issue paper, the Plan Team 
recommended in its November 1984 
report to the Council that *'olher 
rockfish'* category should be redefined 
to include three separate species groups: 
Slope rockfish, shelf pelagic rockflsh. 
and shelf demersal rockfish. Further, the 
management of the shelf demersal 
category should be conducted in 
cooperation with the State of Alaska. 

At the joint Alaska Board of Fisheries 
(Board) and Council meeting in early 
February 1985. ADF&G staff presented 
alternative management proposals for 
establishing a separate management 
category of shelf rockfish stocks In order 
to reduce the risk of overharvesting 
demersal shelf rockfish and to eliminate 
the possibility of harvesting the entire 
Gulf-wide OY In any one portion of the 
Gulf of Alaska. 

After considering the ADF&G 
proposals, actions by the Alaska Board 
of Fisheries, public testimony, and 
recommendations from the AP and SSC. 
the Coucil voted to implement on OY of 
600 mt for demersal shelf rockfish in 
waters between 56*00' N. and 57*30* N. 
latitude. The 600 mt quota wilt be 
subtracted from the ‘‘other rockfish*’ OY 
for the remainder of the Gulf of Alaska. 
Tlius, the remainder of the “other 
rockfish** OY, or 4.400 mt. is available 
for harvest elsewhere in the 
management unit. A 600-mt OY in the 
newly established Central Southeast 
district for demersal shelf rockflsh will 
allow for a Fishery based on historical 
levels of fishing effort, but will limit 
further expansion of the fishery until a 
more comprehensive management 


program can be developed. Hence, the 
risk of overfishing rockBsh will be 
mitigated. 

The Council also approved language 
to be incorporated into the FMP that 
recognizes the State of Alaska’s 
management regime for demersal shelf 
rockHsh which is directed at managing 
these rockfish stocks within smaller 
management units than are provided for 
by the FMP. Such State regulations are 
in addition to and stricter than Federal 
regulations and are authorized by the 
FMP as long as they are (1) not in 
conflict with the management objectives 
of the FMP and are (2) limited to 
establishing smaller areas and quotas, 
which would result in a harvest of 
demersal shelf rockflsh in each FMP 
management area at levels no greater 
than provided for by the FMP. 
Imposition of such State regulations is 
limited to vessels registered under the 
laws of the State of Alaska. 

5. Establish procedure for setting PSC 
limits for halibut A framework 
procedure is established for setting the 
prohibited species catch (PSC) limits for 
Pacific halibut in the joint venture and 
domestic trawl fisheries, the taking of 
which will result in a ban on the use of 
bottom trawl gear for the remainder of 
the fishing year. 

Regulations implementing the FMP 
contain restrictions on foreign and 
domestic fishermen in the Western and 
Central Regulatory Areas that are 
designed to minimize the taking of 
halibut, an important commercial 
species to a separate domestic target 
fishery. Foreign fishermen are restricted 
to the use of off-bottom gear when 
trawling in the Western and Central 
Regulatory Areas from December 1 
through May 31. a period when juvenile 
halibut are subject to high rates of 
Incidental capture. 

Domestic fishermen may use on- 
bottom gear during this period, but if the 
total take of Pacific halibut by domestic 
trawl operations in the Western or 
Central Areas reaches 29 or 52 mt. 
respectively, all further trawling by 
domestic fishermen is prohibited until 
June 1. 

These PSCs were implemented in 1978 
and at that time approximated one 
percent of the weight of Pacific cod 
expected to be taken by domestic 
fisnermen in 1979 or soon thereafter. 
Domestic groundfish catches have 
increased annually since 1979 as market 
opportunities developed. Most of the 
increase is attributed to large quantities 
of pollock taken in joint venture 
fisheries operating in the Shelik Strait 
region of the Central Area. Relatively 
few halibut are taken in this fishery, 
however, because only off-bottom trawl 


gear has been employed. For example, 
in 1983 only about 4 mt of Pacific halibut 
were taken incidentally to a pollock 
catch of 132.000 mt. However, domestic 
catches of other groundfish species 
(primarily cod and flounder), that do 
involve a significant halibut by catch, 
have also been increasing. 

Regulations at § 672.20(d] require that 
all trawl-caught halibut must be 
released. Some of the halibut may 
survive, but survival varies with the 
type of operation. Observer data suggest 
very low survival in operations which 
involve the transfer of codends at sea 
and where the halibut cannot be 
released immediately: these operations 
are typically joint ventures or large 
freezer/processor operations. On the 
other hand, potential survival is 
relatively high in smaller shore-based 
trawl operations where the catch Is 
typically sorted on deck and the halibut 
con be Immediately released. The 
siu*vivat rate for halibut released from 
small shore-based trawlers fishing off 
British Columbia is estimated to be 50 
percent 

Halibut have become more abiindant 
in the Gulf of Alaska, and their greater 
prevalence has increased their potential 
catch rates in the trawl fisheries. 
Recx)gnizing the probability of a greater 
incidental catch in the groundfish 
fisheries, the Council voted to request 
the Secretary to implement an 
emergency rule to increase the PSC 
limits for halibut to 270 mt and 760 ml In 
the Western and Central Areas, 
respectively, during Dccember-May. 
Recognizing that few halibut are taken 
with off-bottom trawl gear, the Council 
also voted to request the Secretary to 
exempt userstif off-bottom trawl gear 
from the restriction. The Secretary has 
implemented these requests by 
emergency regulation In 1984 and again 
in 1985 (49 FR 8618, March a 1984, and 
49 FR 48049. December 10,1984). 

Recent data also suggest that halibut 
are vulnerable to trawls during periods 
other than the December-May period 
specified in the FMP. An annual PSC 
would provide protection for halibut 
during all seasons. 

After considering the merits of the 
alternatives to provide protection for 
halibut without unduly restricting 
domestic groundfish fishermen, the 
Council adopted a framework procedure 
to allow the Secretary to establish 
annual management measures to control 
and limit the incidental halibut catch in 
joint venture and domestic trawl 
fisheries. These measures include ( 1 ) tnc 
establishment of halibut PSC limits; (2) 
the apportionment of PSC **'^^** 
regulatory areas or parts thereof, (3) tne 
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apportionment of PSC limits among gear 
types and/or individual operations; and 
(4) the designation of gear types and 
modes of operation to be either 
prohibited or permitted after a PSC limit 
has been reached. As soon as 
practicable after October 1 of each year 
and after consultation with the Council, 
the Secretary publishes in the Federal 
Register the proposed halibut PSC 
management measures for domestic and 
joint venture ftsheries. The measures arc 
based on criteria contained in the 
proposed S 672.20(e) below and 
comments are invited on the proposed 
PSC measures for 30 days. The 
Secretary* after considering comments 
received, then publishes final PSC 
measures in the Federal Register as soon 
as practicable after December 15 of each 
year. When the applicable share of PSC 
allocated to the domestic or joint 
venture fishery is reached, the Regional 
Director will, by notice published in the 
Federal Register, prohibit fishing with 
trawl gear other than off-bottom trawl 
gear for the rest of the year by the 
vessels and in the area to which the PSC 
limit applies; except that he may by 
such notice allow certain vessels to 
continue fishing with bottom trawl gear 
subject to the considerations listed in 
the proposed ( 672,20(e)(2)(lv) below. 

Imposing limits on the amounts of 
halibut that may be taken incidentally 
by domestic and joint venture fishenncn 
will convey a benefit to halibut 
fishermen, who have earned os much as 
S30.5 million in recent years. It will also 
benefit groundfish fisheries by assuring 
that halibut PSCs are based on the ^st 
available annual information regarding 
the abundance of halibut and the 
distribution of the expected groundfish 
haivest. Thus, ihe groundfish fisheries 
will run less risk of being terminated as 
u resuli of out-of-date PSC limits. 


6, Establish a weekly catch reporting 
system. A reporting system is 
established whereby applicants are 
required to indicate on their Federal 
Rroundfish permit applications whether 
their vessels are to be used for (1) 
harvesting/processing. ( 2 ) mothership 
processing. (3) harvesting only, or (4) 
support only. If vessel usage fits (1) or 
u * operators will be required to 
check in and out of regulatory areas or 
uistncts. Such harvesting /processing 
ves^ls and motherships that catch and 
hold, or receive and hold, groundfish for 
penods of 14 days or more will be 

to Ihe NMFS Regional Direcior. Alaska 
Kegion. Vessels that freeze or diy-salt 
heir catches are considered to be in 
these categories. This requirement Is 
airecled at those vessels that are 


expected to remain at sea for periods of 
time sufficiently long that catch 
estimates are needed by fishery 
managers for inseason management 
decisions. 

The objective of this proposal is to 
ensure that fishery managers receive 
timely estimates of catch by all domestic 
vessels so that fishery closure notices 
can be promptly issued when OYs are 
reached. With the recent rapid growth of 
the domestic fishing fleet, increasing 
importance is placed on timely‘reporting 
of domestic harvests to ensure that OYs 
are not exceeded. Vessels which deliver 
their catch to shore-based processors 
land their catch frequently enough to 
allow timely estimation of total catch 
under existing regulations. However, 
vessels which freeze, salt, or otherwise 
preserve their catch aboard can remain 
at sea for extended periods. These 
vessels are not currently required to 
report their catch until landing. 

Some 25 catcher/processor vessels 
could be operating in the Gulf of Alaska 
in 1985. Based on past catcher/processor 
landing records, the combined hold 
capacity of these vessels is 
approximately 13,000 mt. Because OYs 
for some regulatory areas or districts are 
significantly smaller than this, these 
vessels are capable of harvesting entire 
OYs or significant portions of them on a 
single trip. Existing fishing regulations 
do not require reports of the catch 
aboard these vessels until landing. In 
addition, vessels are not required to 
notify fishery managers when they begin 
fishing operations. Since domestic 
groundfish fishing vessels are not 
marked for identification by 
enforcement overflights, the number of 
catcher/processor vessels actually 
fishing In any regulatory area is not 
known until they land. Without 
knowledge of effort levels, fishery 
managers are not able to make 
projections of catch aboard. 

Delayed catch reporting by domestic 
motherships is also a problem. In these 
operations, catcher vessels without 
processing capability deliver their catch, 
usually by cod-end transfers, to a 
mothership which processes it Current 
regulations at { 672.5 require an ADF&G 
fish ticket to be filled out each time a 
catcher vessel lands fish or delivers 
them to a mothership [processor] at sea. 
and require these fish tickets to be 
forwarded to ADF&G within 7 days of 
the date that fish were delivered. To 
dale, domestic mothership operations 
have all occurred in sheltered waters 
with at least periodic access to U.S. mail 
service so that compliance with this 
requirement has been feasible. 

However, these mothership operations 


are expected to occur with greater 
frequency in the FCZ, where no method 
of filing the fish tickets with ADF&G 
within the 7-day period required by law 
is available. 

With such large processing capacities 
and incresing numbers of catcher/ 
processor and mothership vessels, the 
risks of overharvesting groundfish 
resources under the current system are 
high. Because of the delays in catch 
reporting under current regulations, 
groundfish resources could be 
significantly overharvested before 
fishery managers discover that OYs 
have been exceeded. Since many of the 
groundfish species concerned are slow- 
growing and long-lived, overharvesting 
can have considerable impacts on future 
production. 

The Council considered the 
Importance to NMFS of receiving timely 
catch information on which to make its 
inseason management decisions and the 
importance to the fishing industry of 
obtaining reasonably accurate 
projections of upcoming fishery closures. 
The Council then adopted a three-part 
proposal for the collection of additional 
information from catcher/processors 
and motherships. The first part requires 
the operators of catcher/processors and 
motherships to indicate on their 
applications for Federal fishing permits 
their capability and intent to preser\'e 
their catch at sea and to remain at sea 
for more than 14 days between landings. 
The second part requires them to notify 
ihe Regional Director of the date. hour, 
and position. 24 hours before starting 
and upon stopping fishing In a 
regulatory area. This requirement 
enables the NMFS and/or the Coast 
Guard to check compliance with fishery 
openings and closures and weekly catch 
report requirements, and to verify 
fishing effort by regulatory area. The 
third part requires each operator of a 
catcher/processor or mothership to 
provide the Regional Director a weekly 
written report of the amounts of 
groundfish caught by species or species 
group in metric tons by fishing area. 

A definition of "directed fishing" is 
also proposed. The purpose of this 
definition is to establish a rebuttable 
presumption that when any species, 
stock, or other aggregation of fish 
comprises 20 percent or more of the 
catch, take, or harvest that results from 
any fishing over any period or time, such 
fishing was directed fishing for such fish 
during that period. 

In addition. NMFS has prepared some 
minor changes to ihe information 
required from applicants for a Federal 
permit to fish for groundfish in the Gulf 
of Alaska. This information will allow 
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enforcemetil ofHoals better to identify 
groondfiah fishing vessels at sea and 
will improve NKIFS s enforcement of the 
groundfish naberv re^latlom. 

These proposals will allow NMFS to 
make informed and well-reasoned 
inseasun management decisions on the 
adjustment of fishing areas and seasons 
ami on the apporttoomeni of surplus 
groundfisb among the user groups. This 
is a conservation measure that is 
intended to optimize the harvest of any 
one species or species group and 
mitigate the risks of overfishing, thereby 
conveying a long-term benefit to the UA 
fishing industry. 

7. Implement the NMFS habitat 
conservation policy. This part of 
amendment 14 modifies and adds 
sections to the FMP to address the 
habitat requirements of indivtdua] 
species in the Gulf of Alaska groundflsh 
fishery. It describes the diverse types of 
habitat within the Gulf of Alaska, 
delineates the life stages of the 
groundfish species, idlentines potential 
sources of habitat degradation and the 
potential risk to the groundfish fishery, 
and describes existing programs 
applicable to the area that are designed 
to protect, maintain, or restore the 
habitat of living marine resources. The 
amendment responds to the Habitat 
Conservation Policy of NMFS (4B FR 
5314Z November 25.1983). which 
advocates consideration of habitat 
concerns in the development or 
amendment of FMPs and the 
strengthening of NMJS* partnerships 
with States and the councils on habitat 
issues. 

The habitat policy is not Implemented 
by a codified regulatioiu It serves as a 
framework within which to develop 
regulations specific to habitat 
conservation objectives. One such 
regulations was adopted by the Council 
and is prtvposed along with regulations 
implementing the other six parts of 
Amendment 14. It requires vessel 
operators to retriirve their own fishing 
gear and to make a reasonable attempt 
to retrieve any abandoned or discarded 
fishing gear that mav encounter. 

Incorporation of the NMFS habitat 
policy into the FMP will highlight the 
Council's concerns not only for the 
fishery resources under management, 
but also for the marine environment and 
the quality of the habitat in which 
resources live TTie policy also gii'es the 
Council authority to consider and 
recommend the implementation of 
regulations designed to protect the 
integrity of the marine habitat 

NO A A has made changes to certain 
regulations, which were submitted by 
the Council, that pertain to reporting 
requirements. 


First, the definition of "^directed 
fishir^' at } 672.2 is changed. The 
definition submitted by the Council 
reads 'Directed fishing, with respect to 
any species, stock, or other aggregation 
of fisl^ means fishing that it intemk^d or 
can reasonably be expected to result in 
the catching, taking, or harvesting of any 
significant quanity of such fish. It shall 
be a rebuttable presumption that, when 
any species, stork, or other aggregation 
of fish composes 20 percent or more of 
the catch, take, or harvest that reeuJia 
from any fishing over any period of time, 
such fiihing was directed for such fish 
during that period.** NOAA changes this 
definition to read as proposed so that 
the definition is more enforceable. 

Second, the requirement that vessels 
check in and check out of regulatory 
areas or districts ia changed to limit the 
requirement more apedficoily to only 
those vessels that are expected to 
remain at sea for periods of time 
sufficiently long that catch estimates are 
needed by fish^ mangers for Inseason 
management decisions. NOAA 
considers vessels that freeze or drysalt 
their catches to be in this category. The 
Council's requirement at i 67£^aH3) 
reads '^rbe operator of any fishing 
vessel regulated under this part tl^t 
retains any part of its catch of 
groundfish on board that vessel for a 
period of more than 14 days from the 
time it ia caught shall, in addition to the 
requirements of paragraphs (sKl) and 
(a)(2) of this section, meet the following 
requirements (i.e.. the check in and 
check-out requirements). NOAA 
changes this requirement to read as 
proposed and makes this change in 
order to impose the requirement only on 
vessels that are not expected to land 
their catches frequently enough for 
fishery managers to obtain catch reports 
through ADFAG procedures. 

Clatsillcation 

This proposed rule is published under 
sectiofi 3(M(8){l)(C)(it) of the Magnuson 
Act. as amended by P^b. L 97-453, 
which requires the Secretary to publish 
regulations proposed by a Coundl 
within 30 days of receipt of the 
amendment and regulations. At this time 
the Secretary has not determined that 
the amendment these regulations %vou)d 
implement is consistent with the 
national standards, other provisions of 
the Magnuson Act. and other applicable 
law. The Secretary, in making th^e 
detemrinations. will take into account 
the data and comments received during 
the comment period. 

The Council prepared an 
environmental assessment (EA) for this 
amendment and concluded that there 
will be no significant impact on the 


environment as a result of this role. A 
copy of the EA rmry be obtained from 
the Council at the address abo\^. 

The Administrator of NOAA 
determined that this proposed rule is not 
a "major rule** requiring a regulatory 
impact analysis-under Executive Order 
12291. This determination is based on 
the regulatory impact revfew/initial 
regulatory flexibility analysis fRIR/ 
IRFA) prepared by the Council. A copy 
of the RIR/IRFA may be obtained from 
the Council at the address above. 

This rule, if approved will have u 
significant beni^cial economic effect on 
a substantial number of small entitie.s 
within the meaning of the Regulatory 
Flexibility Act. This determination is 
also based on the RIR/IRFA. These 
benefits have been dismissed earlier in 
this document relative to each spectfic 
action. 

This rule contains a collection-uf- 
Information requirennent subject to the 
Paperwork Reduction Act. A request to 
collect this information has been 
submitted to the Office of Management 
and Budget for approval. 

The Council determined that (his rule 
will be implemented in a manner that is 
consistent to the maximum extent 
practicable with the approved coastal 
zone management program of Alaska. 
This determination has been submitted 
for review by the responsible State 
agencies under section 30? of the 
Coastal Zone Management Act. 

Usi of Subjects io 50 CFR Part 672 

Fish. Fisheries. Reporting and 
rni.tirdkeeping requirements. 

Dated: fiily 23,1985. 

foseph W. Angekivic, 

Deputy Assistant Adanmstrotor forSeteuce 
and Technalogy, National Marine Fishnnes 
Service, 

PART 672—QROUHDFISH OF THE 
GULF OF ALASKA 

For the reasons set out in the 
preamble. Part 672 is amended as 
follows: 

1 . The authority citation for Part 672 
continues to read as follows: 

AuUiortly; 18 UJi.C 1801 Hseq, 

2. In the table of contents, new 
sections ore added in proper order to 
read os follows: 

Subpart B—Management Measures 

Sec 

• • • • • 

G7223 SemnooM. 

• • • • • 

872.25 Disposal of finhmg gear end ofhw 
HriiiJes. 

• • • • • 
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3. In S 672.2, the followinj^ definition is 
itdded in proper alphabetic^ order to 
ri*ad: 

$672.2 Definlttone. 

« • « • • 

Directedfishti^, with reject to any 
species, slock or other aggregation of 
fish, means fishing that is intended or 
can reasonably be expected to result in 
the caldiing, taking, or harvesting of 
quantities of such fish that amount to 20 
percent or more of the catch, take, or 
harvest, or to 20 percent or nnin! of thr 
total amount of fish or fish products on 
board at any time. It will be a rebuttable 
presumption that, when any species, 
stuck, or other aggregation of fish 
comprises 20 percent or more of the 
catch, lake, or harvest or 20 percent or 
mure of the total amount of fish or fish 
products on board ul any lime, such 
fishing was directed fishing for such 
fish. 


4. In $ 672.4. paragraphs (b). (d). and 
(e) are revised to read as follows: 


$ 672,4 Permits. 

• • • • 


(b) Application. The vessel permit 
required under paragraph (o| uf this 
section may be obtained by submitting 
to the Regional Director a written 
application containing the following 
information: 

(1) The vessefs owner’s name, mailing 
address, and telephone number 

(2) 1 he name and the vessel; 

(3) Ihe vessel’s U.S. Coast Guard 
dficumentation number or Stale 
registration number; 

14) The home port of the vessel. 

|5) ITie type of fishing gear to be used, 
if an>*: 

(6) The length and net tonnage of the 
vessel; 

17) hull color of the vessel. 

IB) rhe mimes of all openilors und/or 
Ie.ssec8 of the vessel: 

|9) VVhelher the vessel is to be used in 
nsn nurvesting or fur sup^mrl operations, 
including the receipt of fish from IfS. 
vessels at sea: and 

MO) The signature of the applicant. 

* • • • , 


(d) Notification of change. (l) Excei 
a* provided in paragraph |d)l2) of Ihli 
any person who has applied I 
and received a permit under this secti 
must give written notification of any 
Annge in the information provided 
undw para^ph |b1 of this section to 
0 * Kegionai Director within .10 t)a\s i 
of that change. 

12) A permit issued under this net.Ut 
mithoiizc either hnrvestifvit or 

not bolh. The 
ni>«iriiU4tion to the Ri^gional DiriM^tur 


under paragraph (d)(1) of this section of 
a change in the type of operations in 
which that vessel is to engage must be 
completed before that vessel begins the 
new type of operation. 

(e) Durotiun. A permit will cuniinue in 
full force and effect through December 
31 of the year for which it was issued, 
unless it Is enrlirr revoked, suspended. 
or modified under Part 621 (Civil 
Procedures) of this chapter. 

• • • • « 

5. In 9 672.5. a new paragraph («)(3J is 
added to read ns follows: 

9 672.5 Reporting requirements. 

(a)• • • 

(3) Cutchar/processor vessels. (I) The 
operator of any fishing vessel regulated 
under this part who retains and freezes 
or dry-salts any part of its catch of 
groundftsh on board that vessel must, in 
addition to the requirements of 
paragraphs (aMl) and |a)(2) of this 
section, meet the following 
requirements: 

(A) Twenty four hours before starling 
and upon stopping fishing in a 
reguialury area or dislricl, the operator 
of that vessel must notify the Regional 
Director of the date and hour in 
Greenwich mean lime (GMIT and the 
regulatory area and district of such 
activity So such operator may retain 
any part of that vessel’s catch on lioard 
that vessel for a period of more than 14 
days from the time it is caught unless 
the Regional Director has been notified 
as required under this paragraph during 
that period. 

(B) When shifting fishing operations to 
a new area, the operator of that vessel 
must notify the Regional Director of the 
date and hour in Gkfr of the shift to to 
tho new regulatory area and district, and 
the position of the new fishing activity. 
This notice must be delivered to the 
RcgionBl Director wuthln 48 hours of 
shifting. 

|C) The notices required in paragraphs 
l«)(3](i) (A) and (BJ ol this section 
should be sent by private or commercial 
communicalions futilities to the U.S. 
Coast Guard at funeau. Alaska. Only if 
adi.^qurttc private nr commerical 
communications facilities have not been 
successfully contacted may the required 
notices be delivered via the closest 
Coast Guard communicafions station. 

(D) After the first catch of groundfish 
by that vessel during that period and 
continuing until that vessel’s entire 
catch has been off-loaded, the operator 
of that vessel must submit a weekly 
catch report for each weekly period. 
Sunday through Saturday. Ghfl’. or for 
e^lch portion of such u period, during 
which gruundfish were caught. Catch 
reports must be sent to the Regional 


Director within one week of the end of 
the reporting period through such means 
as the Regional Director will prcscrilie 
upon issuing that vessel's permit under 
i 672.4 of this part. These reports must 
contain the following information: 

(7) Name and radio call sign of vessel: 

(2) Federal permit number of the Gulf 
of Alaska Groundfith fisheries: 

(J) Month and days fished; 

(4) Tlic estimated round weight of all 
fish caught by that vessel during the 
reporting period by species or species 
group, rounded to the nearest one-tenth 
of a metric Ion (0.1 ml), whether 
retained, discarded, or off-loaded; 

t*>] The regulatory area or district in 
ivhlrh each species or species group 
was caught. In which an OY for that 
species or species group is specified; 
and. 

(d] If any species or species groups 
were caught in more than one regulatory 
area or district during a reporting period, 
the eatirmited round weight of each, to 
the nearest 0.1 mt, by regulatory area or 
district. 

(il) The operator of any vessel 
regulated under this part who receives 
groundfish at sea from a fishing vessel 
regulated under this part must meet the 
following requirements: 

(A) Twenty-four hours before starting 
and upon stopping the receipt of fish in 
any area, the operator of that vessel 
must notify the Regional Director of the 
date and hour in GMT and the 
regulatory area and district of such 
activity. No such operator may retain 
any part of that vessel's cargo of fish on 
lioard that vessel for a peri(^ of mure 
than 14 days from the time it is received 
unless the Regional Director has been 
notified as required under this 
paragraph during that period. 

(B| W hen shifting operations to a new 
area, the operator of that vessel must 
notify the Regional Director of the date 
and hour in GMl' uf beginning to receive 
fish in the new regulatory area and 
district, and Ihe position of the new 
activity. This nnttce must be sent to the 
Regional Director within 48 hours of 
shifting. 

|C) The notices required in paragniphs 
(fj)|3)|l) (A) and |B) of this section 
should be delivered by private or 
commercial communications facilities to 
the U.S. Coast Guard at funeau. who 
will relay them to the Regional Director. 
Only if adequate private or commerical 
communicMtions facilities have not been 
successfully contacted may the rttiuireri 
notices be delivered via Ihe closest 
Coiist Guard communications station. 

(D) After the first receipt of groundfish 
by that vessel during that perio<) and 
continuing until that vessel's entire 
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cargo of fish has been off-loaded, the 
operator of that vessel must submit a 
weekly receipt report for each weekly 
period. Sunday through Saturday. GMT, 
or for each portion of such a period, 
during which groundfish were received 
at sea. Receipt reports must be sent to 
the Regional Director within one week 
of the end of the reporting period 
through such means as the Regional 
Director will prescribe upon issuing that 
vessors permit under § 672.4 of this part. 
These reports must contain the 
following information; 


(i) Name and radio call sign of vessel: 

|2) Federal permit number of the Gulf 
of Alaska Groundfish fisheries; 

(3) Month and days during which fish 
were received at sea; 

(4) The estimated round weigth of all 
fish received at sea by that vessel during 
the reporting period by species or 
species group, rounded to the nearest 0.1 
mt. whether retained, discarded, or off¬ 
loaded; 

(5) The regulatory area or district in 
which each species or species group 
was caught, according to the statement 


of the operator of the catching vessel, in 
which an OY for that species or species 
group is specified; and. 

((^) if any species or species groups 
were caught in more than one regulatory 
area or district during a reporting period, 
the estimated round weight of each, to 
the nearest 0.1 mt. by regulatory area or 
district. 

6 . In S 672.20. Table 1 in paragraph (a) 
and paragraph (e] are revised to read as 
follows: 

§ 672.20 Optimum yield. 

(a) • • • 


Tabu i.—O fmMUM yihlo (OY), Domestic Anwuai Harvest (OAH), Domestic Annual Processing (DAP), joint Venture Processing (JVP). 
Reserve, and Total Allowabu LeveC of Foreign Fishing (TALFF), all in Metric Tons. OY-DAH RESERVE ^-TALFF; DAH* 0 AP ^ JVP 


SpfOM/ipsoM ooo« arM* 


OY 

OAH 

OAP 

JVP 

RMarw 

TAUT 

306.000 

256.671 

44.371 

220 500 

0 

40.121 

ISJOOO 

13200 

13.280 

0 

3.320 

6 

321.600 

270.151 

57.651 

220500 

3J20 

40121 

16.500 

5,746 

2:538 

3.209 

3.212 

7jB06 

33S40 

24.332 

19.901 

4.431 

e.soe 

2A00 

6900 

7J00 

7J20 

0 

ijao 

6 

60.00 

36.000 

30360 

7.640 

11JOO 

10206 

10.400 

6.320 

7366 

922 

1.600 

209 

14,700 

11.760 

6.292 

3.466 

2.690 

259 

61400 

6.720 

€.720 

0 

1.660 

9 

33.500 

26.000 

22.410 

4.390 

6.250 

4S9 

1.302 

1202 

1>0? 

0 

0 

9 

9 

3.906 

3606 

3.906 

0 

0 

675 

•76 

675 

0 

0 

0 

6063 

6.063 

6.003 

0 

0 

• 

1670 

1.670 

1,670 

0 

0 

0 

3.000 

3.060 

3.060 

0 

0 

9 

1.600 

1.660 

1.600 

0 

0 

0 

•50-1.135 

850-1.136 

050-1,135 

0 

0 

ff 

470-I.43S 

470-1.436 

470-1.435 

0 

0 

6 

7.330-6.900 

7230-6.900 

7.330-6S00 

0 

0 

0 

4.676 

3,742 

50 

3.99(2 

636 

too 

500 

380 

360 

30 

100 

20 

too 

60 

60 

0 

20 

0 

5^78 

4202 

460 

3.722 

066 

fjo 

5.000 

4733 

4600 

133 

267 

0 

3.750 

3,00 

2,990 

10 

700 

90 

5.000 

4.000 

3JW> 

10 

960 

$9 

22,400 

17.944 

16.544 

1.400 

4,191 

329 


701 

WMlwn/’CMal 
EM«»m 

ToM 

Pmcdic cod 70?. 

WMiWn 

Conrai - 
EMNm .. 

Total 
fUjondort 12e 

WatNrn - 

CaotrN ___—. 

EaaNm .. 

Tow 

facAt oo#an parcti^ TOO 


Camrai _ 
Eiiflom . 


ToUl - 
SabNfiaM 703 


Caciirai 


EaMVakuiai.. . _ 
SotAWM Oultida . 

Tow 

AikaMacAorot 2t7 
INostam _ 

CofrtW _ 

EasNm — _. 

Tow 

Odtor foritMn* S4S 
QW wid* 

TnoifiyfiMd focAMTi 7417 
GW mH 
69d SCO 

QW •4N _ 

Odwrapmt* 409 
aw«ide -- - 


* S#o t ol 1672.20 lof dMCfBOon of fooJiABoiv irMs (Miheta ^ 

» Tw camoory 'Pacific ooemfil^hr^kJmsSoZtm hwom S airfw (Pacifk ocaao pofchf, S po^tpinug inomiom focfcSaNL S •ttvtmnut (fouoNv« rwAJiaM. S 6ermm 
rociaafif, and s imctnina iaiwvetm rocatah) 

* Evefudta valuaa km 9\9 SouHtoatl inaide Dninct m not go^amad by ttaaa raguwiona. 

* Tha eaimkmy ' Olhar rocMiah" incli(dea aM of Via oanua Smimmtm anoool Iht caiagory ^PacAc ocean parcfi** at daf i nad 

•TtiHta. aKatati auiacnon 


*Tha caitgory ^09m apaaea ’ induQaa moJornn, 


amada, capabn. and ociopua Tha OY for 


^ lootnofa 2 abowa and SapaatotaPw . 
Oiba# NNc^aa' ia equal lo 5% of 


urcmiMr 

rocAWS 


(e) Halibut (1) If. during any year, the 
Regional Director determines that the 
catch of halibut for that year by U.S. 
vessels delivering their catch to foreign 
vessels (|VP vessels) or U.S. vessels 
delivering their catch to U.S. fish 
processors (DAP vessels) will reach the 
applicable prohibited species catch 
(KC) limit for halibut established under 
paragraph |e)|2) of this section, he will 


publish a notice in the Federal Register 
prohibiting fishing with trawl gear other 
than off-bottom trawl gear for the rest of 
the year by the vessels and in the area 
to which the PSC limit applies, subject 
to pargraph (e)(3) of this section. 

(2)(i) As soon as practiciable after 
October 1 of each year, the Secretary, 
after consultation with the Council, will 
publish a notice in the Federal Register 
specifying the proposed halibut PSC 


limits for JVP vessels and DAP vessel^ 
Each halibut PSC may be apportioned 
among the regulatory areas and districts 
of the Gulf of Alaska. Public comments 
on the proposed halibut PSC limits vnll 
be accepted by the Secretary for 30 day* 
after the notice is published in the 
Federal Register. The Secretary will 
consider all timely comments . 

determining, after consultation with 1 
Council, the final halibut PSC limits ox 
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\hti nexi year. A notice of these final 
halibut 1%C limits will l>e pui)Iished in 
the Federal hs soon as 

practicable after December 15 and will 
aUo be made available to the public by 
the Regional Director through other 
suitable means. 

|ii|The Secretary will base the annual 
halibut PSC limits upon the following 
ty[u>s of information: 

|A) Hstimated halibut bycatch in prior 
years; 

(B) Kxpected changes in groundfish 
catch; ’ 


(C) Expected changes in groundfish 
biomass; 

(D) Current estimates of haJiliul 
biomass and stock condition: 

|E) Potential impacts of expected 
fishing for groundfish on halibut stocks 
and U.S. halibut fisheries: 

(F) The methods available for and 
costs of reducing halibut bycatches in 
groundDsh fisheries; and 

(G) Other biological and 
SQciDeconomic information that affects 
the cwisistency of halibut PSC limits 
with the objectives of this part. 

(iii) The ^cretary may. by notice in 
the Federal Register, change the halibut 
PSC limits during the yeur for which 
they were specified, based on new 
Information of the types set forth in 
paragraph {e)(2)(ii) of this scclion. 

(iv) When the JVP or DAP vessels to 
which a halibut PSC limit applies have 
raught an amount of halibut equal to 
thut the Regional Director may, by 
notice in the Federal Register, allow 
some or all of those vessels to continue 
to fish for groundfish using botlom-trawl 
gear under specified conditions, subject 
In the other proWsions of (his pari. In 
Hurtuirizing and conditioning each 
continued fishing with botlom*lr4iwl 
gear, the Regional Director will take Into 
account the following considcnitlons. 
and issue relevant findings: 

k of biological harm lu 

halibut stocks and of socioeconomic 
barm to authorized halibut users posed 
by continued bottom trawling by these 


(B) The extent to which these vpsseb 
nave avoided Incidental halibut calche 
np to (hat point in the year; 

|C) The confidence of the Regional 
iJimctw In the accuracy of the eslirnali 

UKudentalballbiil catches by these 

tu| Whether obser\ cr coverage ol 
vessels is sufficient to assure 
adherence to the prescribed conditions 
and to alert the Regional Director to 
‘□crises in their inddenlal halibut 
^^IcAes; and 

(F) The enforcement record of owner 
^d oj^erators of these vessels, and the 
^nfidence of the Regional Director tha 


adherence to the prescribed conditions 
can be assured in light of available 
enforcement resources. 

7. A new { 072.23 is added (o read as 
follows; 

(672.23 Smom. 

|b) Fishing for groundfish In the 
regulatory areas and districts of the Gulf 
of Alaska is authorized from fanua^* 1 
to December 31. subject to the other 
provisions of this part, except as 
provided In paragraph (b) of this section. 

fb) Directed fishing for sablcfish with 
hook-anddine and pot gear In the 
regulatory areas and districts of the Gulf 
of Alaska is authorized from April 1 
through December 31. subject to the 
other provisions of (his part. 

8 . In S 67224. the text is redesignated 
as paragraph (a), and a new paragraph 
(b) is added to read as rollows: 

S 67224 Gear Hmltationa. 

» • • • • 

fb) Sabhfish gear restriLiiotts and 
alhcations. —(1) Eastern Area No 
person may use any gear other than 
hook-oDd-iine and trawl gear In fishing 
for groundfish in the Eastern Area. No 
person may use any gear other than 
hook<aod*line gear to engage in directed 
fishing for sablefish. When vessels using 
trawl gear have han*e5ted as bycatch 5 
percent of the OY for sablefish during 
any year, the Regional Director will 
close the Eastern Area to all fishing with 
trawl gear. 

( 2 ) Central and Western Areas. 

During 1900 in the Central Area, and 
during 1966.1987 and 1988 in the 
Western Area, hook’and'linc gear may 
be used to take up to 55 percent of the 
OY for sablefish; pot gear may be used 
to lake up to 25 percent of that OY; and 
trawl gear may be used to take up to 20 
percent of that OY. After the years 
spf!cified above, hook-and-hne gear may 
be used to take up to 80 percent of the 
siiblefish OY in each area and trawl 
gear may be used to take up to 20 
percent of that OY. When (be share of 
the sablefish OY assigned to any type of 
gear for any year and any area or 
district under this paragraph has been 
taken, the Regional Director will close 
that regulatory area or district to all 
fishing for groundfish with the type of 
gear, subject to § 6722(bJ of this part. 

No person may use any gear other than 
book^and-line. pot, or trawl gear in 
fishing fur groundfish in these areas 
during the years specified above. After 
those years, no person may use any gear 
other than hook*and*line or trawl gear in 
fishing for groundfish in the Gulf c5 
Alaska. 


9. A new t 67225 is added to read as 
follows: 

( 672.25 Disposal Of hshlng gear and 
other articlea. 

(a) Intentionally discarded or 
abandoned gear. No fishing vessel may 
inteolionally discard or ab^don fishing 
gear, net fragments, or other articles 
which could interfere with fishing 
activities or cause damage to fishery 
resources and other marine animals. 
Exception to this rule will be allowed in 
case of an emergency Involving the 
safety of the ship and/or crew or when 
officially authorized to do so. 

(b) Encountered abandoned or 
discarded gear. If abandoned or 
discarded fishing gear, net fragments, or 
any other article is encounter^, or In 
the event of accidental or emctgency 
placing of such an article into the PCZ. 
the operator of the vessel must make a 
reasonable attempt to recover the article 
or immediately report the incident to the 
appropriate official, giving the: 

(1) Name of the reporting person and 
his vessel: 

(2) Nature of the article; 

(3) Location of the article; and 

(4J Tinte and dale of the incident. 

|FR Doc. 85-17626 Filed 7-24-B5; 8:45 am| 
84LUNO coot 3SIS-2a-4i 


DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 

7 CFR Parts 926 and 944 

Tokay Grapes Grown In San Joaquin 
County, Imports of Tokay Graper, 
Proposed Handling Requirements 

AOCNCV: Agricultural Marketing Service, 
USDA. 

ACTION; Proposed rule. 

SUMMAftv: This notice invites comments 
on a proposal that would set quality 
requirements for shipments of fresh 
CHlifomia Tokay grapes and Tokay 
grapes imported into the United States. 
The proposed regulation would require 
that such grapes meet the minimum 
grade and size requirements fur U.S. No. 
1 Table grade, with an odditional color 
requirement for the berries on the lower 
portion of the bunch. The proposal 
would also require domestically 
produced grapes to meet certain 
container marking requirements. These 
proposed actions are designed to assure 
domestic shipment and imports of ample 
supplies of grapes of acceptable quality ‘ 
and to promote orderly marketing in the 
interests of producers and amsumers. 
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DATES: Comments must be received by 
August 2,1985. The proposed effective 
date is August 8 through November 15, 
1985. 

ADDRESS: Interested persons are invited 
to submit written comments in duplicate 
to: Docket Clerk, Room 2069-S. FAV, 
AMS. U.S, Department of Agriculture, 
Washington. D.C. 20250. Comments 
should reference the date and page 
number of the Federal Register and will 
be made available for public inspection 
in the ofTice of the Docket Clerk during 
regular business hours. 

FOR FURTHER INFORMATION CONTACT: 

Williams ]. Doyle, Chief. Fruit Branch, 
F&V. AMS, USDA. Washington. D C. 
20250, telephone (202] 447-5975. 
SUPPLEMENTARY INFORMATION: This 
proposed rule has been reviewed under 
Secretary's memorandum 1512-1 and 
Executive Order 12291, and has been 
designated a '*non-major” rule. William 
T, Manley. Deputy Administrator. 
Agricultural Marketing Service, has 
certiried that this action will not have a 
significant economic impact on a 
substantial number of small entities. 

Proposed California Tokay Grape 
Regulation 22 is issued under the 
marketing agreement, as amended, and 
Order No. 928. as amended (7 CFR Part 
926). regulating the handling of fresh 
Tokay grapes grown in San Joaquin 
County, California. The agreement and 
order are effective under the 
Agricultrual Marketing Agreement Act 
of 1937, as amended (7 U.S.C. 601-674). 
This action is based upon the 
recommendations and information 
submitted by the Industry Committee, 
established under the order, and upon 
other information. 

Pursuant to the Agricultural Marketing 
Agreement Act of 1937, as amended, a 
Tokay Grape Import Regulation 4 is also 
proposed under Section 8e (7 U.S.G 
60de-1). This section requires that 
whenever specified commodities, 
including Table grapes, are regulated 
under a Federal marketing order, 
imports of that commodity must meet 
the same or comparable grade, size, 
quality, or maturity requirements as 
those in effect for the domestically 
produced commodity. The proposed 
grade and size requirements for imports 
of Tokay grapes are the same as those 
proposed grade and size requirements 
for domestically produced Tokay grapes. 

The Tokay Grape Industry Committee 
met on fune 25,1985. and unanimously 
recommended grade, size, and container 
marking requirements for Tokay grapes 
grown in San Joaquin County, 

California, to be effective August 8 
through November 15.1985. 


The proposal would require that 
shipments of Tokay grapes meet the 
minimum grade and size requirements 
specified in the U.S. No. 1 Table grade of 
the U.S. Standards for Grades of Table 
Grapes (European or Vinifera t>pe). 
except that at least 30 percent, by count, 
of the berries in the lower 25 percent, by 
count, of each bunch shall show 
characteristic color. The proposal would 
also require that each container of 
California Tokay grapes bear a Federal- 
State Inspection ^rvice lot stamp 
number in plain letters and figures on 
one outside end. The committee reports 
that the minimum grade and container 
marking requirements for grapes are 
necessary to maintain orderly marketing 
conditions by preventing the shipment 
of Immature, poor quality, and 
excessively small fruit in fresh 
commercial marketing outlets. Shipment 
of such low quality fruit would disrupt 
orderly marketing and tend to depress 
prices of all grapes since low quality 
fruit undermines consumer confidence in 
the quality of all fruit sold in the market 
and discourages repeat purchases. The 
proposed grade requirements are 
consistent with the quality and size 
composition of the available crop and 
are designed to provide ample supplies 
of good quality fruit in the interest of 
producers and consumers consistent 
with the declared policy of the act. Fruit 
not meeting these requirements could be 
sold within San Joaquin County, or 
utilized in processing outlets such as 
crushing. 

Production of California Tokay grapes 
for the 1985 season is estimated by the 
committee at 136.800 tons, compared 
with production of 130,112 tons in 1984. 
In recent years approximately 10 
percent of the crop has been shipped 
fresh. Tokay grapes not shipped fresh 
are utilized in crushing. 

Interested persons may file comments 
on the proposed regulations by August 2, 
1985. This is the maximum comment 
period which can be provided because 
the proposed rules must be in effect 
prior to the beginning of the shipping 
season which begins around August 8, 
The proposed requirements are the same 
as those which have been in effect for 
the past several years and such 
requirements are considered by the 
industry to be the minimum standards of 
quality necessary to assure orderly 
marketing of the crop. The proposed 
requirements were recommended by the 
committee at an open meeting on June 
25,1985, and no opposition was 
expressed at that meeting. All comments 
received by the Docket Clerk by )uly 31. 
1985. will be considered prior to the 
issuance of any final rule. 


List of Subjects in 7 CFR Ports 926 and 
914 

Marketing agreements and orders. 
Grapes, California. Fruits, Import 
regulations. 

1 . The authority citation for 7 CFR 
Parts 926 and 944 continues to read as 
follows: 

Authority: Sees. 1-19. 48 Stat. 31. as 
amended; 7 U.S.C 601^74. 

2. The proposals are to add $$ 026.323 
and 944.604 to read as follows: 

PART 926—(AMENDED! 


4 026,323 Califomla Tokay Grape 
Regulation 22. 

(a) During the period August 8,1985. 
thraugh November 15.1985, no handler 
shall ship: 

(1) Any Tokay grapes grown in the 
production area which do not meet the 
grade and size specifications of U.S. No. 
1 Table grade, and the following 
additional requirement: Of the 25 
percent, by count, of the berries of each 
bunch which are attached to the lower 
part of the main stem, including laterals, 
at least 30 percent, by count, shall show 
characteristic colon and 

(2) Any container of Tokay grapes 
grown in the production area, unless 
such container bears, in plain letters and 
figures on one outside end. a Federal- 
State Inspection Service lot stamp 
number showing that such grapes have 
been inspected Tn accordance wdth the 
established grade set forth in this 
section. 

(b) Definitions, ”U,S. No. 1 Table 
grade'* and ‘‘characteristic color** shall 
mean the same as in the United States 
Standards for Grades of Table Crapes 
(European or Vinifera type) (7 CFR 
51.880—51.912). 


PART 944—(AMENDED) 

$944,604 Tokay Grape Import fleooiatlon 

4. 

(a) Applicability to impoiis^ Pursuant 
to section 8e of Ihe Act and Part 944 
Fruits; Import Regulations, during the 
period August a 1985. through 
November 15.1985. the importation into 
the United Slates of Tokay variety 
grapes is prohibited unless such grapes 
meet the grade and size specification o 
U S. No. 1 Table Grade, as set forth in 
the U.S. Standards for Grades of Table 
Grapes (European or Vinifera typeJj 
CFR 51.880—51.912). and the following 
additional requirement: Of the 25 
percent by count, of the berries of cac 
bunch, which arc attached to the , 
part of the main stem. Includif^ lalera^ 
at least 30 percent, by count shall snow 








Federal Regbter / Vol. 50. No. 144 / Friday. July 26. 1985 / Proposed Rules 


30491 


(b) The Federal or PederahState 
Inspecation Service. Fruit and Vegetable 
Division, Agricultural Marketing 
Service. United States Department of 
Agriculture, is designated as the 
governmental inspection service for 
a*r1if3ring the grade, size, and quality of 
Tokay grapes that are imported into the 
United States. Inspection by the Federal 
or FederahState Inspection Service vfith 
evidence thereof in the form of an offical 
inspection certificate, issued by the 
respective service, applicable to the 
particular shipment of Tokay grapes, is 
required on all imports. The inspection 
and certincation services will be 
available upon application in accordance 
with the rules and regulations governing 
inspection and certification of f^sh 
fruits, vegetables, and other products (7 


CFR Part 51) and in accordance with the 
Procedure for Requesting Inspection and 
Designating the Agencies to l^rform 
Required Inspection and Certification (7 
CFR Part 944.400). 

(c) The term ''importation** means 
release from custody of the United 
States Customs Service. “ 

(d) Any lot or portion thereof which 
fails to meet the import requirements 
may be reconditioned or exported. Any 
failed lot which is not exported shall be 
disposed of under the supervision of the 
Federal or FederahState Inspection 
Service with the costa of certifying the 
disposal of said lot borne by the 
importer. 

(e) Minimum Quantity Exemption: 
Any person may import up to 250 
pounds of grapes In any one shipment 


exempt from the requirements of this 
section. 

(f) It is determined that imports of 
Tokay grapes, during the effective time 
of this regulation, are in most direct 
competition with Tokay grapes grown in 
San foaquin County. California, under 
M.0.926 (7 CFR Part 926). The grade, 
size and quality requirements of this 
section are the same as those applicable 
to Tokay grapes grown in the Son 
loaquin County of California. 

Dated: July 23.1985. 

WUHsm |. Doyle. 

Ac/vqg Deputy Director^Ffvit and Vegetable 
Dhision, Agricultural Marketing Service, 

(FR Doc. 85-17807 Filed 7*25-85:914 Bm| 
ilUJNQ coot ^410.0^4I ^ 
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This section of 0>e FEDERAL REGISTER 
containe documents other than ndes or 
proposed rules that ere applicable to the 
pid^ Notices d hearings and 
invesegalions. oomnee te e meetings, agency 
decisions and rulinge. deiegalions d 
authority. Ning d peCiliorw and 
applications and agency statements d 
organization and functions ere examples 
d docuntents appeanog in Itis section. 


DEPARTMENT Of AGRICULTURE 

Foreign Agriculture Service 

Agriculture Export Enhancement 
Advisory Group; Meeting 

In accordance with the Federal 
Advisory Committee Act (5 U.S.C App. 
!)♦ the U.S. Department of Agiiculture 
announces the following meeting, the 
holding of which is contingent upon 
timely establishment of the Agricultural 
Export Enhancement Advisory Group; 

Name: Agricultural Export Enhancement 
Advisory Croup. 

Date: August 14.1985. 

Time: 2.‘00 p.m. to 400 p.m. 

Piece: U.S. Department of Agriculture. 

Purpose: To provide advice on the 
administration of the Agricultural Export 
Enhancement Program. 

Agenda; Review Progress of Export 
Enhancement Program 

Type of Meeting: Closed 

Reason for Closing: The premature 
disclosure of information about the proposed 
Agricultural Export Enhancement Program 
would likely significantly frustrate 
Implementation of the proposed program. 

Authority to Close Meeting: This 
determination that this meeting falls within 
exemption 9(b| of the Government in the 
Sunshine Act was made by the Secretary of 
Agriculture pursuant to the provisions of 
section lOfd) of the Federal Advisory 
Committee Act. 

Contact Person: Melvin E Sims. General 
Sales Manager and Assistant Administrator 
447-5173. 

Done at Washington. D.C.. this seventeenth 
day of |uly. 1965. 

MeKHn E Sims. 

Acting Administrator, FAS. 

|FR Dor, 65-17712 Filed 7-23-85; 8:45 am) 
aaojHQ cooc ssio-te-ii 


Forest Service 

Montana; Custer National Forest Plan 
Draft Environmental Impact Statement 

agency: Forest Serv ice. USDA. 


action: Extension of public review 
period for the Custer National Forest 
Plan Draft EnvironmenUJ Impact 
Statement 

suMiiARv: The period of public review 
for the Custer National Forest Draft 
Environmental Impact Statement has 
been extended until September 3.1985. 
ADDRESSES; Requests for further 
information should be addressed to: 
Dave Filius. Supervisor. Custer National 
Forest P.O. Box 2556. Billings. MT 59103. 
laxnaa E Reid. 

Acting Regional Forester. 

|FR Doc. 85-17516 Filed 7-25-65; 6:45 am) 
aiLUNO coot 


SoR Conservation Service 

Muskrat Lake Basin Watershed, ND; 
Finding of No Significant Impact 

agency: Soil Conservation Service. 
USDA. 

action: Notice of a finding of no 
significant impact. 

sunmary: Pursuant to section 102(2)(C) 
of the National Environmental Policy 
Act of 1969; the Council on 
Environmental Quality Guidelines (40 
CFR Part 1500): and the Soil 
Conservation Service Guidelines (7 CFR 
Part 650): the Soil Conservation Service, 
U.S. Department of Agriculture, gives 
notice that an environmental Impact 
statement is not being prepared for the 
Muskrat Lake Basin Watershed. 
Mountrail County, North Dakota. 

FOR FURTHER INFORMATION CONTACT: 

August). Dombusch. fr.. State 
Conservationist. Soil Conservation 
Service. Third Street and Rosser 
Avenue. Bismarck, North Dakota. 58502. 
telephone 701-255-4011 ext 421. 
SUPPLEMENTARY INFORMATION: The 
environmental assessment of this 
federally assisted action indicates that 
the project will not cause significant 
local, regional, or national impacts on 
the environment. As a result of these 
findings. August). Dombusch. )r.. State 
Conserv'ationist has determined that the 
preparation and review of an 
environmental impact statement are not 
needed for this project. 

The project concern a plan for 
watershed protection. The planned 
works of improvement include land 
treatment measures on 8,030 acres of 


cropland to protect the resource base 
from deterioration and mcrease net 
income to the landowners. 

The Notice of a Findiiig of No 
Significant Impact (PONSI) has been 
forwarded to the Envtranmenlul 
Protection Agency and to various 
Federal. State and local agencies and 
interested parlies. A limited nimiberof 
copies of the FONSI are available to fill 
single copy requests at the above 
address. Basic data developed during 
the environmental assessment are on 
file and may be re\4ewed by contacting 
August ]. Dombusch. |r. 

No administrative action on 
implementation of the proposal will be 
taken until 30 days after the date of this 
publication in the Federal Register. 

(This activity Is listed in the Catalog of 
Fedural Domestic Assistance under No. 
10.904, Watershed Protection and Flood 
Prevention, and is subject to the provisions of 
Executive Order 12372. which requires 
inlergovemmenlal consultation with stale 
and local officials) 

Dated: |uly 17.1965. 

L. Dean Stratton. 

Deputy State Conservationist 

|FR Doc. 85-17722 Filed 7-25-85; 845 am) 

WUltiO cooc S 410 - 1 S-M 


DEPARTMENT OF COMMERCE 
Office of the Secretary 
Economic Advisory Board; Meeting 

Pursuant to the provisions of section 
10(a)l2) of the Federal Advisory 
Committee Act. as amended, 5 U.S.C. 
App. (1976). notice is hereby given that 
the meeting of the Department of 
Commerce Economic Advisory Board 
will be held on Tuesday. September 10. 
1985, from 9:30 a.m. to 4.^ p.m. in Room 
4830. Herbert C Hoover Building. 14th 
Street and Constitution Avenue NW., 
Washington, DC 20230. 

The Board was established by the 
Secretary of Commerce on January 13. 
1967. The purpose of the Board is to 
advise the Secretary of Commerce on 
economic policy issues. The intended 
agenda for this meeting is as follows: 

• A review of the economic outlook 
by major sector. 

• A discussion of the outlook for 
prices and employment and of strategies 
for sustaining noninnationary economic 
growth. 
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A limited number of seats will be 
•vdilsbie to the public on a ftrst-oome. 
nrst-Keived basis. Public partidpotion 
will be limited to requests for 
clarification of ttoms under disotssion. 
Additional statements or inquiries may 
be submitted to the chair before or aft& 
the meeting Copies of the minutes will 
be svailalM on request 30 days after (be 
meeting. 

Additiofial infomialion coooeming 
(his meeting may be obtained by 
contacUi^ Mrs. Vtigiaia R. Maricetit. 
Confidential Assistant to the Under 
Secretary for Economic Affairs. Room 
4aiA Oepsrlmcnt of Commerce. 
Washington. DC 20230 (202) Z77-^&2X 
D4tiKh )til> 22. ISBS. 

Sidney L. |ooas, 

t/sdpf Sucrrtary for BcotHfmic Affairs. 
int Doc S5-17745 Filed 7-2S-«5; a*45 am] 
HJJNO coos wis-ts-a 


Internatiofial Trade Adrninlstretk>n 
(A-54S-5Q2I 

Certain Circular Welded Cart>on Steel 
Pipes and Tubes From Thailand; 
Postponement of Preliminary 
Antidumping Duty Determination 

AOCAtev: Intemational Trade 
Adniiniftrslioo. import Adminisiration. 
Commeice. 

ACTKM: Notice. 


suMiiAav: The preliminary anbdumpiug 
duty determination involving certain 
circular welded carbon steel pipes and 
tubes fruen Thailand is being postponed 
until not later than September 28.108S. 
Erffcmra oats: |uly 28.1985. 
fOR FURTHCII mFOfUIATIOII COWTACT: 
lohn j. KenkeL Office of Investigations. 
Import Adminislratioit U.S. Department 
of Commeroe, 14th Street and 
Consbtution Avenue. NW., Washington, 
DC 20230. telephone (202) 377-^065, 
supPLEMSinAirr iNaoaaiATiOfc On 
Murch za 1985, we announoed the 
Initiation of an antidumping duty 
investigation to determine whether 
certain circular wielded carbon steel 
pipes and tubes from Thailand are 
being, or are likely to be, told In the 
^ited States at less than fair vakie (50 
TK 12066). The notice stated that we 
J^^wld issue 8 preliminary determination 
by Ai^t 7,1965, 

As detailed in that notice, the petiHon 
winged that Imports from Thailand of 
^*rtaln circular welded carbon steel 
pipes and tubes are being, or are likely 
|o be. sold in the United States at less 
•nan fair value. 

^ Inly 16.1985. counsel for 
prtitionnr, the Committee on Pipe and 


Tube Imports, requested that the 
Department postpone the due date for 
the pnelimiiuiry determmation until not 
later than 210 days after the date of 
receipt of the petition In accordance 
with section 733(c](lXA) of the Tariff 
Act of 1930. as amended (the Act). 

Accordingly, the due dale for 
pmliminary determination in this 
investigation is hereby postponed We 
intend to issue a preliminary 
determinatkm not later I ban September 
20.1965. 

This notice Is pubbshed pursuant to 
section 733(cX2) of the Act 

Dated: )uly 18,1965. 

C CbHstopbef Psrfin. 

Acting Deputy AsMsiant SocmUuy far Import 
AchninntraUon. 

(FR Doc. 85-17735 Filed 7-25^ 845 oraj 
eiUJNQ coos 


(C-SSS-OOIl 

Certain Refrigeration Comprasaora 
From the Republic of Singapore; Final 
ResuMa of AdminlatraUva Review of 
Suspension Agre e ment 

aocncy: Intemational Trade 
Administration/lmport Administration. 
Commerce. 

action: Notice of final results of 
administrative review of suspension 
agreement 

auMMAKY: On February 13.1985. the 
Department of Commerce published the 
preliminary results of its administrative 
review of the agreement suspending the 
countervailing duty investigation on 
certain refrigeration compressors from 
the Republic of Singapore. The review 
covers the period November 7,1TO3, 
through December 31.1983. and six 
programs. 

We gave interested parties so 
opportunity to comment on die 
preliminary results. After review of all 
of the comments timely received the 
fmal resuhs of the review are the same 
as the preliminary results. 
eFFECTTVi DATE: fitly 26.1985. 

FOn FUfTTHSA infoumation contact: 
Philip Otteraess or Al femmott. Office of 
Compliance. International Trade 
Administration. U.S. Department of 
Commerce. Washington. D.C 2023QC 
telephone: (202) 377-2788. 
SUPFtCMENTAIIY INfOmUTION: 

Background 

On February 13,1985, the Depnrtment 
of Commerce (*^(he Department 
published in the Foderal Register (50 FR 
6025) the preliminary results of its 
administrative review of the ogreennen} 


suspending the countervailing duty 
iifvesligatian on certain refrigeration 
compressors from Singapore (48 FR 
51167, November 7,1963). The 
Department has now completed that 
administrative review in accordance 
with section 751 of the Tariff Act of 1930 
(••the Tariff AcH. 

Scope of the Review 

Imports covered by the review are 
shipments of Singaporean hermetic 
refrigeration compressors rated not over 
one-quarter horserpower. Such 
merchandise la currently classiliable 
under Hem 661,0900 of ll^ Tariff 
Schedules of the United States 
Annotated. The review covers a 
producer. Matsushita Refrigeration 
Industries (Singapore) Pte. Ltd., and a 
related exporter. Matsushita Electric 
Trading (Singapore) Pte. Ltd. These two 
companies, along with the Government 
of Singapore, are the signatories to (he 
suspension agreement. The review 
covers the period November 7,1083. 
through December 31.1983, end six 
programr. (1) An income tax exemption 
on export earnings as provided for in 
Part IV of the Ecoftomic Expansion 
Incentives Act (2) grants received from 
the Skills Dex^fopment Fond; (3) the 
Public Utilities Board surcharge 
exemption: (4) financing providod by the 
rediscount facility of the Monetary 
Authority of Singapore; (5) the payment 
of income taxes in installments; and (6| 
the pajTnect of technical assistanoe 
fees. 

Analysis of Comments Received 

We gave interested parties an 
opportunity to comment on the 
preUminory reanlts. We raoetved timely 
written connneats from the petitioner, 
Tccumseh Products Company. We also 
received comm eats from the two 
signatory campanies. Because we 
received those comments after the dose 
of the camment period, we have oof 
considered them in reaching these final 
results. 

CommciU 2: The petitioner argues that 
the **expai1 sales value** used as the 
denominator by the Department In 
calculating the ttd trahrem benefit 
should be based on the fab. price of the 
goods rather than the cJ.f.. c. 8 L, c. 4 f. 
and fo b. prices recorded by Matsueblta 
Electric. The petidoner argues that If the 
Department calculates the benefit based 
on c.i,f.. c. A L. c. A f. and f.o.b. prices 
and the duty is collected based only on 
the fo.b. value of the merchandise, the 
amount collected wifi be less than the 
full value of the benefit to the product 

Department s Positkm: It Is true a duty 
collected on the fo b. price of a product 
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should be based on a subsidy calculated 
using f.o.b. prices. However, in this case, 
the export payment is collected on a 
shipment-by'shipment basis by the 
Singapore government based on the 
sales price recorded on the Invoice, 
whether f.o.b., c. & i„ c. & f.. or c.iJ. This 
method may undervalue or overvalue 
the benefit on an individual shipment, 
but It should represent the cumulative 
benefit on all shipments. However, since 
the export tax is collected only on 
shipments to the United States and the 
ad valorem subsidy rate is based on all 
export shipments, our calculation may 
not be completely accurate if the mix of 
the terms on the shipments to the United 
States differs significantly from the mix 
of the terms on shipments to other parts 
of the world. Our information indicates 
this is not the case, but we will re¬ 
examine the issue in the next requested 
administrative review. 

Comment Z' The petitioner states that 
it orally requested, and we denied 
access to, the verification exhibits 
submitted by the respondents to the 
Department. The petitioner argues that 
such withholding of business proprietary 
data collected at verification excludes it 
from meaningful participation in the 
administrative review and is contrary to 
Congressional intent under section 777 
of the Tariff Act. 

DepartmenVs Position: 

Department will only consider wTitten 
requests for release of proprietary 
material under administrative protective 
order, submitted in accordance with the 
Department's regulations. 

As a general practice, the Department 
docs not release verification e)^ibit8 
containing business proprietary 
information because the Department 
believes that the need for continued 
non-releasc outweighs the need of the 
person requesting the information. First, 
most documents reviewed during the 
verification include not only proprietary 
information needed to verify submitted 
figures but also proprietary information 
that is not relevant to the administrative 
review. Without some guarantee of non- 
release of photocopies of source 
materials used to verify questionnaire 
responses, companies involved in 
verifications might reasonably believe 
they had more to lose by allowing the 
Department to retain copies for its 
convenience than if they only allowed 
the Department to examine, but not 
copy, source documents during 
verification. Second, exhibits that the 
Department collects at verification are 
used only to substantiate figures 
submitted in the questionnaire response 
and subsequent arguments. The figures 
in the response are the basis of the 


Department's calculations and are 
available under administrative 
protective order. The withholding of 
these dociunents is in no way contrary 
to Congressional intent to allow 
petitioners access to materials 
necessary to obtain relief under the 
countervailing duty law. 

Comment 3: the petitioner argues that 
two programs under the Skills 
Development Fund are counterv'ailable 
because they are grant programs that do 
not operate by reference to tax laws. 

The petitioner relies on a decision of the 
Cohort of International Trade {Bethlehem 
Steel Corporation v. United States 590 F. 
Supp. 1237 (1964)) to support its view 
that the general availability criteria 
should not apply to such grant programs. 

DppartmenCs Position: We disagree. 
We do not consider generally available 
programs to be countervailable. See, 
Carlisle Tire and Rubber Co, v. United 
States. 564 F. Supp. 834 (1983). The 
petitioner's reliance on Bethlehem Steel 
is misplaced since the court in that case 
upheld our determination that a 
generally available tax benefit is not 
countervailable. The court's further 
comments in Bethlehem Steel on general 
availability are dicta. 

Comment 4: The petitioner slates thot, 
although the Public Utilities Board has 
three criteria for eligibility for 
exemption from its surcharge, the Board 
may exempt companies from the 
surcharge payment without meeting any 
of those three criteria. The petitioner 
argues that this demonstrates that the 
Public Utilities Board has a great deal of 
discretion in deciding which companies 
will or will not receive the surcharge 
exemption. Without the strict 
application of the same criteria to all 
companies, a program of this type 
cannot be termed generally available. 

Departments Position: Th«* petitioner 
relies on the verification report's 
reference to three criteria for eligibility 
for the surcharge exemption, but the 
report also indicates that these are not 
the only three criteria and that the 
meeting of other criteria can 
independently qualify a firm for the 
exemption. In fact, the Board's main 
goal through this program is to 
encourage energy efficiency, and if a 
company can demonstrate such 
efficiency or can show that it is working 
toward the goal of greater energy 
efficiency, the BoaH grants the 
exemption. We saw no evidence at 
verification that the Board granted 
exemptions for any reasons other than 
energy efficiency. The criteria, as 
outlined in the verification report and 
found in published sources, include not 
only the three alluded to by the 


petitioner (decrease in energy use per 
unit of output, decrease in energy use 
per dollar of output, or investment in 
energy-saving equipment equal to 15 
percent or more of a company's annual 
earnings) but also include, for energy 
efficient firms, continuation of a high 
level of energy efficiency. The important 
point is that the Board uses energy 
efficiency as the overriding criterion for 
qualifying for the exemption and that it 
applies this criterion to all companies 

Comment 5: The petitioner claims 
that, in determining whether Matsushita 
Refrigeration's technical assistance fee 
payments to its Japanese parent were 
excessive (and therefore 
countervailable) reductions of the 
taxable income of the subsidiary, the 
Department did not adequately examine 
the extent to which the payments 
exceed the value of the assistance 
provided. Instead of analyzing the 
assistance provided to Matsu^ita 
Refrigeration for the fees paid, the 
Department relied on the Economic 
Development Board's approval of tax 
exempt status for the payments. The 
Department should have made the 
comparison itself. 

Departments Positon: As pointed out 
in the verification report, not only the 
Economic Development Board but also 
the Inland Revenue Department reviews 
applications for tax exempt status for 
technical assistance fee payments. We 
reviewed the procedures used by both 
agencies. Though only the Economic 
Development Board can actually reject 
applications, the Inland Revenue 
Department has extensive records of 
existing royalty agreements and can 
disallow portions of amounts applied for 
if the portions are excessive when 
compared to other agreements. 

At Matsushita Refrigeration, we also 
examined the types of assistance 
received by the company from Its parent 
in return for its payments and the 
approximate costs to the parent 
company of that assistance. Contrary to 
the petitioner's concern that the 
payments were excessive, the records 
indicated that the technical assistance 
fees did not cover the costs of the 
assistance provided. In fact, the parent 
company has subsequently decided to 
increase the fee. and Matsushita 
Refrigeration has informed us that it has 
requested approval from the Singapore 
government for a lax exemption on this 
higher payment. 

The Department has no evidence that 
the technical assistance fees paid by 
Matsushita Refrigeration are excessive 
or that the company is somehow using 
payments to disguise its true 
profitability. 
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Comment d: The. petitioner questions 
the niimertitoi used by the Dt^purtment 
in calcui^ting the lax benefit under the 
Kxpofi Expansion Incentives Act. The 
petiticmer points out that at veriTicatiao 
the Department had to add Mal.Hushita 
Electric’s Malaysian sales, which wore 
listed as domestic sales in the 
company’s bo^jks. to the company's 
exports to arrive at the company’s total 
exports as reported in the questionnaire 
resiioBse. The petitioner ai^ikca that the 
D^'partment should have also chedusd to 
see if Malaysian sales were included Jn 
MalsuslUta Refrigpratioifs calculation of 
its export profit. Since the Department 
uses both these numbers to calculate the 
subsidy, the petitioner ar^es the 
Departmtwit ccnild be undervaluing the 
subsidy if the numhers do not refer to 
the same number of goods. 

DeportmenVs Position: ’The 
Department has no reason to believe 
that (he export profits Matsirshita 
RfjfrigerdHon reported in its lax returns 
did not include profits from exports to 
Malaysia. It wodd work to the dcUment 
of Matsushita Refitgeration not In 
Include such exports because it receives 
a lax exemption on 90 percent of its 
export profits. Finally, it should be noted 
that .Matsushita Electric's maniutr of 
n*cordi^ exppri and domestic sales 
was pointed out in the verification 
report simply to show how a number 
provided In the questionnaire response 
w»as derived 

Comment 7: The petitioner r>.*qucu^ 
that the Department scrutinize the 
source of and reason for large sums 
listed in Matsushita Refrigeration’s 
fhiiincial statements as money due from 
related companies. The petiHoner 

that those funds may represent 
an intra-rompeny auhsidy. 

Dt^pnrUpenrs Posithn: In the notes to 
its financial statements. Matsushtta 
Refrigeration explains that amounts due 
from or lo related companies reflect the 
fact that (he company ’'purchases most 
of its raw' materials and parts from, and 
Mils Hubslanlially all its production 
through companies in the Matsushita 
C»mup.” The petitioner made this 
alligation too late in the review for our 
ainsideration. If the petitioner wishes 
the Department lo invesUgate those 
Iransaclions further, it should raise the 
issue In a future review and should 
(explain how such transactions might 
coiuititute counlervaiiable subsidies 

ufkier US. Uw. 

Comment a: The petitioner alleges that 
MriUashita Refrigeration's financial 
statements show that the company 
made use of accelcraled depreciaf ioo 
Charts. The petitioner feels the use of 
accelerated depredation may constitute 


a benefit in contraventioB of the 
suspension ogreemeiiL 

DeportnhenCs Positkjtv It is not clear 
from Matsushita Refrigeration’s 
financial statement that the deprectatkin 
charges the petitioner refers to are 
actually accelerated depreciation or 
simply reflect a re<evaluation of the 
actual useful life of certain assets. The 
petitioner made this allegation too late 
for our oofisideratiofi In this review. 
Department will examine the issue in 
the next requested administrative 
review. 

Final Resuhs of the Review 

After review of the comments 
received, the final results of the review 
are the same m% the preliminary results. 
Wc delermioe the total bounty or grant 
to be 4.92 percent od voloten for 
review period. 

The suspension agreement slates that 
the Government of Singapore will offset 
completely with an export charge the 
net bounty or grant calctdated 1^ the 
Department. Following the methodology 
oodmed in section B.4. of the ngreemejit 
the Department determines that, in order 
to reach a final exporl charge of 4.92 
percent od vahTem, a negative 
adfuBiment of 0.94 percent od valorem 
may be made to the provisional export 
charge of 5.fi6 percent estabfished in the 
Department's notice of suspension of 
countervailing duty investigation. The 
Goveramenl of Singapore may refund 
this amount lo the companies. 

The Department will notify the 
Govemmnnt of Siogspore that the 
provisional export chaige on all exports 
to the United States with Outward 
Declarations filed on or after the date of 
publication of this notice shall be 4.92 
percent od valorem. 

In addition, we determine that the two 
companies have complied with the 
terms of the suspension agreement, 
including the payment of the provisional 
export charge, for the period November 
7,1983. through December 31.1983. 

The agreement can remain in force 
only as long as shipments covered by 
the agreement account for at least 65 
percent of imports of Singaporean 
'refrigeration compressors into Ibe 
United States. The companies acoowted 
for 100 percent of imports into the 
United States of such refrigeration 
compressors during the review period. 

This administrative review and notice 
are in accordance with section 751 of 
the Tariff Act (19 U.&C. 1675(aJ(lU «»d 
i 355.41 of the Commerce R^^ialions 
(19 CFR 355>ll). 


Dated: |uly 17.1965. 

C. Cbristophar Partin. 

Acting Deputy AMsintatUSmentay, impart 
Administration. 

|FR Doc 65-17747 Kited 7-25415: 6:45 am] 
mujHQ coot M10-0S>« 


Samicondoctof Technicaf Advisory 
Committee; Partlalty Closed llsellnQ 

Summary: The Semiconductor 
Technical Advisory Committee was 
initially established on |anuary 3.1973. 
and rechartered on |anuar> 5.1984 in 
accordance with the Export 
Administration Act of 1979 and the 
Federal Advisory Commitlec Act 
Time and place: August 27.1985 at 
9:30 a.m., Herbert C Hoover Boildipg. 
Room 3407.14th Street and Coofilitatioo 
Avc.. NWp. Washington. DXl 

Axanda: 

Genera I Se.^don 

1. Opening remarks by the Chairman 

a. Sammary of TAC chsimon*! meeting 
h. Ootliae of 1065 TAC goals 

2. Peeaentaticni of papeta or ooawnrala by Sw 

pabbe 

3. Solicitation of inputs on needed area of 

commodity decontrol or relaxation of 
axport oontrola 

4. Old commitlea busineas 

5. New committee butinets 

6. Action items underway 

7. Action items due at next meeting. 

Executive Session 

8. Discussion of matters properly dassifiod 

under Executive Order 12336, deefing 
with the U.S. and COCOM control 
pro g r a m and stategic crileria related 
(hereto 

Public participation: The General 
Session will be open to the public usd • 
limited number of seats will be 
available. To the extent time pennits 
members of the public may present ora! 
statements to the Committee. Written 
statements may be submitted at any 
lime before or after the meeting. 

Supplementary information; A Notice 
of Determination lo close meeting or 
portions of meetings of the Committee lo 
the public on the basis of S U.S.C 
552b(c)[l) was approved on February 6, 
1984. in accordance with the Fedocal 
Advisory Commitlee Ac:t A copy of the 
Notice is available for public inspection 
and copying in the Cenlral Reference 
and Records lospectioii Fadlity. Room 
6626. U.S. Department of Commerce, 
telephone: 202-377-4217. For further 
infonnatioD or copies of the minutes call 
202-377-^563. 









30496 


Federal Register / Vol. 50. No. 144 / Friday. July 26. 1985 / Notices 


Doled: |uly22, ises. 

Milton M. B«llaf. 

Director of Technical Programs. Office of 
Export Administration. 

\VH Doc. 85-17746 Filed 7-25-85: 6:45 am) 
BtUIMG COOC 


National Oceanic and Atmospheflc 
Adminiatration 

Emergency Striped Baas Reaearch 
Study; Meeting 

AGENCY: National Marine Fishenea 
Service. NOAA, Commerce. 

auMMAAY: The National Marine 
Fisheries Serxice and the U.S. Fish and 
Wildlife Service will hold a joint 
meeting to discuss programs on the 
Fjnergency Striped Bass Research Study 
as authorized by the amended 
Anadromous Fish Conservation Act 
(Pub. L 96-118). 

date: The meeting will convene on 
Wednesday. August 28.1985. 8110.-00 
a.m.. and will adjourn at approximately 
4r00 p.m. The meeting is open to the 
public. 

ADOHESS: Room 7000 A&B. Department 
of the Interior Building. C Street 
between 18th and 19th NW.. 
Washington. DC 20240. 

FOR FURTHER INFORMATION 
CONTACT: David G. Deuel. Office of 
Resource Investigations. National 
Marine Fisheries Service. Wasington. 

DC 20235. Telephone: (202) 634-7466 
Dated: |uly 18, 1965. 

|o«eph W. Angeiovic, 

Deputy Assistant Administrator for Science 
and Technology. 

\¥K Doc. 85-17414 Filed 7-25-85: 8:45 am) 
eiUlMO COOC SS10•2^4I 


Pacific Rshery Management Council; 
Public Meeting 

agency: National Marine Fisheries 
Service. NOAA. Commerce. 

A special public meeting of the Pacific 
Fishery Management CounciPs Salmon 
Plan Development Team will begin at 10 
a.m .4 )uly 29. at the CounclPs office. 526 
S.W. Mill Street. Portland. OR, to 
develop information and draft 
documents necessary* for the evaluation 
of proposed amendments to the salmon 
fishery management plan. For further 
information, contact joseph C. Creenley. 


Executive Director, Pacific Fishery 
Management Council. 526 SW. Mill 
Street. Portland. OR 97201: telephone: 
(503) 221-6352. 

Dated: |uly 23.1985. 

losaph W. Angelovis. 

Deputy Assistant A dministrator For Science 
and Technology. National Marine Fisheries 
Sen'ice. 

IFR Doc 85-17831 Filed 7-25-85; 8:45 am] 
BiLLtNO COOC I6I0-2MI 


Pacific Fishery ManagementCouncll; 
Public Meeting 

agency: National Marine Fisheries 
Service: NOAA. Commerce. 

The Pacific Fishery Management 
Council will convene a public meeting 
via teleconference at 11 a.m., July 24. to 
review the coho harvest of the July 15- 
18 troll fishery off the coast of 
Washington, between Leadbetter Point 
and Cape Alava. to clarify the impact of 
that h^rx'est on the coho quotas in the 
two remaining north of Cape Falcon troll 
fisheries. The Council will also review 
the first three weeks of the recreational 
salmon fishery north of Cape Falcon 
where a five-day-per-week fishery has 
been established to prolong the season. 

Meeting rooms will be provided in 
two or three key locations within the 
region to allow members of the public to 
participate in the conference call. For 
further information contact Joseph C. 
Greenley, Executive Director, Pacific 
Fishery Management Council. 526 SW. 
Mill Street. Portland. OR 97201; 
telephone: (503) 221-6352. 

Dated: )uly 23.1985. 

)o9«ph W. Angelovic. 

Deputy Assistant Administrator for Science 
and Technology. National Marine Fisheries 
Seryice. 

|FR Doc. 85-17830 Filed 7-25-85: 8:45 am] 
8MX1N0 COOC 3910-21-M 


COMMITTEE FOR THE 
IMPLEMENTATION OF TEXTILE 
AGREEMENTS 

Umlto for Certain Cotton and Wool 
Textile Products Produced or 
Manufactured In the People's Republic 
of China 

|uly 22.1985 

llie Chairman of the Committee for 
the Implementation of Textile 
Agreements (CITA), under the authority 
contained In E.0.11651 of March 3.1972. 
as amended, has issued the directive 


published below to the Commissioner of 
Customs to he effective on July 23.1985. 
For further information contact Diana 
Solkoff. International Trade Specialist, 
Office of Textiles and Apparel. U.S. 
Department of Commerce. (202) 377- 
4212. 

Background 

On February 27,1965 and April 1,1985 
notices were published in the Federal 
Register (50 FR 7947 and 12849) which 
established staged entry periods for 
cotton and wool textile products in 
Categories 313 (cotton sheeting). 317 
(cotton twill and sateen), and 433 (men's 
and boys* wool suit-type coats), 
produced or manufactured in the 
People's Republic of China and 
exported, in the case of Categories 313 
and 433, during the twelve^month period 
which began on February 28.1964 and 
extended through February 27,1985. 
and. in the case of Category 317, 
exported during the period which began 
on March 29.1964 and extended through 
March 28,1985. Inasmuch as it has been 
determined that these staged entry 
periods are no longer needed, they are 
being cancelled. 

A description of the textile categories 
in terms of T.S.U.S.A. numbers was 
published in the Federal Register on 
December 13.1902 (47 FR 55709). as 
amended on April 7,1983 (48 FR 55175). 
May 3,1983 (48 FR 19924), December 14. 
1983 (48 FR 55607). December 30.1983 
(48 FR 57584). April 4.1964 (49 FR 
13397), June 28.1984 (49 FR 28622). July 

16.1984 (49 FR 28754). November 9.1984 
(49 FR 44782). and in Statistical 
Headnote 5, Schedule 3 of the TARIFF 
SCHEDULES OF THE UNDTJ) STATES 
ANNOTATED (1985). 

Ronald I. Levin. 

Acting Chairman. Committee for the 
Implementation of Text He Agreements. 

July 22.1965. 

Commissioner of Customs. 

Department of the Treasury. Washington. 
D.C 20229 

Dear Mr. Commissioner To facilitate 
implementation of Bilateral Cotton. Wool 
Man Made Fiber Textile Agreement, effected 
by exchange of notes dated August 19,1983. 
as amended between the Governments of the 
United States and the People’s Republic of 
China. I request that, effective on |uly 23. 
1985. you cancel the difecH%*es of February 

22.1985 and March 26 1985 concerning cotton 
and wool lex tile products in Categories 313. 
317 and 433. produced or manufactured in the 
People’s Republic of China. 

This letter will be published in the Fudersi 
Register. 

Sincerely. 

Ronald I. Ijevin. 
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Ming Chairman. CommiUt^ for the 
huphmeatahan of Texii/e Agreementg, 
|FR Doc 85-17744 Filed 7-25-65: 0:45 iim| 

BIUJN6 COOK XIO-OfMf 


DEPARTiyiENT OF DEFENSE 

Defense Nuclear Agency 

Scientific Advisory Group on Effects 
(SAGE); Meeting 

The Scientific Advisory Group on 
Fifects (SAGE) will meet in closed 
Mission September 4 to September 6. 

1985, at the Department of Energy, 
Nevada Operations Office. Las Vegas, 
Nevada. AGENDA: September 4 to 
September 6 (0B3O-1700): Presentations, 
discussions and executive session on 
issues related to the programs which 
support the Defense Nuclear Agency’s 
underground test program. The 
presentations and discussions in the 
above cited agenda will focus on current 
and planned activities of the DNA in 
r<»gards to the underground test program. 
FAecuUve sessions will be held for the 
primary purpose of advising the 
Director, DNA, as to the adequacy of 
ongoing and planned activities. All 
planned presentations, discussions, and 
f*xecutive sessions may include 
classified defense information: 
therefore, under the proxisions of 
sections 552b(c) (1) and (3), Title 5. 

U.S.C, this meeting is closed to the 
public. 

Any additional information 
concerning the meeting may be obtained 
from: Lt. Col, Gary C. Gibson, USAF. 
Scientific Secretary, SAGE, 

Headquarters, Defense Nuclear Agency. 
Attn: DDST. Washington. D.C. 20305- 
1000 . 

Ffitrida H. Meaiu, 

OSD Federal Register Liaison Officer, 
Oeparunent of Defense 

|FR Doc 85-17753 Filed 7-2-65; 8 45 am) 
lumo coot »to-ef.y 


Department of the Navy 


Draft Supplemental Environmental 
[jnpact Statement for the Proposed 
Northeast Surface Action Group 
HoiMport Facility, Slapleton-Fort 
Wadsworth Complex, Staten Island, 


Pursuant lo the regulations 
implementing the procedural provisio 
or the National Environmental Policy 
ct. Title 40 CFR and the requiremcnl 
of executive Order 12372, 
Intergovernmental Review of Federal 


Programs, and the Department of Navy 
Policy for intergovernmental 
coordination of land and facility plans, 
programs, and projects, the Navy 
announces its intention to prepare a 
Draft Supplemental Environmental 
Impact Statement (DSEIS) for the 
proposed Northeast Surface Action 
Group Homeport Facility. Stapleton>Fort 
Wadsworth Complex, Staten island. NY. 

On October 20.1984 and February 8. 
1985 respectively, the Navy filed Draft 
and Final Environmental Impart 
Statements with the U.S. Environmental 
Protection Agency on the Navy’s 
proposed homeport facility in Staten 
island. The Secretary of the Navy 
decision on this project was published 
in the Federal Register on March 21. 

1965. 

The establishment of a Surface Action 
Group (SAG) homeport in Staten Island 
will require the relocation of 
approximately 2200 Navy families. The 
DEIS prepared for this project assumed 
that these families would disperse 
throughout the New York*New fersey 
area. No one community would be 
impacted significantly by the relocation 
of these families. However, more in 
depth data on housing availability and 
affordability obtained by the Navy has 
revealed a potential housing shortage, 
particularly for junior enlisted 
personnel. In order to reduce this 
potential deficit in affordable housing 
units, the Navy is proposing to construct 
family housing at Fort Wadsworth. 
Additionally. Navy housing may also be 
constructed at Floyd Bennett Field In 
Brooklyn. 'Fhe Navy is also investigating 
housing opportunities that may result 
from a.direct Navy leasing program 
whereby the Savy enters a long term 
lease agreement(s) with private 
developerfs) who would build new 
housing for Naval personnel. These 
housing options will be fully 
documented in the DSEIS. 

Also, the DSEIS will assess impacts 
that may result from additional real 
estate acquisition in the vicinity of the 
Stapleton waterfront site. 

Land acquisition is proposed to offset 
the need for filling 2.6 acres of the 
harbor to realign the existing bulkhead. 
The Navy does not propose lo create 
this upland but will seek additional real 
estate throu^ acquisition. Additional 
land will reduce the need for the 
proposed multilevel parking structure. 

Other changes that have been 
proposed include modification to the 
Waterfront Development Plan—notably 
the proposal lo build one pier vice two 
(although a second pier could be added 
in the future) and changes in the Fort 
Wadsworth Development Plan, and they 
will be assessed in the DSEIS. 


Publication of the DSEIS is tentatively 
planned for October 1985. A Public 
Hearing Schedule will be announced. 
Local and regional concerns over the 
Navy’s proposed changes in the SAG 
Homeport project as described above 
will be considered carefully in the 
preparation of the scope of work under 
which the DSEIS will be prepared. 
Comments and concerns should be 
forwarded lo: Commanding Officer, 
Northern Division, Naval Facilities 
Engineering Command. Bldg 77L Naval 
Base. Philadelphia, Philadelphia, PA 
19112, Alien: Code 09P. 

Comments will be received until 
August 26.1985. if further information is 
required in regard to this Notice of 
Intent, please contact Robet 
Oslermueller at 215-897-6282. 

Dated: |uly 23.1085. 

Williare F. Roos, |r.. 

Lieutenant fAGC, USSR. Federo/Register 
Liaison Officer. 

|FR Doc. 85-17705 Filed 7-25415: 8 45 am) 
mujHQ cooc Mie>Af«M 


DEPARTMENT OF EDUCATION 

Office of Postsecondary Education 

Graduate and Professional 
Opportunity Fellowships Program; 
Application Notice for Fiscal Year 1986 

This notice invites applications from 
institutions of higher education for 
grants to make fellowship awards under 
the Graduate and Professional 
Opportunity Fellowships Program 
(G-POP). 

Authority for this program is 
contained in Part B of Title IX of the 
Higher Educaton Act of 1955. as 
amended. 

120 U.S.Cl134d-1134g) 

The Graduate and Professional 
Opportunity Fellowships Program 
provides grants to institutions of higher 
education to support fellowships for 
graduate and professional study to 
students who demonstrate financial 
need and who are predominantly from 
groups which are traditionally 
underrepresented in graduate and 
professional study areas of high national 
priority. 

Closing date for transmittal of 
applications. An application for a grant 
must be mailed or hand delivered by 
October 1.1985. 

Applications delivered by mail: An 
application sent by mail must be 
addressed to the U.S. Department of 
Education, Application Control Center. 
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Attention: 84.094B. 400 Mainland 
Avenue, SW., Washington. D.C, 20202. 

An applicant must show proof of 
mailing consisting of one of the 
following: 

(1) A legibly dated U.S. Postal Ser\ice 
postmark. 

(2) A legible mail receipt with the dote 
of mailing stamped by the U.S. Postal 
Service. 

(3) A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
ucceptal^e to the Secretary of 
Education. 

If an application is sent through the 
U.S. Postal Service, the Secretary does 
not accept either of the following as 
proof of mailing: (1) A private metered 
postmark, or (2) a mail receipt that is not 
dated by the U.S. Postal Service. 

An applicant should note that the U.S. 
Postal Ser\ice does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with Its local post office. 

An applicant is enouraged to use 
registered or at least first class mail. 
r.ach late applicant will be notified that 
its application will not be considered. 

AppUcotions delivered by hand: An 
application that is hand delivered must 
he token to the Department of 
Fxiucation, Application Control Center, 
Room 5673, Regional Office Building 3. 
7th and D Streets. SW'., Washington. 

DC 

The application Control Center will 
accept a hand delivered application 
between 8:00 ajn. and 4:00 pjn. 
(Washington, D.C time], daily except 
Saturdays. Sundays, and Federal 
holidays. 

An application that is hand delivered 
will not be accepted after 4:00 p.m. on 
the closing date. 

Availabe funds: The Administration's 
budget request for fiscal year 1980 does 
not include funds for the Graduate and 
Professional Opportunity Fellowships 
Program. However, appUcatiuns are 
invited to allow for sufficient time to 
evaluate them and complete the grants 
process prior to the end of the fiscal 
year, should the Congress appropriate 
funds for this program. If funds ore 
appropriated, the Congress will be 
asked again to enact legislation 
overridlfig the $75,000 minimum grant 
that can be made to an institution under 
sccton 922 (b)(2) of the statute. 

The Secretary will give first priority to 
providing continuation support fur 
qualified students, who were awarded 
fellowships in a previous year and who 
aie maintaining satisfactory progress as 
determined by the institution. See 34 
CfR 649.11(a)(2) (i) and (ii). 


Program information: Each institution 
applying for new fellowships will be 
ranked according to the selecton criteria 
set out in the regulations in 34 CFR 
649.12 govering the Graduate and 
Professona! Opportunity Fellowships 
Program. Under these criteria, 
institutions may apply for new 
fellow'shipt in up to six academic or 
professional areas of study, providing, 
among other criteria, that the choice of 
study area is justified by providing 
evidence of underrepresentation, and 
evidence of national need. 

Generally, the Secretary makes only • 
one-year grant awards to institutions 
allocated new fellowships. As provided 
in 34 CFR Part 649.11(a)(2) of the 
Department's regulations and subject to 
the availability of funds, continuation 
support for students to complete degree 
programs may be provided in the 
subsequent fiscal years. 

These estimates do not bind the U.S. 
Department of Education to a specific 
number of grants, or to the amount of 
any grant, unless that amount is 
otherwise specified by statute or 
regulations. The regulations for this 
program are contained in 34 CFR Part 
649. 

Application forms: Application forms 
and program information packages are 
expected to be ready far mailing by 
August 20.1965. and may be obtained by 
writing to the Division of Higher 
Education Incentive Programs (Graduate 
and Professional Opportunity ^pgram, 
G*POP). U.S. Depariment of Education, 
(Room 3022, ROB-d), 400 Maryland 
Avenue. S.W. Washington. D.C 20202. 
Telephone: 202-245-3253. (OMB 1840- 
0506) 

Applications must be prepared and 
submitted in accordance with the 
regulations, funding criteria, 
instructions, and forms included in the 
program information packages. The 
program information package is only 
intended to aid applicants applying for a 
grant under this competition. Nothing in 
the program information package is 
intended to impose any paperwork, 
application content, reporting or grantee 
performance requirement beyond those 
spedficfiUy imposed under the statute 
and regulations governing the 
competition. 

The Secretary strongly urges that the 
narrative portion of the grant 
application be double-spaced and not 
exceed 40 pages in length. 

Applicable regulations: The 
regulations applicable to this program 
indude the following: 

(1) The regulations governing the 
Graduate and Professional Opportunity 
Fellowships Program, in 34 CFTt Part 649. 


(2) The Education Department 
General Administrative Regulations 
(EDGAR) in 34 CFR Parts 74. 75.77. and 
78. 

Further information: For further 
information contact Charles H. Miller/ 
Barbara }. Harvey of the Division of 
Higher Education Incentive Programs 
(Graduate and Professional Opportunity 
Fellowships Program), U.S. Department 
of Education. (Room 3022. ROB-3). 400 
Maryland Avenue SW^ Washington. 
D.C. 20202. Telephone: 202-245-3253. 

(20 U.S.C n34d-1134g) 

(Catalog of Federal Domestic Assiktarice No. 
B4.094B. Cmduata and Professional 
Opportunity Fellowships Program) 

Dated: July 23.1965. 

C Ronald Kimberflng. 

Actitfg Assistant Sffcretary for Postsecondorj 
Education. 

(FR Doc. 85-17761 Filed 7-25-65; R:45 am] 
WIXIUQ coot 4000-ai-M 


Offica of Vocational and Adult 
Education 

Bilingual Vocational Programs; 
Application 

agency: Application Notice for New 
Awards uoider the Bilingual Vocational 
Programs for Fiscal year 1986, 

summary: Applications are invited for 
new projects for the Bilingual 
Vocational Training Program, Bilingual 
Vocational Instructor Training Progm/n. 
and the Bilingual Vocational Materials. 
Methods, and Techniques Program for 
fiscal year1986. 

Authority for these programs is 
contained in section 441 of Part E. Title 
IV of the Carl D, Perkins Vocational 
Education Act, Pub. L 96-524. 

(20 u s e 2441] 

The purpose of awards for the 
DHingual Vocational Training^Program is 
to provide financial assistance for 
bilingual vocational education and 
training for individuals with limited 
English proficiency to prepare them for 
jobs in recognized occupations and new 
and emerging occupations. 

The purpose of awards for the 
Bilingual Vocational Instructor Training 
Program is to provide financial 
assistance for conducting training for 
instructors of bilingual vocational 
education and training programs for 
individuals with limited English 
proficiency. 

The purpose of awards for the 
Bilingual VocaHonal Materials. 
Methods, and Techniques Program is to 
provide financial assistance for me 
development of Instructional and 
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curricuim materials, methods, or 
techniques for bilingual vocational 
training for individuals with limited 
English proficiency. 

Closing Date for Transmittal of 
Applications 

Applications for new awards must be 
mail^ or hand delivered by September 
9.1985. 


Applications Delivered by Mail 

Applications sent by mail must be 
addressed to the U.S. Department of 
Education, Application Control Center, 
Attention: (CFDA No. 84.077A, for 
Bilingual Vocational Training: CFDA 
No. 84 OOftA. for Bilingual Vocational 
Instructor Training, and CFDA No. 

84.100 for Bilingual Vocational 
Materials, Methods, and Techniques), 
400 Maryland Avenue, SW., 

Washin^on, D.C. 20202. 

An applicant must show proof of 
mailing consisting of one of the 
following: 

(1) A legibly dated U.S. Postal Service 
postmark. 

(2) A legible mail receipt with the date 
of mailing stamped by the U S. Postal 
Service. 

(3) A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
acceptable to the U.S. Secretary of 
Education. 

If an application is sent through the 
U.S. Postal Service, the Secretary docs 
not accept either of the following as 
proof of mailing: (1) A private metered 
postmark, or (2) a mail receipt that is not 
dated by the U.S. Postal Service. 

An applicant should note that the U.S. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 

An applicant is encouragi^ to use 
registered or at least first class mail. 

Each late applicant will be notified that 
Its application will not be considered 


Applications Delivered by Hand 

Applications that are hand delivered 
must be taken to the U.S. Department of 
Wucation, Application Control Center. 
Rwm 5673, Regional Office Building 3, 
7th and D Streets. SW. Washington, 


The Application Control Center w 
accept hand^dclivered applications 
l^tween 8:00 a m. and 4:00 p.m. 
(Washington, D.C time) daily, excel 
^turdays. Sundays, and Federal 
holidays. 

AppllcaHoiu that are hand delivei 
^ by the Appileal 

^n rol Center after 4;00 p.m. on the 
Closing date. 


Program Information 

Bilingual Vocational Training Program 

The following types of projects may 
be funded under this program: 

(a) Bilingual vocational training 
projects for Individuals who have 
completed or left elementary or 
secondary school and who are available 
for education in a postsecondary 
educational institution. 

(b) Bilingual vocational education and 
training projects for Individuals who 
have already entered the labor market 
and who desire or need training or 
retraining to achieve year-round 
employment, adjust to charging 
manpower needs, expand their range of 
skills, or advance in employment. 

(c) Training allowances for 
participants in bilingual vocational 
training projects. 

Bilingual vocational training projects 
must include instruction in the English 
language to ensure that participants in 
that training will be equipped to pursue 
occupation in an English language 
environment. 

In the Commonwealth of Puerto Rico, 
the Bilingual Vocational Training 
Program may provide for the needs of 
students of limited Spanish proficiency. 

State agencies, local education 
agencies, postsecondary educational 
institutions, private nonprofit vocational 
Irainii^ institutions, and other nonprofit 
organizations specially created to serve 
individuals who normally use a 
language other than English are eligible 
to apply for awards under this program. 

Bilingual Vocational Instructor Training 

The following types of projects may 
be funded under this program: 

(a) Preservice and inservice training 
for instructors, aides, counselors, or 
other ancillary personnel participating 
or preparing to participate in bilingual 
vocational training programs. 

(b) Fellowships and traineeships for 
Individuals participating in preser\ice or 
inscrvice training. 

The Secretary does not make an 
award under this program unless the 
Secretary determines that the applicant 
has an ongoing vocational training 
program in the field in which 
participants will be trained and can 

[ provide Instructors %vith adequate 
anguage capabilities in the language 
other than ^glish to be used in the 
project 

State agencies and public and private 
nonprofit educational institutions are 
eligible to apply for awards under this 
program. 


Bilingual Vocational Materials* 
Methods, and Techniques Program 

The following types of projects may 
be funded under this program: 

(a) Research in bilingual vocational 
training. 

(b) The development of instructional 
and curriculum materials, methods, or 
techniques. 

(c) Training projects to familiarize 
State agencies and training institutions 
with research findings and with 
successful pilot and demonstration 
projects in bilingual vocational 
education and training. 

(d) Experimental, developmental 
pilot, and demonstration projects. 

State agencies, educational 
institutions, and nonprofit organizations 
are eligible to apply for awairis under 
this program. 

Selection Criteria 

Applications for awards will be 
evaluated in accordance with the 
selection criteria contained in the 
proposed regulations (34 CFR 407, 408, 
and 409) for the Carl D. Perkins Act. As 
stated in the regulations, the Secretary 
may distribute a reserved 15 points 
among the criteria for each competition 
held. These 15 points have been 
assigned as follows: 

(a) For the Bilingual Vocational 
Training Program: 5 points for Plan of 
operation, 5 points for Program factors, 
and 5 points for Quality of key 
personnel. 

(b) For the Bilingual Vocational 
Instructor Training Program: 5 points for 
Need and 10 points for Quality of key 
personnel. 

(c) For the Bilingual Vocational 
Materials, Methods, and Techniques 
Program: 10 points for Quality of key 
personnel and 5 points for Evaluation 
plan. 

Projects may be proposed for a period 
of 16 months. 

Intergovernmental Review 

On June 24.1983. the Secretary 
published final regulations (34 CFR Part 
79. published at 48 FR 29156 et seq.) in 
the Federal Register. This implemented 
Executive Order 12372 entiUed 
''Intergovernmental Review of Federal 
Programs.** The regulations look effect 
September 30,1983. 

This program is subject to the 
requirements of the Executive Order and 
the regulations In 34 CFR Part 79. The 
objective of Executive Order 12372 is to 
foster an intergovernmental partnership 
and a strengthened federalism by 
relying on State and local processes for 
Slate and local government coordination 
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and review of proposed Federal 
financial assistance. 

The Executive Order— 

• Allow^s States, after consultation 
with local officials, to establish their 
own process for review of and comment 
on proposed Federal financial 
assistance. 

• Increases Federal responsiveness to 
State and local officials by requiring 
Federal agencies to accommodate State 
and local views or explain why those 
views will not be accommodated: and 

• Revokes OMB Circular A-05. 

Transactions with nongovernmental 

entities, including State pastsecondary 
educational institutions and federally 
recognized Indian tribal governments, 
are not covered by; Executive Order 
12372. Also excluded from coverage are 
research, development, or 
demonstration projects that do not have 
a unique geographic focus and are not 
directly relevant to the governmental 
responsibilities of a State or local 
government within that geographic area. 

The following ore the current lists of 
Slates that have established a process, 
designated a single point of contact and 
have selected these programs for 
review: 


Stales To Ke\*iew Program 8iJ77A. Biliitgual 
Vocatioosl Training 


AliilMtrtA 

Nrw York 

AHttma 

North Dalaita 

Arkmiiat 

Ohio 


CUkLuliaiiui 

Conned lev] 

Oregon 


Pmtm'fvaltla 


Rhode hUnd 


South Cafx>liaa 

ImfiivnA 

South Dukutn 

lOMU 

TannrMee 

Kannt 

Texas 


Utah 

Muini* 

Vormoot 

SiiiB«dich4»*etti 

Vrtglnui 

Michigain 

Wa«l.ingtofi 


Weal ViiginUi 

MonUnj 

WyomLns 

\i»brutkii 

PlMfflo Rico 


Virgin blandf 

IlMiipthirt 

Cuam 

Now lertry 

Northern Mnnana 

Nrw Mcxko 

Isliinds 

Slale« To Review Program S4.099A. Bilingual 

Vocational Inatrudor Training 

AUSmiyui 

New hlrxk» 

Aniun« 

New Ycri 

AriiusBiiB 

North Uahota 

C4ilifomla 

Ohio 

Conni'c.icat 

Ohtahomn 

l>rUwiire 

Oregun 

Florida 

PnmsylviinJa 


Soolh Caroliaa 

Irdi^na 

South Dakota 

KariM* 

Texas 

Lottiiiiica 

Umh 

Maina 

Vennont 

SfoJMimiuMMrlU 

Virgiabi 

Mich ii) in 

Washington 

hfiMonri 

Wyonunt 

Ncbmaka 

Vtigin tslands 

.\r*%ada 

Guam 

Nc'w Itciapahini 

Nortbem htariAna 

Nrw Irttay 

Islands 


The Bilingual Vocational Materials. 
Methods, and Techniques Program 
(84.100) is a new program, and States 
have not made a determination as to 
whether it will be included or excluded 
from review under the State re\iew 
process. 

Immediately upon receipt of this 
notice, applicants that are governmental 
entities, including local educational 
agencies, must contact the appropriate 
State single point of contact to find out 
about ai^ to comply with, the State's 
process under the Executive Order. 
Applicants proposing to perform 
activities in more than one State should 
contact immediately upon receipt of this 
notice, the sin^e point of contact for 
each State ana follow the procedures 
established in those States under the 
Executive Order. A list containing the 
single point of contact for each State is 
^ included in the application package for 
" these programs. 

In States that have not established a 
process or chosen these programs for 
review. State, areawide, regional, and 
Icxial entities may submit comments 
directly to the Department. 

Ail comments from State single points 
of contact and all comments from State, 
areawide, regional, and local entities 
must be mailed or hand deUvered by 
September 24.1985 to the folknring 
address: 

The Secretary, U.S. Department of 
Educatton. Room 4181, (CFDA Nos. 
84 j 077. 84.099. or 84.100). 40 Maryland 
Avenue. SW.. Washington. DC 20202, 
Proof of mailing will be determined on 
the same basis as that used for 
applications. 

PI£ASE NOTE THAT THE ABOVE 
ADDRESS IS NOT THE SAME 
ADDRESS AS THE ONE TO WllfCH 
Tl IE APPUCANT SUBMITS ITS 
COMPLETED APPLICATION. DO NOT 
SEND APPUCATJONS TO THE 
ABOVE ADDRESS. 

Available Funds 

Although grants under this program 
will be awarded during Bscal year 1966, 
this notice invites applications for funds 
from both the Bscal year 1985 
appropriation and the fiscal year 1986 
appropriation. Beginning with the Tiscal 
year 1980 appropriation, the Department 
of Education has proposed to shift 
appropriations for this program from 
forward funding to a current-year basis. 

The fiscal year 1985 funds have been 
appropriated. After awards are made to 
noncompeting continuations, the 
Department expects to have the 
following fiscal year 1985 funds 
available for new grants under this 
competition: approximately $1,800,000 


fur Bilingual Vocational Training, with 
average grants of $200,000 each and 
approximately $366,000 for Materials. 
Methods, and Techniques, with average 
grants of $150,000 each. 

The Congress has not yet 
appropriated fiscal year 1986 funds. It in 
appropriating these funds, the Congress 
accepts the Administration's proposed 
change to current-year funding, 
additional amounts will be available for 
new awards under this competition. 
With the requested 1986 appropriation, 
the following amounts will be available 
for new awards: approximately 
$4,500,090 for Bilingual Vocational 
Training, with average grants of $200,000 
each: approximately $776,000 for 
.Materials, Methods, and Techniques, 
with average grants of $150,000 each, 
and $553,000 for Bilingual Vocational 
Instructor Training, with average grants 
of$lia000 each. 

These estimates do not bind the U.S. 
Department of Education to a specific 
number of grants, nor to the amount of 
any grant, unless that amount is 
otherwise specified by statute or 
regulations. 

Application Forms 

Application forms and program 
information packages will be available 
on july 29.1985. These packages may be 
obtained by w^riting to the Office 
Vocational and Adult Education. US, 
Department of Education. (Room 5028. 
Regional Office Building 3) 400 
Mar>’1and Avenue. SW.. Washington. 

DC 20202. 

Applications must be prepared and 
submitted in accordance writh the 
regulations, instructions, and forms 
included in the program information 
package. However, the program 
informalion package is onlv Intended to 
aid applicants in applying for assistance 
under Ibis program. Nothing in the 
program information package is 
intended to Impose any paperwork, 
application content, reporting, or grantee 
performance requlremonts be)^nd those 
specifically imposed under the statute 
and regulations. 

The Secretary strongly urges that the 
narrative porbon of the application not 
exceed twenty-five pages. 

The SecrcUry further urges that 
applicants not submit Information that is 
not requested. 

(The application form Is approved by the 
Office of ManagemenI and Budget under 
control number 183£MXn3) 

Applicable Regulations 

The following regulations apply to this 
program: 
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(«) The rcgulattonj governing Ihe 
thm Bilingual Vocational Training 
Programa. as proposed to be codified in 
34 CFR Parts 40a 407.408, and 409. The 
proposed regulations were published on 
lanuary 25,1985 (50 FR 3850-3853). 
Applicants should prepare their 
applications based on these proposed 
regulations. Applicants will be ^ven an 
opportunity to amend or resubmit their 
applications if the final regulations are 
changed significantly from the proposed 
rtgubtions. 

(b) The Education Department 
General Administrative Regulations 
(EDGAR) 34 CFR Parts 74. 75, 77, 7a and 
79. 

For Further lofoiTOation 

For further information, contact Ron 
Castaldi. Office of Vocational and Adult 
Education, U.S. Department of 
Education. (Room 5028, Regional OfTice 
Building 3) 400 Maryland Avenue, SW., 
Washington, DC 20202. Telephone; (202) 
245-2775, 

(30U.S,C 347(a)) 

(Cutalog of Fed4*ial Domestic Asaistanca Nos. 
HOT? (lingual Vocational Training 
Progmra), S4 099 (Bilingual VocationnI 
fesmictor Tmlnhig Pro^m). and 84,100 
|B<Hnguai Vocattonai Maleriahi, Kt<Khofls, 

•nd TtJcKni^ues Program]) 

Doted: fuly 23.1985. 

Koben M. Wncthlogtmi. 

A^^sioni Stfoviary, Office of Vocational and 
AiuU Education, 

Ittt Doc. 85-17782 Filed 7-25-85; 8:45 am) 

COOK 


DEPARTMENT OF ENERGY 

Federal Energy Regulatory 
Commlatlon 


Under Cooley v. Clifton 
Power Corp,; Complaint 


Ny 22. 1085. 

Take noUce that on |une 27. l£l »5 
Marjorie Linder Cooley submitted for 
niiijg a complaint against Clifton Pow 
v;orporation pursuant to the 
Commission's Rule 206,18 CFR 385 . 2 t 
Mrs. Cooley seeks an order finding 
Uuton Power Corporation to be in 
vtolallon of certain provisiona of Part 
snd W of the Federal Power Act, and 
me Commission's regulations. 

Any person desiring to be heard or 
protest said filing should file a motior 
Wervene or protest with the Federal 
^ergy Regulatory Commission. 825 
^rih (^pHol Street, NR. Washingtoi 
*«^rdance with Rules 2 
of the Commission's Rules of 

“."m (« CFR 385.2 

'»> 214). All such motions or protests 


should be filed on or before August 21. 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
Ihe proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kennlh F. Plumb, 

Secretary. 

|FR Doc 85-17754 Filed 7-25-85; 8:45 am) 
SIUJMO COOK S717-SY-4I 


I Docket No. EUS-39-000] 

Municipal Electric Utilities Association 
of New York State v. Consolidated 
Edison Company of New York, Inc.; 
Complaint 

luly 22.1065. 

Take notice that on July 5,1985. 
Municipal Electric Utilities Association 
of New York State (“MEUA*^). by and 
through its undersigned counsel and 
pursuant to Rule 206 of the 
Commission's Rule s of Practice and 
Procedure, 18 CFR 385.206. submitted for 
fili^ its complaint against Consolidated 
Edison Company of New York, Inc. 
(“Con Edison*^). 

MEUA stated in this complaint that 
Con Edison is in violation of section 203 
of the Federal Power AcL 18 U.S.C. 824b. 
because it has leased or otherwise 
disposed of part of Hs facilities subject 
to the jurisdiction of the Commission, 
without first having secured an order of 
the Commission authorizing such 
transaction. 

MEUA further stated that Its 
customers are suffering substantial 
injury as a result of the Con Edison 
lease because Con Edison is obtaining 
tfiereby preference power properly 
allocable to MEUA members under the 
preference provisions of the Niagara 
Redevelopment Act. 16 U.S.C 838. 

MEUA also stated that the lease is not 
In Ihe public interest 

Wherefore. MEUA requests that: 

The Commission order Con Edison to 
•how cause why the lease has nol been 
submitted for re\iew by the 
Commission. 

The Commission initiate an 
evidentiary hearing to determine 
whether the lease is in the public 
interest. 

The Commission order Con Edison to 
file all documents pertaining to Ihe 
lease. 

The Commission declare that the 
lease is not in the public interest and 
should not be approved pursuant to 
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section 203 or 205 of the Federal Power 
Act (16 U-S.C. 824b, a24d). 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street, NE., Washington, 
DC 20426, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385J211, 
385.214). All such motions or protests 
should be filed on or before August 21. 
1985. Protests will be considered by the 
Commission in determininn the 
appropriate action to be taken, but will 
not serve to make protestants parlies to 
the proceeding. Any person wishing to 
become a party must file a moUon to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb, 

Secretary. 

|FR Doc. 85-17755 Filed 7-25-65; 8:45 am) 
mujm coos • 717 -si-ii 


(Docket No. RP8S-38-001) 

ANR Pipeline C 04 Tariff Filing Pursuant 
to Order Approving Settlement 
Agreement 

July 22.1985. 

Take notice that on July 17,1985, ANR 
Pipeline Company (ANR) tendered for 
filing Second Substitute Second Revised 
Sheet No. 667A under Rate Schedule X- 
64 of First Revised Volume No. 2 of its 
F£.R.C. Gas Tariff. This revised Sheet 
No. 667A is proposed to be effective 
lanuary 1,1985. 

ANR states that the purpose of this 
filing is to reflect a settlement of Docket 
No. RP85-36-000 approved by a Federal 
Energy Regulatory Commission Letter 
Order issued June 18.1985, in that it 
reflects the settled rate of $507,713 per 
month to the High Island Offshore 
System. 

Any person desiring to be beard or to 
protest said filing should file a motion to 
intervene or to protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street NE., Washington, 
DC 20426, in accordance with Rule 211 
or Rule 214 of the Cemmisston's Rules of 
Practice and Procedure (18 CFR 385.211. 
385.214). All such motions or protests 
should be filed on or before August 1, 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be t^en but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party to the proceeding must 
file a motion to intervene. Copies of this 
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filing are on file with the Commission 
and are available for public inspection. 
Konneth F. Plumb. 

Secretary. 

|FR Doc. BS-t77ai Filed 7-2S^: t:45 am| 
•iLUMQ cooc enr-oi-if 


I Project No. 2S28-001) 

City of Redding, CA; Intent To Prepare 
Environmental Impact Statement and 
Notice of Scoping Session and Public 
Meeting 

|uly 2Z. 198S 

The City of Redding. California, on 
February 19.1982. fil^ an application 
for a license for the Lake Redding Power 
Project. FFi^C No. 2828. to be located on 
the Sacramento River in Shasta County. 
California. The new dam would be 
constructed about thirty feel 
downstream from, and replace, the 
existing Anderson Cottonwood 
Irrigation District Dam. The proposed 
project would be operated in a nm-of- 
river mode with a minimum flow of 50 
cubic feet per second spilled over the 
dam at all times. The new dam would 
increase the existing maximum normal 
water surface elevation 4.5 feet. 

Public notice of the acceptance of the 
application by the Commission was 
issued on November 30.1982. with 
|anuar>' 27.1983. as the due date for 
comments, protests, and motions to 
interv ene. The application was also 
mailed to interested agencies for their 
review and comments. Motions to 
inter\'ene by the California Department 
of Fish and Game and the U.S. 
Department of the Interior have been 
granted. The Commission staff issued a 
draft environmental assessment of the 
application on October 5.1984. and 
circulated if for comment. The 
Commission staff has determined that 
issuance of a license for the proposed 
project would constitute a major federal 
action significantly affecting the quality 
of the human environment, llie staff 
therefore intends to prepare an 
environmental impact statement (EIS) in 
accordance with the National 
Environmental Policy Act. Possible 
alternatives to the proposed action will 
be addressed in the EIS. 

Scoping Session 

Interested persons and agencies are 
invited to participate in a scoping 
meeting to identify and discuss the 
significant environmental impacts 
resulting from the proposed l.ake 
Redding Project No. 2826. The scoping 
sr.^sion will be convened by the 
C«>mmi8sion staff at 10:00 a.m. on 
August 20.1985. in the Redding City 


Council Chambers at 1313 California 
Street, Redding. California. The 
purposes of the scoping session are to: 

(1) Present environmental issues, 
currently identified for treatment in the 
EIS. to the public and experts familiar 
with the proposed project: (2) receive 
information and views from the public 
and experts on the issues presented; (3) 
clarify the significance of issues; (4) 
identify additional issues for EIS 
treatment: and (5) identify issues that do 
not merit FJS treatment Agencies and 
individuals with environmental 
expertise and concerns are encouraged 
to attend the scoping session and assist 
Commission sloff with the 
determination of issues to be addressed 
in the EIS. 

Public Hearing 

Interested oRicials and members of 
the general public are Invited to express 
their views about the proposed project 
and significant environmental impacts 
in a public hearing to be held at 7:00 
p.m. on August 20,1985, in the Redding 
City Council Chambers at 1313 
California Street. Redding. California. 
The public hearings will be conducted 
by the Commission staff. 

At the public hearing persons may 
give their statements orally or in writing. 
All statements will be recorded by a 
stenographer and will become part of 
the public files associated with this 
proceeding. In addition, the public 
record for this hearing will remain open 
until September 4.1985. ond anyone may 
submit written comments on these 
matters until that time. Comments 
should be addressed to Kenneth F. 
Plumb, Secretary, Federal Eneigy 
Regulatory Commission, 825 North 
Capitol Street. NE.. Washington. DC 
20426, and should clearly show the 
project name and number (Project No. 
2828-001) on the first page. 

For further information, please contact 
lames R. Kirby at (202) 378-9070. 

Kenneth F. Plumb. 

Secretary’. 

IFR Doc 85-17792 Filed 7-25-86: 8:45 am) 

•K.LINQ COOf 


IDocket No. QP85-37-OOOI 

Commonwealth of Pennsylvania^ * 
Department of Environmental 
Resources and Environgas Inc.; 
Petition To Reopen and Vacate Final 
Well Category Determinadona 

Issued; iuly 22,1985. 

In the matter of Commonwealth of 
IVnnsyKanta. Department of Environmental 
Resources. Section 102 Determinations. 
EnvinmnaB. Inc- Alvin Etiason Well. 
FFitC ID No. B8-2143Z* Richard Brunner «! 


Weil. FFJtC JD Do. 80-21480: james Fiske «2 
Welt. FKRC |D No. 80-22836. |. Wasielewskt 
*1 Well. FERC ID No. 80-42810 

Take notice that on July 1.1985. the 
Commonwealth of Pennsylvania. 
Department of Environmental Resources 
(Pennsylvania), filed with the 
Commission pursuant to § 275.205 of the 
Commission's regulations a petition to 
reopen and vacate final well category 
determinations under section 
102(c)(1](B] of the Natural Gas Policy 
Act of 1978 (NGPA) for the wells listed 
in the caption of this order, each of 
which is located in the Summit Storage 
Field, Erie County, Pennsylvania. 
Environgas, Inc. is the owner and 
operator of the wells. ^ 

Pennsylvania states that the wells do 
not qualify under section 102 of the 
NGPA because of the location of 
existing marker wells within the Summit 
Storage Field and that this information 
was inadvertantly omitted at the time 
the determinations were made. 

The question of whether refunds, plus 
Interest calculated under $ 154.102|c) of 
the regulations, will be required is a 
matter which will be considered by the 
Commission in ruling on the subject 
petition. 

Any person desiring to be heard or 
protest this petition should file a motion 
to intervene or protest in accordance 
with Rules 214 or 211 of the 
Commission’s rules of practice and 
procedure. All motions to Intervene or 
protests should be submitted to the 
Federal Energy Regulatory Commission. 
825 North Capitol Street NE^ 
Washington. DC 20428, not later than 30 
days following publication of this notice 
in the Federal Register. All protests will 
be considered by the Commission but 
will not serve to make protestants 
parties to the proceeding. Any person 
wishing Income a party must file a 
motion to interv ene in accordance with 
Rule 214. Copies of this petition are on 
file with the Commission and available 
for public inspection. 

Kenneth F. Plunib, 

Secretory’. 

|FR Doc. 85-17793 Filed 7-25-65:845 am) 
OIU.IMG cooc sr 17-81 
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(Docket Nos. ER 85 -« 2 a-OOO, 0 t stl 


Electric Rate and Corporate 
Regulation fifings; Itlinois Power Co., 
et al. 


luly 22. t(ai5. 

Take nomine that the followinj^ filings 
have been inndp with the Commission: 


1. Illinois Power Company 
IDiKket No. ER8S-62J-OQa| 

Take notice that on fuly 11.1965, 
Illinois Pow er Company (*illinoj8 
Power*") tendered for filing a 
muintcndpce agreement (’‘Agreement *) 
supplementing the lnterconnei:tion 
Agreement, dated Mandi 1.1983. 
between Southern Illinois Power 
Cooperative ("SIPC**) and Illinois Power, 

Illinois Power indicates (hat this filing 
is made for the purposes of FKRC 
approval offl) a maintenance 
sKreement between these two utilities 
for equipment at the Baldwin Power 
Plant Substation and (2) a Letter 
Auteement concerning (he sharing of a 
microwave radio system of benefit to 
both utilities. 

Illinois Power states that a copy of the 
filing was served upon SiPC and the 
Illinois Commerce Commission. 

Comment date: August 2.1965. in 
Btrordance with Standard Panigraph E 
al the end of this notice. 


2. Central Hudson Gas A Electric 
Corporation 


\0oc.ket No. HK6S-6itMM)0| 

Take notice lhal on July 11.1965. 
Central Hudson Gas A Electric 
Corporation (Central Hudson) tendered 
for filing its development of actual costs 
for 1^ related to transmission ser\'ice 
providf'd from the Rofu^on Generating 
Plant to Cons4>lidatcd Edison Company 
of New York, Inc. (Con Edison) and 
Niap.'ira Mohawk R>wer Corporation 
(Niagara Muhawk) in accoitiancc with 
the provisions of its Rate Schedule 
f^TRC No. 42. 


THe actual costs for 1984 amounted 
«.4004 per Mw.-day to Con Edison an 
W.tiGUl per Mw.-day to Niagara 
Mohawk and are the basis on which 
charges for 1985 have been estimated. 

Centnil Hudson requests waiver on 
the notice requirements set forth in 18 
rit 35.11 of the Regulations to permit 
charge* to become effective January 1. 
6186 as agreed by the parties. 

II ^if”**^* Hudson states that a copy o 
niing was served on Con Edison. 
Niagara Mohawk and the State of Nev 
York Public 55ervfce Commission. 

Cornment data: August 2,1985. in 
Bccorduncc with Standard Paragraph 1 
at the end of this notice. 


3. Central Huds4m Gas A Electric 
Corporation 

(Docket No ERtt5-817-000| 

Take notice lhal on |uly 11.1985. 
Central Hudson Gas A Electric 
Corporation (Central Hudson) tendered 
for filing its development of actual costs 
for 1984 related to subsection service 
provided to Consolidated Edison of New 
York, Inc. (Con Edison) in accordance 
with the provisions of its Rale Schedule 
FKRC No. 4.3. 

Central Hudson indicates lhal the 
actual cost for 1984 amounted to 
$336,830 and will be the basis on which 
estimated charges for 1985 will be billed. 

Central Hudson requests waiver on 
the notice requirements set forth In 18 
CFR 35.11 of the Regulations to permit 
charges to become ^ectlve January 1. 
1985 as agreed by the parties. 

Central Hudson states that a copy of 
its filing was served on Con Edison and 
the Slate of New York Public Ser\‘ice 
Commission. 

Comment date: August 2,1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

4. Consolidated Edison Company of 
New York, Inc. 

(Docket No. ERA5-821MXM1 

Take notice that on July 11.1985. 
Consolidated Edison Company of New 
York. Inc. (‘*Con Edison"*) tendered for 
filing as an initial rale schedule a Lease 
and Operating Agreement dated 
February 28,1985 between Con Edison 
and the Coiuity of Westchester acting by 
and through the County of Westchester 
Public Utility Service Ageiicy 
(“Wcslcheslcr”). The rate schedule 
provides fur Westchester to pay a 
charge for use of Con Edison's facilities 
to sell and distribute hydroelectric 
power and energy to Westchester’s 
customers (who ore retail consumers of 
electricity) equal to the charges that 
would have been billed to such 
customers untler Con Edison's retail 
electric rate schedule on file with the 
New York State PublioService 
Commission less Con Eihaon's fuel and 
purchased power costs reflected in such 
rate schedule. 

Con Edison requests a waiver of 
notice requirements to lhal the rate 
schedule can be mode effective as of 
|uly 1,1985. 

Con Edison stales that copies of this 
filing have been served by mail upon 
Westchester and the Power Authority of 
the Stale of New York, from whom 
Westchester is purchasing the 
hydroelectric power and energy to be 
sold and distributed to Westchester’s 
customers. 


Comment dale: August 2.1985, in 
accordance with Standard Paragraph E 
at the end of (his notice. 

5. The Cleveland Electric Illuminating 
Company 

(Docket No. ERa5-82&-8nO| 

Take notice that on |uly 12,1985, the 
Cleveland Electric Illuminating 
Company (CEI) tendered for filing an 
executed ^rvice Agreement and 
Exhibits A and B thereto, providing for 
transmission by CEi of approximately 22 
MW of power from the 345 kv 
interconnection point on CEl's 
Ashlabula/Erie-West Line with 
Pennsylvania Electric Company to the 
City of Cleveland. Ohio (City) in 
accordance with the terms and 
conditions of CEl's FERC Transmission 
Service Tariff. 

CEI has requested waiver of the 
FERCs 60-day notice requirement in 
order to permit commencement of 
transmission service on July 1.1985. 

Comment date: August 2,1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

8, Indiana A Michigan Electric Company 
(Docket No. ER85-609-000) 

Take notice that on July 8,1985. 
American Electric Power Service 
Corporation (AEP) tendered for filing on 
behalf of its affiliate operating 
subsidiary Indiana and Michigan 
Electric Company (iAME), which is an 
AEP affiliated operating subsidiary, 
Modification No. 13 dated May 31.1985 
to the Agreement dated January 2,1977 
between lAME and the City of 
Richmond, Indiana (RPAL). The 
Commission has previously designated 
the 1977 Agreement as lAMH*s Rate 
Schedule FKRC No. 70. 

Section 1 and 2 of Modification No. 13 
provide for an imoeaae in transmission 
demand rale for Short Term Power 
when lANfE is the supplying party to 
$0.46 per kilowatt per week and to 
$0,092 per kilowatt per day. Sections 3 
and 4 increase the Limited Term Power 
an4l Transmission Service demand rates 
when lAME is the supplying party lo 
$2.00 per kilowatt per month. These 
proposed rates are the same as *hose 
which have been filed and accepted for 
filing by ihe Commission on behalf of 
IAME. In addition. Section S of this 
Modification revises the Billing and 
Payment provisions of the 1977 
Agreement lo become consistent with 
the provisions presently used by the 
AEP system and have been accepted for 
filing by the Commission. 

A^ requests an immediate effective 
dale, which will allow AEP to offer 
similar services at similar rates to 
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electric utility systems interconnected 
with AEP affiliated operating 
subsidiaries as established in previous 
AEP filings, and therefore requests 
waiver of this Commission's Notice 
requirements. 

Copies of this filing were served upon 
RP&U the Public Service Commission of 
Indiana and the Michigan Public Service 
Commission. 

Comment date: August 2,1985. in 
accordance with Standard Paragraph E 
at the end of this notice. 

7. Kansas Gas and Electric Company 

lOocket No. ERB4-13d-004| 

Take notice that on July 8.1985. 
Kansas Gas and Electric Company 
tendered for filing the original and five 
(5) copies of the refund report for 
Chanutc. Fredonia and lola, Kansas in 
accordance with the Commission's letter 
order dated June 5.1985. The refund 
amount reflects the settled rates for 
Serv ice Schedule A under Docket No. 
ER84-136-000. There is no refund due 
Fredonia and lola since they did not buy 
firm demand during the refund period. 

The refund amounts include interest 
from the date payment was received 
through |uly 5.1985 at the appropriate 
interest rate In accordance with 18 CFR 
35.19(a). 

Comment date: August 2,1985. in 
accordance with Standard Paragraph 11 
at the end of this notice. 

8. Sierra Pacific Power Company 

|l>ocket No. ER85^406-^| 

Take notice that on June 21.1985. 
Sierra Pacific Power Company. (Sierra) 
submitted for filing, in compliance with 
the Commission's suspension order of 
May 31.1985. six (6) copies of original 
sheet No. 4A to Original Volume No. 1 
which reflects the deletion of Sierra's 
proposed purchase power adjustment 
clause. 

Comment date: August 2.1985. in 
accordance with Standard Paragraph H 
at the end of this notice. 

9. Union Electric Company 
lOockcl No. ER85-Q18-OOOI 

Take notice that Union Electric 
Company, on July 11.1985. tendered for 
filing a (.etter Agreement dated May 31, 
1985. between City of Columbia. 
Missouri, and Union Electric Company. 

Union Electric states the purpose of 
the l.elter Agreement is to revise the 
rate formula for Transmission Service. 


Comment date: August 2.1985. in 
accordance with Standard Paragraph E 
at the end of this notice. 

10. Washington Water Power Company 

(Docket No. ER85-5»M)00| 

Take notice that on June 27.1985. 
Washington Water Power Company 
(WWP) tendered for filing a Firm 
Capacity and Fmergy Sales Agreement 
between WWP and Nevada Power 
Company. WWP states that this 
agreement provides for WWT to make 
capacity and energy sales to the Nevada 
Pow'er Company transacted from 
purchases made available to W^/VP by 
reason of its contract with Arizona 
Public Service Company (APS), 
Wholesale Power Agreement. Contract 
No. 3124-040.00. designated as APS 
FERC Rate Schedule No. 84. 

Comment date: August 2.1985. in 
accordance with Standard Paragraph E 
at the end of this notice. 

Standard Paragraphs 

E. Any person desiring to be heard or 
to protest said filing should file a motion 
to intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street NE.. Washington. 
D.C. 20426. in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211 
and 385.214). All such motions or 
protests should be filed on or before the 
comment date. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
Protestants parties to bhe proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing arc on file with the 
Commission and are available for public 
inspection. 

f {. Any person desiring to be heard or 
to protest this filing should file 
comments with the Federal Energy 
Regulatory Commission. 825 North 
Capitol Street NE.. Washington. D.C. 
20426. on or before the comment date. 
Comments will be considered by the 
Commission in determining the 
appropriate action to be taken. Copies of 
this filing are on file with the 
Commission and are available for public 
inspection. 

Kenni^th F. Plumb. 

Secretary. 

(FR Doc. BS-17789 Filed 7-25-85: 8:45 am| 
attUMO CODE 


I Docket Nos. ER65-S21-000 arxt ER$5-522- 
0001 

Kansas Gas & Electric Co.; Order 
Accepting for Filing and Suspending 
Rates, Noting Intervention, Ordering 
Summary Disposition, Granting 
Waivers, Establishing Hearing 
Procedures, and Consolidating 
Dockets 

Issued |uly 19.1985 

Before Commissioners; Raymond | 
O'Connor. Chairman: A. G. ^usa and 
Charles C. Stalon. 

On May 20.1985. Kansas Gas and 
Electric Company (KG&E) tendered for 
filing in Docket No. ER85-521-0(X): (1) 
Proposed modifications to fuel 
adjustment clauses applicable to service 
to 12 full requirements customers. * * 12 
partial requirements customers.’and 
Kansas Electric Power Cooperative. Inc. 
(KEPCO)*; and (2) a request for waiver 
of section 35.14 of the Commission's 
regulations (18 CFR 35.14) to permit the 
company to retain the fuel cost savings 
whi^ occur during the testing of new 
generating units. KG&E has also 
tendered for filing, in Docket No. ER85- 
522-000. a proposed agreement with 
KEPCO providing for the transmission of 
KEPCO’s share of test energy from the 
Wolf Creek Generating Station (Wolf 
Creek).^ The rate for transmission 
service is set at KGikEs incremental 
cost to provide transmission losses or 1 
mill/kWh of total energy delivered, 
whichever is greater.* KG8E requests 
waiver of the notice requirements to 
permit the transmission agreement and 
the proposed modifications to the fuel 
adjustment clauses to become effective 
on June 1,1985. when Wolf Creek is 
expected to begin testing. 

In seeking a waiver of i 35.14 of the 
Commission's regulations and proposing 
modification to Its fuel adjustment 
clause, KG8E requests that the fuel 
adjustment charges collected from the 
wholesale customers be determined as 
though energy provided by generating 
plants undergoing test operations were 
not available to KC8E for supply to such 
customers. The company represents that 


* Tbo Cltlf• of Acradin. Anna. Blue Motmd. 
faimofe. Fj^ie. Havim. In Harp*. Moriin. Moimi 
Hope, Mulbmy. Ocfofd and Savonbotg Kanini 

»Th« Cltiw of Augufta. Burtlngion. Chanute. 
CoffeyvUJt- Frrdonla. Girard, tola. MuKaoe, 
NVodrUia. Wdlinsfon and WmCiaW. KanMa. 
Misiouii Public Sarvlca Company 
*See Attachmwi! for rate achrdda 'i**)*^®*‘®JJ* 

• Wolf Cnrek it loinlly owned by KGSK, 

aod Knn%n% Cuv Pow^r A Ughi Compan> (KCWL| 

KCrAE and kCPibL aach own 4rK of Wdf Cfw* 
whik? KEPCO owfw tha remaining 87^ 
Mnctamenlal coal it defined at I"** 
eipenaea plot lOX. not to exceed 2 milii/kW 
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it ia presently constructing the Wolf 
Creek station, and that Wolf Creek is 
expected to begin an estimated three 
months of test operation scx)n. during 
which it will generate approximately S80 
million kWh of test energy. 

KG&E contends that since tlie output 
of Wolf Creek would become port of the 
energy supply to KG&E*s system, the 
output and fuel consumption of KG&E*8 
other generating units would be reduced 
substantially.*The company states that 
the savings due to test energy should not 
automatically flow through the fuel 
adjustmeol douses to wholesale 
customers because it will not begin to 
recover its investment in Wolf Creek 
through rates until commercial 
operation. KG&E seeks to modify its fuel 
adjustments dause procedures to value 
the test energy at an amount equal to 
the displacement cost of fuel. />., fuel 
costs related to the test energy if that 
test energy had not been available to 
serve customers* load. The displacement 
cost is. thus, the difference between 
actual costs and a reconstruction of 
costs without the lest power The 
company proposes to credit this amount 
to the investment cost of Wolf CreeL 
KCAE contends that this w 111 result In 
valuing test energy at Its •‘fair value’* as 
requir^ by the Uniform System of 
Accounts, Electric Plant Instructions. 
Section 3. Paragraph 18 (18 CFR Part 
101). The company states that the 
proposed modifications will affect all 
wholesale ^stomers entitled to firm 
power service on an equal basis except 
the Cities of Chanute. Fredonia and 
lola.’ KC8E states that it will maintain 
clear and detailed work papers from 
which the entire process can be verified 
by auditors. 

Notice of the company’s filings were 
published In the Federal Register.* with 
comments due on or before )une 10. 

1985. Kansas Municipal Untilitics 
(Cities) filed timely motions to intervene 
in both dockets. 

Cities request that KG^tE's filing in 
Docket No. £R8>-521-OOQ be suspended 
and that the company’s petition for 
waiver of J 35.14 of the Commission’s 
J^j^ations be denied. Cities state that 
L • petition for waiver of S 35.14 
should be denied on the grounds that the 
company failed to submit detailed cost 
support data to justify the proposed 
umendmenls to fuel clauses or to enable 
the Commission to determine that the 


credit to Wolf Creek rate base has. in 
fact been made. Cities allege that KC&E 
could, and should, have referred to rate 
base data filed in Docket No. ER85-461- 
000 (KG&E's current general rate 
increase under investigation) that 
presumably reflect the rate base credits 
at issue. Accordingly. Cities request that 
KG&E’s filing in Docket No. ER85-521- 
0t)0 be suspended and consolidated with 
Docket Nos. ERa5-522-000 and ER8S- 
461-000. 

In their motion to intervene in Docket 
No. ERB5-522-000. Cities request 
consolidation with Docket Nos. ER85- 
461-000 and BR85-521-000. They state 
that KG&E’s transmission of inexpensive 
lesl run nuclear energy under the terms 
of the proposed service schedule gives 
KEPCO a competitive advantage over 
Cities, but do not otherwise raise any 
specific issues regarding the filing. 

On June 25,1965. KGAE filed separate 
answers to Cities* motions to intervene 
in Docket Nos. ER85-521-000 and ER85- 
522-000. With respect to Docket No. 
ER85-521-000, KG&E agrees that no rate 
base offset has been reflected in its 
filing in Docket No. ER85-461-000 and 
that, if the Commission approves 
modifications to its fuel adjustment 
clauses, an adjustment to rate base will 
ultimately be required. KC&E contends, 
however, that the lack of a rale base 
adjustment at this time does not warrant 
denial of its request for waiver. KG&E 
opposes Cities, request for suspension: 
in the event that the Commission does 
suspend its filing, the company asks that 
the suspension be for a nominal period 
so that the rates become effective on 
June 1,1985.* In support. KG&E slates 
that, if the proposed modifications to the 
fuel adjustment clauses arc suspended 
for five months, it will extend beyond 
the testing period and result in an 
irretrievable loss of revenues. The 
company does not oppose the 
consolidation of Docket No. ER85-521- 
000 with Docket No. ER85-401-000 so 
long as consolidation does not delay the 
effective date. In Docket No. ER85-522- 
000. KG&E opposes Cities* Intervention 
and objects to consolidation of that 
docket with either FJl85^ei-000 or 
ERB5-521-000. stating that the 
transmission of KEPCO’s oivncrship 
share of test energy does not affect 
Cities. 

Discussion 


lh.l Ike reduction in Ike e 
Wolf Cfwk will be 
million on . luUl company 
do. to „^uJed fuel ,ni porchaw. power^i 

Service Sekeduto A 
cQolracia have lermlruilra. 
MFR23rS7|tgs5} 


Pursuant to Rule 214 of the 
Commission’s Rules of Practice and 
Procedure (18 CFR 385.214). the timely. 


•KCSE tUlet th4l Wolf Cre«k wm tyndironlzrd 
to the tnintmUiJon gHd on |une 13.1S85 and that 
therefore, the filing ihould ^ made effective al 
teaal hy that daile. 


unopposed motion to intcr%’cne in 
Docket No. ERB5-521-000 8er\T9 to 
make Cities a party to the proceeding. 
Notwithstanding the company’s 
opposition, wo find that good cause 
exists to grant their motion to intervene, 
given their interest as customers of 
KGAE. in Docket No. ER85-522-000. 

With respect to KC&E’s proposed 
treatment of lest energy in its fuel 
adjustment clauses, the Commission has 
previously accepted several similar 
applications by utilities, including one 
by KCP&L for its 47% share of test 
energy from Wolf Creek Tiled in Docket 
No. ER84-594-000. In Pennsylvania 
Power Plight Co., Opinion No. 170. 23 
FERC H 01,395. we granted the 
company’s request for waiver and 
approved its modiTications to its fuel 
adjustment clauses. In that case, we 
found that, absent waiver of the fuel 
clause regulations, the current 
ratepayers would receive the benefits of 
the test energy in the form of decreased 
fuel costs while the future ratepayers 
would incur all the cost associated with 
the test energy through higher rales 
which result from Inclusion of such cost 
in the CWIP accotuit and ultimately in 
rate base. Wc concluded that, by 
allowing waiver of the regulations and 
crediting the fair value of test energy to 
the plant account, the future ratepayers 
who ultimately bear the costs associated 
with the facility undergoing testing will 
receive benents through lower rates. 

The situation in this case is similar, 
although not identical, to that in 
Pennsylvania Power Plight Co. Here, 
KG&E’s wholesale customers have not 
been paying for the total carrying costs 
associated with Wolf Creek CWIP: thus, 
some retention of test energy savings by 
KG&E is appropriate. However, unlike 
Pennsylvania Power P light Co., 

KG&E’s present rates (Tiled in Docket 
No. ER83-628-000) be^me effective on 
February 29.1984. and include 
substantial amounts of CWIP 
investment in Wolf Creek (22.5% of test 
year balances). Thus. KC&E’s wholesale 
customers have been paying higher rates 
since February 29,1984, to compensate 
KG&E for part of its carrying costs on 
Wolf Creek, llierefore, we believe that 
the current customers should be given 
credit for some of the low-cost test 
energy that will be generated during the 
testing of Wolf Creek to reflect the 
portion of Wolf Creek carrying costs 
that have been recovered through rates. 
Accordingly, we shall grant waiver of 
the fuel clause regulations, accept 
KG&E’s proposed modifications to its 
fuel adjustment clauses for Tiling, and 
suspend them. 
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We Hgree with Cities that KG^E has 
failed to demonstrate that its firm rates 
have been designed to appropriately 
reflect the required reduction in Wolf 
Creek investment cost. KG&E’s filed 
increased rates, which are under 
investigation in Docket No. EK85-461- 
000. do not reflect the requisite 
rrrduction of investment cost by the 
additional revenues that will 
collected due to the modified fuel 
adjustment clauses. The rates submitted 
in Docket No, ER85-461-aM) were filed 
less than a month before the proposed 
lest energy clause, have an effective 
date tied to Wolf Crcek*s commercial 
operation date, and should therefore 
reflect a Wolf Creek investment net of 
retained test energy savings. 
Acr<irdingly, we shall order summary 
disposition with respect to this issue, 
llie precise level of the offset should be 
resolved at hearing and KG&E shall 
reflect the offset in the final compliance 
rates. 

Our review of the company’s filing in 
Docket No. F.R8S-521-Ot)0 and the 
pleadings Indicates that the rates have 
not been shown to be just and 
reasonable and may be unfusU 
unreasonable, unduly discriminatory or 
preferential, or otherwise unlawful. 
Accordingly, we shall accept the rates 
for filing, as modified by summary' 
disposition, and we shall suspend them 
as ordered below. 

In West Texas Utilities Co.. 18 FERC \ 
61.189 (1982). we explained that where 
our preliminary examination indicates 
that the proposed rates may be unjust 
and unreasonable, but may not be 
substantially excessive, as defined in 
W'eF/ Texas, we would generally impose 
a nominal suspension. Here, our 
examination suggests that the proposed 
rates filed in Docket No. ER8S-521-000 
may not yield substantially exces.six'e 
revenues. Further, since muximtim 
suspension would extend the 
effectiveness of the fuel adjustments 
beyond the testing stage and result in 
the company retaining none of the 
lienefits of test energy, we believe that a 
nominal suspension is opproprinte. We 
also believe, for this latter reason, that 
good enuse exists to grant waiver of the 
notice requirements. Accordingly, we 
shall accept KCaE*s submittal in Docket 
No, ER81-^21-000, as modified by 
summary disposition, and suspend it for 
one day. to become effective as of lune 
2. 1985. siiliject to refund. 

Based on our review of the company's 
proposed transmission agreement filed 
in Docket No FJ<81-521-000. we find 
that the proposed rates will not produce 
excessive revenues. The proposed 
transmission rate is on file in other 


KG&E rate schedul€^s. Further. Cities do 
not state what specific rebef they seek 
and simply request consolidation with 
KC&E*s ongoing rate case. While It is 
true that KEPCO will receive its 
ownership share of low cost test energy, 
and that such low cost test energy may 
give KEPCO a competitive advantage 
over Cities, this simply reflects the fact 
that KEPCO has assumed the cost and 
risk of constructing 6% of Wolf Creek. 
Under these circumstances, no 
reasonable grounds appear to warrant a 
hearing in this docket. Accordingly, we 
shall accept the transmission agreement 
for filing, without suspension or hearing, 
to become effective |une 1.1985. 

We find that common questions of 
law and fact may be presented in 
Docket Nos. ER85-521-000 and ER 85- 
461-000. As a result, we shall 
consolidate those dockets for purposes 
of hearing and decision. 

The Commission orders; 

(A) Summary disposition is hereby 
ordered with respect to the required 
reduction of Wolf Creek InvciImcnl cost 
by the additional revenues that will be 
collected due to the modified fuel 
adjustment clauses. KG8tE shall file 
revised fuel clauses reflecting the offset 
in the final compliance rates at the 
conclusion of this proceeding. 

(B) KG&E*8 request for waiver of 

§ 35.14 of the Commission's regulations 
is hereby granted 

(C) KGAE's request for waiver of the 
notice requirements is hereby granted 

(D) KG&E is hereby ordered to file 
within thirty (30) days of the date of 
issuance of tlds order or the end of the 
testing of W^olf Creek, whichever is 
later, the accounting entries made to 
effect Its treatment of lest power, 
including a detailed e.xplanation of the 
derivation of all figures. 

(E) KG&E*s proposed rales, as 
modified by summary dispositioa in 
Docket No. ER8S-521-000 are hereby 
accepted for filing and suspended for 
one day. to become effective June 2. 
1985. subiect to refund. 

fF) KCi^rs proposed transmission 
agreement in Docket No. ER85-522-000 
is hereby accepted for filing without 
siispeosian or hearing to become 
effective lune 1,1985. 

(G) Pursuant to the authority 
contained in and subject to the 
jurisdictinn conferred upon the Federal 
Energy Regulatory Commission by 
section 402(a) of the Department of 
Energy Organization Act and by the 
Fffderal Power Act, particularly sections 
205 and 206 thereof, and pursuant to the 
Rules of Practice and Procedure and the 
regulations uruier the Federal Power Act 
(18 CFR Chapter 1), a public hearing 


shall be held concerning the justness 
and reasonableness of KC&E's rates in 
Docket No. ER85-521-000. 

(H) Docket Nos. ERB5-521-000 and 
ER85-522-000 are hereby terminated. 
The evidentiary proceedings establisheil 
herein are designated as Docket No. 
ER85-521-001. 

(I) Docket No. ER85-521-001 is hereby 
consolidated with Docket No. ER8S-46i- 
001 for purposes of hearing and decision. 

0) The administrative law judge 
designated to preside in Docket No. 
ER85-461-001 shall determine 
procedures best suited to accommodate 
consolidation of Docket No. ER85-521- 
001 with the pending proceeding. 

(K) The Secretary' shall promptly 
publish this order in the Federal 
Register. 

By ths CommUaion. 

K«nnvtti F. Plumb. 

Secreiary. 

Attachment —Kansas Gas & Euectric 

Company Rate Schedule Designations 

Docket No. ER85 521-000 


<t) No 

iJtFPCNO 124 
m No 

UNFPCNO 114 
C3I Si 4 >OWoom No. 

00 fPCNo Ilf 
(4} Sup 0 rnof« No. 

WMo IJa 
(51 No 

UoFPCNO. 1ia 
(S) S>miiwiool No 
UoFPCNo 122 
(7) S(4)^4wno(M No 
lAtfPCNo 1t5i 
(S) Smppnmm No 
UO FPC No 128. 
(S) Ti<ic4tnioni Mo 
UOFPCNo IIS 
tIO) SuppNmtnC No 


IS 10 R MO ScM& 
17 10 Raio Sch9& 
1ft ID Rote SdhoO 

14 to ftoli 

12 to Roto ScfMO 
If to Roto Sam& 

15 to Roto Scfiod^ 

16 to Roto ScM* 
IS to Rtoo Stfiod- 
15 to Roto ScOod' 


Ototopmy 


C%o«tocaSo 

Oqrol Am 

ON olStot 
Mound 

QUr ofSmon 
Qiy MCimato 
OSyOlNoton 
Oty dUHtopo 
C%ci 

Oto of Moran 
HopO 

GRyMMMbary 

Oftyof 

S to toM u rg 

ONOlEnft 

OlyotOHtortt 

dry Of GdorO 

MtoOitoMto 

SOTMtoO 

Co»npito> 

iion«>Etoc7ic 

Pamm 

Ooep4ntf»«- 

Inc 

Olyof 


OrOfColtoyvm 


Cto^Mitoona 
DV of NaCKtoiftA 




lAo^No 123 

(11) SupptottitoS No IS to Roto 
uorPCNo lift 

(12) Supptomortf No It to Roto Scftod> 
uto FRC No 121 

(lai guH>t—oto No S to Roto Scftod' 
too FERC No 1M 

(t4) Suctotomaot No • to Roto ScfMcF 
toto FERC No I5f 

(19 S«dtotooioni No ft to Roto $cmd> 
toft FERC No ns 

(IS) Cictotowot No 10 to Rom Sefod- 
too FERC No 152 (SiMoraadM Sito' 
ptomaol No. S| 

(tfti Swoftmof No 21 to Roto ScM- 
too FERC No 1S1 


Mftl SitoOtotoOnc No 21 to Roto Seftad- 
toofPCNo 134 (SuotoWdoa Suppto- 
mafO No 9>. 

cm SitoOtomaoi No 14 to RMo ScfiaiF 
too FERC No Uft (Soparoadaa 
ptomont No. 5). 

(211 Supptotoont No 14 to Roto Senad- 
too FERC NO 154 

I27J Stototomva No 14 to Rolo Sc^od• 
too FERC No 153 

(23) Sopptofnam No if to Roto Scr^rl- 
too FERC No 15S CSttootoodaa 
pranM No 2) 

(24) Suctotomoro No U to Roto ScJtod* 
too FERC No 155 

(25) Supotoment No 7 to Ro* ScOid- 
wN FERC No 157 













Federal Register / Vol. 50. No. 144 / Friday. July 26. 1985 / Notices 30507 


Attachment.—Kansas Gas 

8 Electric 

Company Rate Schedule Designations— 

Continued 


P—iyiwtw 

os^ponir 

UN SuppNFvitfii No 1110 Nan $cM- 
uit nnc No. t4A 

Oy ol BoHInsioft 


Docket No. ERSS 522-000 


PoiignUon | 

Ooocilpooo 

Konnt Qm 4 Boclnc Com- 
Piny Ratio SchodUla PERC 
No 141 

Tom Emrgy TronMWiiton 
SoMco SctMdJo 


IFR Doc. 85-17794 Filed 7-25-85; 8:45 am] 
injJNQ cooi 


(Docii*! No. 8781-260-005) 

Mustang Fue) Coip. Application for 
Approval of Revised Rates for 
Transportation of Gas Pursuant to 
5 284.123(bK2) of the Commission's 
Regulations 

July 19,1985. 

Take notice that on May 1.1985, 
Mustang Fuel Corporation (Mustang), an 
Oklahoma intrastate pipeline company, 
filed In the above-captioned docket an 
application pursuant to Suhpart C of 
Part 284 of the Commission's regulations 
for approval of a revised rate for the 
transportation of natural gas on behalf 
of El Paso Natural Gas Company (El 
Paso) in Docket No. CP82-206. all as 
more fully set forth in the application 
which is on file with the Commission 
and open to public inspection. Mustang 
has proposed to charge El Paso 41.54 
cents per Mcf, effective May 1.1985. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or a protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street NE., Washington. 
DC 20426, In accordance with Rules 211 
^d 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211. 
3W.214). All such motions or protests 
should be filed on or before August 19, 
1985. I^otcsts will be considered by the 
Commission In determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
ine proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenoeih F. Mumb. 

Stfcrelary. 

IFR Doc. 85-17795 Fil«t 7-25-85; 8 *5 am) 
cooi snr-of-M 


(Docket Nos. TA8S-3-28-000.0011 

Panhandle Eastern Pipe Line Co.; 
Change In Tariff 

|uly 22.1965. 

Take notice that on July 17.1985 
Panhandle Eastern Pipe Line Company 
(Panhandle) tendered for filing the 
following revised sheets to its FERC Gas 
Tariff. Original Volume No. 1: 

Fifty Second Revised Sheet No. 3-A 
Twenty-Ninth Revised Sheet No. 5-B 
Thirteenth Revised Sheet No. 3^.1 
Thirteenth Revised Sheet No. 3-C.2 
Thirteenth Revised Sheet Na 3-C.3 

The proposed effective date of these 
revised tariff sheets is September 1, 

1985. 

Panhandle states that these revised 
tariff sheets reflect a net decrease in the 
commodity PGA rate adjustment of 
(20.7BC) per Dt. This adjustment 
includes: (1) In the projected purchased 
gas cost a (0.424) per Dt. decrease 
component; (2) a (9.274) per Dt. decrease 
in the surcharge to recover the current 
deferred account balance at May 31. 

1965 and related carrying charges; and 
(3) an (11.094) per Dt. decrease In the 
surcharge for the current period 
amortization of the deferred account 
balance at May 31,1983. pursuant to 
Docket No. TA83-2-28-000. 

In addition, the revised tariff sheets 
filed herewith reflect the termination, as 
of August 31.1985, of the mechanism 
whereby customers, under certain 
conditions, could receive a 144 per dt 
reduction in the gas cost portion of the 
applicable commodity volume charges 
for all volumes delivered during the June 
1 through August 31,1985 period, as 
approved by the Commission's order 
dated May 31.1985 in Docket Nos. 
TA85-2-28-000 and TA8S-2-28-001. The 
customers could elect to participate in 
the interim reduction by not nominating 
or participating in the 10% contractual 
entitlement option provided for in the 
Commission's omnibus SMP order of 
September 28.1984 in Docket No. CI83- 
20^-000, et qL In accordance with 
Ordering Paragraph (B)(5) of the 
Commission's Order dated May 31.1985 
In Docket No. TA85-2-28-000. ‘ 
Panhandle is reflecting the credit of the 
full current PGA recovery rate to 
Account No. 191 for all sales during the 
June 1,1985 through August 31,1985 
period in which the interim rate 
reduction was in effect. 

Panhandle has included in this filing 
projected gas purchase volumes from its 
suppliers for the six-month period 
commencing September 1.1985, as 
detailed in section 18.2. Schedule A. Ail 
projected gas costs for purchases from 
producer suppliers reflected in this PGA 


filing have been calculated utilizing the 
"historical cost" procedures consistent 
with the requirements of the 
Commission's PGA regulations- 

Panhandle further states that the 
revised tariff sheets filed herewith also 
reflect net decreases of ($.01) and (0.144) 
to Panhandle's Di and Da demand rates, 
respectively. 

Panhandle's previous PGA filing In 
Docket No. TA85-1-28-000 (March 1. 
1985 PGA) included a line-item 
adjustment which projected a reduction 
in the cost of gas associated with its 
ongoing negotiations with its producer- 
suppliers during that PGA period, with 
respect to those suppliers that became 
deregulated at January 1.1985. The 
Commission's Order issued February 28. 
1985 in Docket Nos. TA85-1-28-000 and 
TA85-1-28-001. accepted this 
adjustment, subject to Panhandle 
assuming the risk of any undercollection 
that might result and the burden of 
showing why it should be permitted to 
recover any such undercollection. 
Panhandle acknowledges that the 
undercollection at-risk condition 
imposed by (he Commission's February 
28,1985 Order remains in effect for the 
remainder of the Mardi PGA period, 
that is, through August 31.1985. 

Inasmuch as the instant filing includes 
only the first 3 months of that period 
(March-May) Panhandle is unable to 
determine at this time the full impact of 
its renegotiation efforts related to this 
projected cost of gas reduction. 
Panhandle’s next regularly scheduled 
PGA filing, to be effective March 1.1986 
will include the remaining 3 months of 
the March PGA period (June-August). 

Therefore, Panhandle will be able to 
demonstrate in its next PGA filing, the 
effect of its renegotiation efforts and 
meet the burden of responsibility it has 
with respect to undercollections that 
occurred, if any. during the six-month 
period, when it can review the deferred 
account activities for the entire March 
through August 1985 period. The 
Commission has recognized this PGA 
timing dichotomy in a recent PGA order, 
where it reserved dedsion on the 
appropriateness of these type costs until 
it can review the Account No. 191 
balances for (he entire six-month period. 

Trunkline Gas Company (Trunkline) is 
filing concurrently herewith revised 
rates in compliance with a letter order 
issued by (he Commission on July 9. 

1985 in Docket No. TA84-2-30-003 
(PGA84-a). With respect to the pricing 
of its purchases from Trunkline. 
Panhandle has. during this PGA period, 
utilized Trunkline's interim rates which 
are currently in effect as further 
described below, subject to the outcome 
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of Trunkline's Docket No. RI)83-4I3 et ai 
^ pruceediAg. and as adjusted for 
* compliance with the Commission's order 
(if luly 9.1985. 

On March 25.19B5 Trunkline filed 
revised tariff sheets to implement 
interim reduced rates which rates were 
approved by the Commission's letter 
order dated April 10,1985 in Docket No. 
RPft3-93-O06, subject to restoration of 
the amount of the reduction if the 
Stipulation and Agreement in Docket 
No. RP83-93 (Phase 1). e/ aL is 
disapproved or withdrawn. Accordingly, 
the reflection of Truck line's interim 
rales In the Instant Panhandle IKiA 
filing is dependent upon and 
coextensive with the duration of the 
inlerim Truckiino rate reduction, and the 
outcome of Truckline's Docket No. 
RP83-93 proceeding. 

Panhandle has also included in this 
filing u continuation of the three-year 
amortization of the deferred account 
balance at May 31,1983 os approved in 
Docket No. TA83-2-28‘4)00. Consistent 
with the Commission's Order dated 
August 31.1983, Opinion No. 223 dated 
June 1,1984. and Order on Rehearing 
dated july 25,1964. no carrying charges 
on the amortized deferred account have 
been included herein. On September 11. 
1984 Panhandle filed for court review of 
the Commission's Orders dated june 1, 
1984 (Opinion No. 223) and (uly 25,19H4 
Ihis filing is being made without 
prejudice to Panhandle's claims as 
stated in its request for court review 

In accordance with the Commission's 
Order dated Februarv 2a 1984 in Docket 
.No. TA84-1-28-002 (March 1,1984 PGA) 
Panhandle flowed-through during the 
twelve-month period ending Febimary 
28,1985. refund proviikd fur in Article 
V. Section 4 of the Stipulation and 
Agreement in Docket No. RP82-6a 
which related to the Tax Normalization 
and related issues in Docket No. RPTS- 
62 (Remand) and Ri^8t>-7a 

In Docket No, TA85-1-28-000. ct a!, 
(March 1.1965 PGA) Panhandle 
reflected the transfer of the estimated 
negative remaining balance at February 
28.1965 of approximately S4.4 milbon 
related to the tax normalization refund 
in Sul^Account 191.1006, to Sub- 
Account 191.1009. The Commission s 
Order datf^d February 26,1985 accepted 
Panhandle's proposal but (1) required 
Panhandle to adjust its refund sub¬ 
account to reflect actual sales during the 
last three months of the amortization 
|>eriod and (2) required Panhandle to 
assume the risk of any underrecovery of 
its gas cost associated with this 
proposal 

Panhandle submits that since tlie 
actual balance at February 28,1965 in 
Sub-Accoiml 191-1006 was less than it 


had estimated (negative $5.4 million as 
compared to the estimated negative S4.4 
million) that no imdercollection 
occurred, due to the fact that the actual 
sales for the December 1964 Ihrougli 
February 1985 were lower than the 
projected sales volumes. In accordance 
with the Commission's Order dated 
February 28.1985, Panhandle has 
reflected in the instant filing the transfer 
of the actual negative remaining balance 
of approximately $5.4 million in Sub- 
Account 191.1006 to Sub-Account 
191.1009. Likewise, the actual associated 
carr>’ing charge balance has been 
transferred to the appropriate ctirronl 
sub-account. 

Additionally, the revised tariff sheets 
filed herewith reflect Projected 
Incremental Pricing Surcharges in 
accordance with section 21 of the 
General Terms arKl Conditions of 
Panhandle's tariff. 

In accordance with section 18 of the 
General Terms and Conditions of its 
tariff. Panhandle has estinmted sales 
volumes for the six-month period. 
Septcmi>er 1.1985 through February 28. 
1988. A tabulaflon of these estimated 
sales volumes for the six-month period 
beginning September 1.1985 is 
submitted herewith in section 18.2. 

Panhandle's Schedule A included 
herein reflects costs under the 
Commission's Order Na 94-A for gas to 
be acquired by Panhandle during the 
six-month period commencing 
September 1.1985. Panhandle w'ili 
supply to the Commission within thirty 
days hereof, under separate cover, 
additional workpapers containing the 
infonnation required under section 
271.1104(f) of the Commission's 
Regulations for production-related costs 
reflected in this filing 

To the extent required, if any. 
Panhandle requests that the Commission 
grant such waivers as may be necessary 
for the acceptance of the tariff sheets 
submitted herewith to become effective 
September I. 1965. 

Copies of this letter and enclosures 
are being served on all jurisdictional 
customers and applicable state 
regulatory agencies. 

Any person desiring to be heard or to 
protest said filing shc^ file a motion to 
interv ene or protest with the Federal 
F,nerg>' ReguLutoiy Commission, 825 
North Capitol Street, NE., Washington, 
DC.. 2042a in accordance with Rules 211 
and 214 of the Commission s Rules of 
Practice and Procedure (18 CFR 385.211 
and 385.2141. All such motions or 
protests should be filed on or before 
Augi^t 1,19B5. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serv'e to make 


Protestants parties to the proceeding 
Any person wishing to became a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commissum and are available for publu 
inspection. 

Kenneth F. Plumb, 

SpcTPtary, 

|FR Doc. 05-17796 Filed 7-25-8S; 845 am] 
8IUJN0 COOC §717-01-11 


(Doctcet Nos. ST80-7-002. et all 

Southwestern Gas Pipeline, Inc., et at.; 
Extension Reports 

luly 19. 1985 

llie companies listed below have filed 
extension reports pursuant to section 
311 of the Natural Gas Policy Act 1978 
(NGPA) and Part 284 of the 
CammissioJi's regulaflons giving noflee 
of their intention to continue 
transportation and sales of natural gas 
for an additional term of up to 2 years. 
These transactions commenced on a 
self-implementing basis without case- 
by-case Commission authorization. The 
sales may continue for an additional 
term if the Commission does not act to 
disapprove or modify the proposed 
cxlensicxi during the 90 days preceding 
the cfhfclive date of requested 
extension. 

The table below lists the name and 
addresses of each company selling or 
transporting pursuant to Part 284: the 
party receiving the gas; the date that the 
extension report was filed; and the 
effective date of the extension. A letter 
"B" in the Part 284 column indicates a 
transportation by an interstate pipeline 
which is extendi under S 284.165. A 
letter “C" indicates transportution by an 
intrastate pipeline extended under 
§ 284.125. A "D•• indicates a sale by an 
intrastate pipeline extended under 
S 284.148. A "G" indicates a 
transportation by an Interstate plpelint? 
pursunnt to i 284.221 which is extended 
under S 284.105. The following symbols 
arc used for transactions pursuant to a 
blanket certificate issued under Section 
284.222 of the Commission's Regulaiion.s 
a "GIHT)". "GIHS)" or "ClIIA)", 
respectively, indicates transportation, 
sale or assignments by a HInshaw 
pipeline; a "GILT)" indicates 
transportation by a local distribution 
company, and a "G(LS)** indicates sales 
Of assignments by a local distribution 
compuny. 

Any person desiring to be heard or to 
make any protests with reference to soio 
extension report should on or before 
August 19.1985. file with the Federal 
Energy Regulatory Commission, 
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VVashingtoru D.C. 20426. o motion to 
Kilervene or a protest in accordance 
with the requiromentB of the 
(}ummission*8 Rules of Practice and 
tVocedurc (18 CFR 385.211 or 385.214). 
All protests filed with the Commission 


will be considered by it In determining 
the associate action to be taken but will 
not serve to make the prolestants party 
to a proceeding. Any person wishing to 
liecome a party to a proceeding or to 
partidpate as a party in any hearing 


therein must file a motion to interxene in 
accordance with the Commission's 
Rules. 

Ksnneth F. Plumb. 

Seerwhtry. 
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IDockol Ho. ER8S-534-000. •! al.| 


Southwestern Electric Power Co.; 
Order Accepting for FHlng ar>d 
Suspending Rates, Denying Waiver, 
Ordering Summary Disposition, 
EstabUaMng Hearing Procedures, and 
Consolidating Dockets 


Itsued: July 22 , 1885 . 

IVrfure CommissioDcTs: Raymoud J. 

O Cof^, Chftirnun; A. G. Sum ■nd Cluirle* 
O. Staton. 


On May 23.1965. Southern Power 
^pany (SWEfCOj submitted for 
nUng a proposed rate increase for firm 
power service to the City of Bentonvill 
Arkansas (BenlonviUe).^ SWKPCO 
provides service to Bentonvillc pursuai 
to a firm power agreement which 
provkfes for a formulary rale. Beginnin 
wth the in-service date of SWEPCO's 
irkey Unit No, 1, the firm power 
agreement provides for an annual true* 
prior year's rate 
induding 

SVVFTCO's actual earned return, llic 
rate developed under the irue-up will 
alw beemne the interim mle to be 

true-up. Based o 
SVVLPCO s 1964 data. SWEPCO 
proposes to increase the common equil 
com^nent from 15.7% to 18.75%. This 
'^ould increase revenues by about 


|»p rmeni Na 9 lo Rale Schedule KKRC No. i 


Si:i6.000. llte firm power agreement 
provides that the revised rales will 
become effective on the first day of the 
month following the commercial 
operation date of S^TIPCO’s Pirkey 
Unit No. 1. SWEPCO states that Pirkey 
Unit No, 1 was placed in commerciul 
operation on {anuary 3.1985. and. 
therefore. SWEPCO requests waiver of 
the notice requirements to permit an 
effective date of February 1.1985. 

Notice of the filing was published in 
the Federal Register • with comments, 
protests, or motions to intervene due on 
or before June 25.1985, No comments 
were filed. 

Discussion 

In Southwestern Electric Power Co.. 
Docket No. ER85-408-000. 31 FERC 
\ 61.389 (1985) and A’ieiv England Power 
Co.. Docket No. ER85-475-000 et oL 31 
HIRC \ 61,376 (1985), we announced 
lhal, in the future, we would reject all 
filings which contain an automatic 
formula rate for return on common 
equity. Because SWEPCO's filing in this 
docket predates our orders in Docket 
Nos, ERa5-468-000 and ER85-4745-O0a. 
we shall not reject SWEPCO’s submittal 
in its entirety. However, we shall reject 
SWEPCO's return formula In this docket 
and accept for filing a rate which * 
incorporates a fixed return on common 
equity of 18,75%, the current result of the 
formula. SWEPCXD shall file an 
appropriate rate schedule within 30 
days. 


* so tit 2408011985). 


Our re%iew of SWEPCO’s submittal 
indicates that the rates have not been 
shown to be just and reasonable and 
may be unjust, unreasonable, unduly 
discriminatory or preferential, or 
otherwise unlawful. Accordingly, we 
shall accept the rales for filing and, 
suspend them as ordered below. 

In West Texas Utilities Company, 18 
FERC 1 61.189 (1982). we explained that 
where our preliminary^ review indicates 
that proposed rates may be unjust and 
unreasonable and may yield 
substantially excessive revenues, as 
described in West Texas, we would 
generally impose a maximum 
suspension. Here, our preliminary 
review suggests lhal the rates in this 
docket may yield subslantiully 
excessive revenues. We shall therefore 
suspend SWEPCO's rates, os modified, 
for five months. 

SWEPCO requests waiver of the 
notice requirements to permit an 
effective date of February 1,1985. In 
support of the requested waiver. 
SWEPCO stales lhal it tendered the 
filing as soon as practicable and that the 
customer supports the proposed waiver. 
SW^EPCO knew at least by fanuary 3, 
1965 (the day the Piricey* Unit No. 1 
became operational), that the agreement 
provided for a revised equity return; 
however. SWEPCO did not tender its 
filing until May 23.1985. Consistent with 
the Commission's action in Docket Nos. 
RR85-424-000 and ER8S-425-000 » w^ 


■ Jl FFRC181 286 (1965). 
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do not find that SWEPCO has 
domonstmted good cause for waiver 
and. therefore, we shall deny the 
company's request. Accordingly, we 
shall suspend SWEPCO's rates, as 
modified by summary disposition, for 
five months from sixty days after filing 
to become effective on December 23, 
1985, subject to refund. 

We find that common questions of 
law and fact may be presented in 
Docket Nos. ER85-i24-OOt. ER85-425- 
001. ER85-488-001. and ER85-534-000. 
As a result, we shall consolidate this 
docket with Docket Nos. ER85-424-O01, 
et uL for purposes of hearing and 
decision. 

The Commission orders: 

(A) Summary disposition is hereby 
ordered, as noted in the body of this 
order, with respect to SWEPCO's 
proposed equity adjustment mechanism. 
SWFJ’CO is hereby ordered to file, 
within thirty (30) days of the date of this 
order, a revised rate schedule which 
establishes a fixed return on common 
equity of 18.75%. 

|B) SWEPCO's request for waiver of 
the notice requirements is hereby 
denifMl. 

(C) SWEPCO's propiised rates, as 
modified by summary disposition, are 
hereby suspended for five months from 
sixty days after filing to become 
effective on December 23,1985, subject 
to refund. 

(D) Pursuant to the authority 
contained in and subject to the 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
section 402(a) of the Department of 
Energy Organizotion Act and by Federal 
Power Act, particularly sections 205 and 
206 thereof, and pursuant to the 
Commission's Rules of Practice and 
Procedure and the regulations under the 
Federal Power Act (18 CFR, Chapter I), a 
public hearing shall be held concerning 
the justness and reasonableness of 
SWEPCO's rates. 

(E) Subdocket -000 in Docket No. 
FR6.5-.534-000 is hereby terminated, and 
Dcxrket No. ER85-534-001 is assigned to 
the evidentiary hearing ordered herein. 

(F) Docket Nos. ER85-424-001, ER85- 
425-001, ER85-408-001. and FJ185-534- 
001 are hereby consolidated for 
purposes of hearing and decision. 

(C) The presiding admlnistratve law 
judge designated to preside in Docket 
Nos. ER85-424-001, et oi shall 
determine procedures best suited to 
accommodate consolidation of this 
docket w ith the pending proceeding. 

|H) The Secretary shall promptly 
publish this order in the Federal 
Register. 


By the Commission. 

Keimeth F. Ptumb, 

Secretary. 

(FR Doc 85-17797 Filed 7-25-85: 8*45 am] 
BttJjNQ cooc trir-oi-si 


I Docket No. QP85-30-OOOI 

State of West Virginia, Department of 
Mines, Oil and Gas Division, Section 
108 Determination Consolidated Gas 
Transmission Corp., W. W. McDonald 
Und Co. No. 11212 Well, FERC JD No. 
84-24582; Petition To Reopen and 
Vacate Final Well Category 
Determination and Request To 
Withdraw 

|uly 2Z 1985. 

Take notice that on .May 18.1985. 
Consolidated Gas Transmission 
Corporation (Consolidated) filed with 
the Commission pursuant to S 275.205 of 
the Commission's regulations a petition 
to reopen and vacate a final well 
category determination under section 
106 of the Natural Gas Policy Act of 1978 
for the W. W. McDonald Land Co. No. 
11212 well, located in Mingo County, 
West Virginia, and to withdraw its 
request for the determination. Notice of 
West Virginia's section 108 
determination was received on March 
14,1984, and became final on April 2a 
1984, 45 days following notification, 
pursuant to section 275.202(a) of the 
Commission's regulations. Consolidated 
states that based on production records, 
no basis exists for the section 106 
determination. 

The question of whether refunds, plus 
interest calculated under $ 154.102(c) of 
the regulations, will be required is a 
matter which will be considered by the 
Commission in ruling on the subject 
petition. 

Any person desiring to be heard or to 
protest this petition should file a motion 
to intervene or protest in accordance 
with Rules 214 or 211 of the 
Commission's rules of practice and 
procedure. All motions to intervene or 
protests should be submitted to the 
Federal Energy Regulatory Commission. 
825 North Capitol Street, NE., 
Washington, D.C 20426, not later than 
30 days following publication of the 
notice in the Federal Register. All 
protests will be considered by the 
Commission but will not serve to make 
protestants parlies to the proceeding. 

Any person wishing to become a party 
must file a motion to intervene in 
accordance with Rule 214. Copies of this 


petition are on file with the Commission 
and are available for public inspection. 
Kenneth F. Ptumb. 

Secretary, 

|FR Doc. 85-17798 Fded 7-2S-6S: 8:45 afn| 
mixma coot s7i7-ot.«i 


(Docket No. ST85-1106-000] 

THC Pipeline Co.; Petition tor Approval 
of Fair and Equitable Rate 

July 19.1985. 

Take notice that on June 10,1985, THC 
Pipeline Company (THC). a Hinshaw 
pipeline subject to the jurisdiction of the 
Railroad Commission of Texas, filed In 
Docket No. ST85-1106-000 a petition 
pursuant to Subparl C of Port 284 of the 
Commission's regulations. The petition 
requests approval of a fair and equitable 
rale of 13.29 cents per Mcf or 12.9 cents 
per MMBtu for service under a blanket 
certificate issued in Docket No. CPS5- 
107-000 for the transportation of natural 
gas through its system, all as more fully 
set forth in the petition on file with the 
Commission and open to public 
inspection. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or a protest with the Federal 
Energy .Regulatory Commission, 825 
North Capitol Street. NE, Washington. 
D.C 20420, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211, 
385.214). All such motions or protests 
should be filed on or before August 19. 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a parly must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Ptumb, 

Secrefa/y\ 

[FR Doc. 85-17800 Filed 7-25-65: 845 aro| 
BILUNO cooc §717-41-M 


I Docket No. RP85-141-0021 

Texas Gas Transmission Corp.; Tariff 
Filing 

july 19.1985 

Take notice that on July 15,1985, 
Texas Gas Transmission Corporation 
(Texas Cas) tendered for filing 
Substitute Tariff Sheets to Its FFilC Gas 
Tariff. Original Volume Nos. 1 
become effective on November 1» 1965. 

The tariff sheets are being submitted 
under protest, with supporting work 
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papers, as ordered by the Commission's 
“Order Accepting for Filing and 
Suspending Proposed Tariff Sheets 
Subject to Refund and Conditions. 
Rejecting IVoposed Tariff Sheets and 
Cranting Late lnter\'ention8,'* 31 FERC 
Para. 61,23a That Order directed Texas 
Gas to file revised tariff sheets in 
compliance with the Commission's 
intf rpretation of the North Penn 
methodology concerning Its claimed 
working capital allowance fur current 
gas in storage. 

Copies of the filing were served upon 
the intervenors. juri^ictional customers 
and interested state commissions. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or a protest with the Federal 
Finely Regulatory Commission, 825 
iVorth Capitol Street. NE^ Washington. 
D.C 2042^ in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211. 
385.214). All such motions or protests 
should be filed on or before |iily 26. 

1885. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not ser>^e to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on fde 
with the Commission and are ovailiible 
tor public inspection. 

Krnnetb F. Plumb. 

Sri notary, 

IFR DcMi e5-17a0l Filed 7-25-65; 8:45 ami 
BfCUMO COOS •717-01-4I 


lOocktl No. CP7JM11-005I 

Transcootlnenlal Gas Plpa Une Coip; 
Petition To Anr>ef>d 

iu!) 18.1MS5. 

Take notice that on |uly 10,1985. 
Transcontinental Gas Pipe line 
Corporation (Petitioner). P.O. Box 1396. 
Housiom Texas. 77251. filed in Docket 
No. CP79-411-005 a petition to amend 
further the order issued December 3. 
1879. in Docket No. CP79-411, pursuant 
to section 7(c) of the Natural Gas Ad. so 
as to authorise an additional point c»f 
delivery for natural gas transported for 
the account of Northern Natural Gas 
pirnpany. a Division of InterNurth. Inc. 
INorthem). all as more fully set forth in 
the petition to amend which is on file 
with the Commission and open to public 
Inspection. 

IVtitioner sUtes that in Docket No. 
CI79-411 It was authorized to transport 
up to 150.000 Mcf of natural gas per day 
for the account of Northern. Petitioner 
further states it receives this gas at the 
iriterconncdion of its Southwest 


Ix)uisiana Gathering System and the 
tailgate of the separation plant of U-T 
Offshore System (UTOS) in Johnson's 
Bayou, Cameron Parish. Louisiana. 
Petitioner states that it then delivers 
equivalent quantities of natural gas for 
the account of Northern at one or more 
of the following: (1) The interconnection 
between the faclUlies of Petitioner and 
Northern at Northern's Starks 
Compressor Station located in Calcasieu 
Parish. Louisiana: (2) the 
interconnection between Petitioner and 
Florida Gas Transmission Company 
near Vinton. Calcasieu Parish. 

Louisiana: (3) the interconnection 
between Petitioner and Houston Pipe 
Line Company (HPL) at Katy. Waller 
County. Texas; (4) the interconnection 
between Petitioner and HPL at Fulshear. 
Fort Bend County. Texas: and (5) the 
interconnection between Petitioner and 
HPL at Bammel, Harris County. Texas. 
Petitioner states that this gas is 
purchased by Northern from eleven 
blacks located offshore Texas and 
Louisiana. Petitioner states further that 
this gas is transported to Hl'OS by High 
Island Offshore System. 

Petitioner states that the proposed 
amendment will add a further deliver)' 
point at the interconnection between 
Petitioner and Louisiana Resources 
Company in Johnson's Bayou. Cameron 
Parish. Louisiana. Petitioner proposes to 
perform this transportation service 
under the terms and coditions of its Rate 
Schedule X-219. 

Any person desiring to be hoard or to 
make any protest with reference to said 
petition to amend should on or before 
July 29,1965, file with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street. NE.. Washington. 
DC 20426, a motion to intervene or 
protest, in accordance with the 
requirements of Rule 214 or Rule 211, 
respectively, of the Commission's Rules 
of ^dctice and Procedure (18 CFR 
385.214 or 385.211) and the Commission's 
Regulations under the Natural Gas Act 
(18 CFR 157.10). All protests filed with 
the Commission will be considered by it 
in determining the appropriate action to 
be taken, but will not serve to make the 
pruleslants parlies to the proceeding. 
Any person wishing to become a party 
to the proceeding or to participate as a 
party in any hearing therein must file a 
motion to intervene in accordance with 
the Commission's Rules. 

Kenneth F. Plumb. 

Semtary^ 

|FR Doc 85-17790 Filed 7-25^ 8^45 am) 
SILUNG COOC trO-OMI 


I Docket No. TA8S-4-29-000.0011 

Transcontinental Gas Pipe Line Corp4 
Tariff Filing 

|uly 22.1965 

Take notice that Transcontinimtal Gas 
Pipe Line Corporatipn (Transco) on July 
17.1985. tendered for filing certain 
revised tariff sheets to its FERC Gas 
Tariff. Second Revised Volume No. 1 
and Original Volume No. 2. The sheets 
are proposed to become effective on 
September 1,1965 and were filed in 
accordance with Article X of Transco's 
"Settlement Agreement As To Rates" 
approved by Commission order dated 
July 25.1984 in Docket Na RP&3-137. 

The revised tariff sheets reflect a 
"tracking" rate reduction of 0.34 per dt 
in the commodity rate or delivery charge 
of Transco's sales and long haul 
transportation rate schedules. 

Article X of the settlement agreement 
provides for udlustments to Transco's 
furisdictional rates to give effect to 
inclusion in rate base of any decreases 
in the amount of Transco's outstanding 
advance payments after March 31.1984. 
The rate reduction proposed is 
occasionod by a deo^ase of $12,381,587 
in the advance payment balance of 
Transco from that which existed at 
December 31.1984. 

Transco further states that copies of 
the instant filing have been mailed to 
each of its customers, and State 
Commissions and other parties to 
Docket No. RP83-137, 

Any person desiring to be heard or to 
protest sajd filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street. NE.. Washington. 
D.C. 20420, in accordance with Rule 211 
and Rule 214 of the Commission's Rules 
of Practice and Procedures (18 CFR 
385.211 and 385.214). All such motions or 
protests should be filed on or before 
August 1,1985. Protests will be 
considered by the Commission in 
determining the appropriate action to he 
taken, but will not serv'e to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary, 

(FR Doc. 85-17602 Filed 7-25-65; IMS nmj 
BiuniQ COOC crir-oi-M 
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(Docket No. GTSS-19-000] 

Transcontinental Gas Pipe Line Corp.; 
Proposed Changes in FERC Gas Tariff 

|a]y 19.19B5. 

Take notice that on July 15.1965. 
Transcontinental Gas Pipe Line 
Corporation (Transco) tendered for 
filing certain tariff sheets to its FERC 
Gas Tariff, Second Revised Volume No. 
1 and Original Volume No. 2. The tariff 
sheets are proposed to be effective 
August 15.19M with the exception of 
First Revised Sheet No. 233A which it 
proposed to be effective November 1. 
1979. 

Transco states that these tariff sheets 
arc being filed in order to update 
Transco's tariffs by revising the Title 
Page (designating a new person to 
whom correspondence in regard to the 
tariff should be directed). Table of 
Contents. Preliminary Statement. 

System Maps. Index of Purchasers, etc. 
Tlie cover pages of Rate Schedules X- 
213 and X-225 have been filed to change 
the name of Carolina Pipeline Company. 
Inc. to South Carolina Pipeline 
Company, Inc. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or a protest with the Fdcral 
Energy Regulatory* Commission. 825 
North Capitol Street NE.. Washington. 
D.C. 20426. in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211. 
385214). All such motions or protests 
should be filed on or before July 28. 

1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb. 

Secretory. 

(HI Doc. BS-17803 Filed 7-25-85; &45 am| 
BtUlMQ COOC S717-0181 


I Docket No. TAe4-2-30>009| 

Trunkline Gas Co.; Change In Tariff 
July 22.1985. 

Take notice that on July 17.1085 
Trunkline Gas Company (Trunkline) 
tendered for filing the following revised 
sheets to its FERC Gas Tariff. Original 
Volume No. 1: 

Descripdon and Proposed Effective Date 

Second Substitute Forty-Sixth Revised 
Sheet No, 3-A—September 1,1984 


First Substitute Forty-Seventh Revised 

Sheet No. 3-A—March 1,1985 

These revised tariff sheets are being 
filed at this time in compliance with a 
letter order issued by the Commission 
on July 9.1985. In Docket No. TA84-2- 
30-003 (PGA84-a). In the July 9.1985 
order the Commission directed 
Trunkline to recompute its Deferred 
Purchased Gas Account (Account No. 
191). eliminating an adjustment of 
$5,638,222 related to an exchange 
imbalance, and related carrying charges 
which occurred at the time Trunkline 
changed the basis of Its PGA tariff from 
a unit of purchase to a unit of sales 
method. 

The revised tariff sheets submitted 
herewith reflect this adjustment to 
Account No. 191, and related carrying 
charges, and are proposed to be 
effective September 1,1984 and March 1. 
1985. as further described below. 

September h 1964 

The September 1.1984 revised tariff 
sheet reflects a reduced PGA rate 
adjustment of (1.66$) per Dt. in 
Trunkline*8 applicable commodity and 
one-part rates. 

This proposed rate reduction 
represents a downward revision of the 
PGA rate adjustment which became 
effective September 1,1984 in Docket 
No. TA84-2-30-000, et ai, and is being 
filed at this time in compliance with the 
Commission’s letter order dated July 9. 
1985. 

The instant filing reflecting these 
revisions results in: (1) A (1.95$) per Dt. 
decrease In the surcharge to recover the 
current Deferred Account Balance at 
May 31.1984 and (2) a (0.01$) per Dt. 
decrease in the related carrying charges. 

This change in Trunkline’s September 
1.1984 rates also impacts the 
subsequent change in rotes at March 1, 
1985. as described below. 

March 1. 1965 

On March 25.1985 Trunkline filed 
revised tariff sheets to implement 
interim reduced rates which were 
approved by the Commission’s letter 
order dated April 10.1985 in Docket No. 
RP83-93-00e. subject to restoration of 
the amount of the reduction if the 
Stipulation and Agreement in Docket 
No. RP83-93 (Phase 1). et ai is 
disapproved or withdrawn. Accordingly, 
the March 1.1985 revised tariff sheet 
transmitted herewith is likewise 
dependent upon and coextensive with, 
the duration of the interim Trunkline 
rate reduction and the outcome of 
Trunkline’s Docket No. RP83-93 
proceeding. 

The March 1.1985 revised tariff sheet 
reflects Trunkline’s interim settlement 


rates, adjusted to reflect the (1.96<) per 
Dt. reduced PGA rate adjustment 
described above in connection with 
Trunkline’s September 1.1984 PGA. 

Copies of this filing were served on all 
jurisdictional customers and applicable 
state regulatory agencies. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street. NE., Washington. 
D.C. 20428. in accordance with Rules 211 
and 214 of the Commission’s Rules of 
Practice and Procedure (18 CFR 385.211 
and 385.214). All such motions or 
prote.sts should be filed on or before July 
31.1985. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken, but will 
not serve to moke protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and arc available 
for public inspection. 

Kenneth F. Plumb. 

Secretory. 

[FR Doc. 85-17804 Filed 7-25-85; 8:45 am) 
sttuNQ cooc srir-et-M 


Western Area Power Administration 

Parties Ihdicating Interest In Spring 
Canyon Pumped Storage Project 
Arizona; Non-Federal Participation in 
Proposed Planning Investigation 

agency: Western Area Power 
Administration. DOE. 

action: Notice of Parties Indicating 
Intent to Participate in Spring Canyon 
Pumped Storage Project Arizona. 
Planning Investigation; Deadline for 
Letter s of Intent. __ 

summary: In accordance with the March 
29.1985. Federal Register notice (50 FR 
12622-12823). the Bureau of Reclamation 
(Bureau) and Western Area Power 
Administration (Western) held a public 
information forum to explain the Spring 
Canyon Pumped Storage Project and the 
public access on April 23,1985. at the 
Showboat Hotel. Las Vegas, Nevada 
During the public information forum. 
Western explaincKi that the public 
process was to seek to identify 
additional participants and to identify 
future needs for peaking power 
development in the Lower Colorado 
River Basin. The Bureau explained the 
planning investigation process and 
technical details of the proposed project 
including the estimated costs. At the 
April 23 forum, any additional interested 
parties were asked to submit their 
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letters of intent to participate. Listed 
below are all entities that have at this 
lime expressed an intent to participate 
in this project. The planning cost fur 
non*Federal participants is estimated to 
be $1,500 per megawatt (MW) of 
specified capacity. A Firm estimate of 
the project planning cost will be 
developed prior to execution of the 
planning agreement. Non-Federal 
entities are expected to fund at least 50 
percent of the project planning cost. 
Each entity will bear a share of such 
cost in proportion to the amount of 
capacity specified in its letter of intent. 
The United States* funding goal is 50 
percent of the project planning costs 
which includes the specified amount of 
capacity for the United States and 
United States consideration, not yet 
determined, for the use of Federal 
property. 






•nouni 

ol 

capac* 



A«tior>i Dtcllc COQPMM—.._ 

Aitnmt Pubkc SarWM CompMv_ 

ernmn iMbm _ 

Cdwi. Qtr of.,...-._ _ 

fhm Cnmmmvii of NV._ 

•mpooil im^iiiem Dmrt.... 

U» AngMM Oapwtmwxi ol w«i« m Poww_ 

PiMor Con^ptrvy_ 

^^SoivlooCorripviyotNMvMwo_ 

Oty ol .. .. .. _ ^ 

SiftfWirFVo^_. 

8«* (Xogo Qm A OKIhc Comn^ 1_ 

S»4hof» CaUofnm Edaon Cowipony . 

Ti«oo El«»ic Po«w Cofvpony_ 

'VenofvMohoaA imgMoo and DrmQt OMci. __ 


20 

too 

20 

S 

15 

25 

ISO 

2S0 

too 

SO 

200 

200 

250 

200 

5 


Tow (mdudng US).. 


1.070 


• Undid SWIM ipacAod amount of oopacily ii SOO I 


Utters of interest were also received 
from Electrical District Number One, 
Electrical District Number Three, and 
Pacific Gas and Electric Company with 
no specific levels of participation 
iiidicated: therefore, they have not been 
listed among entitles intending to 
participate. 

OAT6S: Any addiUonal Icltere of intern 
to participate must be submitted to the 
address listed below within 30 days of 
the publication date of this notice. This 
will be the final opportunity to 
participate and failure to Tiic the 
requested letters of intent will preclude 
participation, 

ADDRESS: Any additional letters of 
Wont to participate should be sent to: 
Mr. Thomas A Mine. Area Manager. 
Raider City Area OfTice. Western Area 
l^wer Administration, P.O. Box 200. 
Boulder City, NV 89005. (702) 293-8800. 


Issued at Golden. Colorado. |uly IB. 1965. 

WillUm H. Clagetl. 

Administrator. 

|FR Doc. 85-17756 Filed 7-2S-65: M5 am] 
On^UMO COOC 


ENVIRONMENTAL PROTECTION 
AGENCY 

|OPTS-5157a; TSH-FRL 2860-61 

Certain Chemicals Premanufacture 
Notices 

Correction 

In FR Doc. 85-16143. beginning on 
page 27845. in the issue of Monday. |uly 
8.1985. make the folllowing correction: 

On page 27846. second column, under 
the heading P8S-1119, seventh line, 
*300,000** should read *‘3a000**. 

•ItUNQ COOC 1S0A-C1-M 


lOPP-66120; FRL-2861-3] 

Certain Pesticide Products; Intent To 
Cancel Registrations 

Correction 

In FR Doc, 85-16249, appearing on 
page 28121. in the issue of Wednesday. 
July 10,1985, make the following 
correction: 

In the tabic in the middle of the page, 
the entry with Registration No. 655-338, 
in the Product name column. **Prenton 
Sulfoxide'* should read “Prenton 
Sulfoxide Technical**. 

MLUNQ CODE ISO5-0t-« 


IOPP-30229A; FRL-2852-71 

Glyco Inc.; Approval of Pesticide 
Product Registrations 

Correction 

In FR Doc. 85-14866 appearing on 
page 26408 in the issue of Wednesday, 
june 28.1985, make the following 
corrections: 

1. In the first column, in the summary, 
the fifth line should read: 

**Clycosor\’e’^ Lad**, which contain 
active. 

2. In the second column, the eightli 
line should read: 

Glycoserve'”* and Clycoserv’c'*^ Lad- 

3. In the second column, in the second 
paragraph, the second, third and fourth 
lines should read: 

March a 1985 for Glycoserve^** (EPA 
Reg, No. 38906-6) and Glycoserve"*^ Lad 
(EPA Reg, No. 38906-5) for uses as a. 


4. In the second column, in the fifth 
paragraph, in the second line, “provide** 
should read “provides**. 

5. In the third column, in the third line. 
“MC No. 2“ should read “CM ^2**. 

BllUNG COOC 1«0S^l<li 


[OPTS-51SS1: FRC-2S69-SI 

Certain Chemicals Premanufacture 
Notices 

agency: Environmental Protection 
Agency (EPA). 

action: Notice. 


summary; Section 5(a)(1) of the Toxic 
Substances Control Act (TSCA) requires 
any person who intends to manufacture 
or import a new chemical substance to 
submit a premanufacture notice (PMN) 
to EPA at least 90 days before 
manufacture or import commences. 
Statutory requirements for section 
5(a)(1) premanufacture notices are 
discussed in EPA statements of the final 
rule published in the Federal Register of 
May 13.1983 (48 FR 21722). This notice 
announces receipt of thirty PMNs and 
provides a summary of each. 

DATES: Close of Review Period: 

P 85-1187. 85-1188 and 85-1189— 
October 9.1985. 

P 85-1190, 85-1191.85-1192 and 85- 
1193—October 12,1985. 

P 85-1194, 85-1195. 85-1196. 85-1197. 85- 
1198, 85-1199, 85-1200. 85-1201. 85- 
1202. 85-1203, 85-1204, 85-1205. 85- 
1208, 85-1207, 85-120a 85-1209. 85- 
1210, 85-1211, 85-1212. and 85-1213— 
October 13.1985. 

P 85-1214 and 85-1215—October 14, 

1985. 

P 85-1216—October 15.1985. 

Written comments by: 

P 85-1187.85-1188 and 85-1189— 
September 9.1985. 

P 85-1190, 85-1191. 85-1192 and 85- 
1193—September 12.1985. 

P 85-1194. 85-1195. 85-1196, 85-1197, 85- 
1198, 85-1199. 85-1200. 85-1201. 85- 
1202, 85-1203, 85-1204, 85-1205. 85- 
1206, 85-1207, 85-1208 85-1209. 85- 
1210. 85-1211, 85-1212 and 85-1213— 
September 13,1985. 

P 85-1214 and 85-1215—^September 14, 
1985. 

P 85-1216—September 15.1985. 
ADDRESS: Written comments, identified 
by the document control number 
**|OPTS-515811“ and the specific PMN 
number should be sent to: Document 
Control Officer (TS-793), Chemical 
Information Branch. Information 
Management Division. Office of Toxic 
Substances. Environmental Protection 
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Agency. Rm. E-201,401 M Su SW., 
Washington. DC 20460, (2Q2-3A2-3532). 
FOR FimiHCR INFORMATION CONTACT: 
Wendy Clelanddlamnctt, 
PrcmunufdLiuie Notice Management 
Branch. Chemical Control Division (TS- 
794), Office of Toxic Substances. 
Environmental Protection Agency, Rm. 
E-611. 401 M St. SW., Washington. DC 
20460. (202-382^725). 

SUPPtCMFNTARY INFORMATION: The 
following notice contains information 
extracted from the non conndential 
version of the submission provided by 
the manufacturer on the PKINs received 
by EI^A. The complete non-confldential 
document is available In the Public 
Reading Room &-t07 at the above 
address. 

P 85-1187 

Manufacturer Cunfkiential. 

Chemicai (SJ Polymer of di propylene 
glycol. 1.3 butylene glycol, teira hydro 
phthiillc anhydride, dibulyl tin oxide. 

Use/ProditcUon. (G) Polymer for 
coating metal parts. P^. range: 14.500- 
20,000 kg/yr. 

Toxicity Data, No data submitted. 
Exposure. Manufacture: dermal, a 
total of 4 workers, up to 3 hrs/da. up to 7 
da/yr. 

Enviromnentoi Hefeose/Disposal. 20 
kg/batch incinerated and disposed of by 
landfill and pubUcly owned treatment 
works (POTW). 

P85-1188 

Manufacturer Confidential. 

Chemitni. (G) Substituted bis phenyl 
isoben^ofuro none. 

Use/Production. (GJ Captive 
intermediate used in manufacturing a 
minor compfjtien! for paper coatings. 
Prod, range: Confidential. 

Toxicity Data. Ames Test: Negati\^. 
Exposure. Confidential. 

Environmenia! Release/Disposal. 
Disposal by POTW. 

P 85-1189 

Manufuciurer Allied Corporation. 
Chemicai (S) 2-Dutanooe. 0.0** 
(ethenyl methyl 8ilylene(Jioxime. (E-Z). 

Uae/ProiiucUon. (S) Chain extender 
for silicone polymers used in industrial 
and construction applications. Prod, 
range: Confidential. 

Toxicity Data. Acute oral: Between 
2.0 and 3.0 niL/kg: Acute demieU: 
Bctwc^en a5 and 2.0 mL/kg, Irntalton: 
Skin—Severe. Ames Test: Negative: 

Skin sensitizer: Extreme sensitizer. 

Exposure. Manufacture: dermal, a 
total of B workers, op to B hrs/da. up to 
<40 da/yr. 

Envinmmentaf Heleose/Disposal. No 
release. 


P 85-1190 

Manufacturer General Electric 
Company. 

Chendcai (G) Reaction of products of 
polycarbonate and poly(butadiene 
styrene). 

Use/Production. (S) Automotive, 
electrical appliances, business machines 
and other. Prod, range; Confidential. 
Toxicity Data. No data submitted. 
Exposure. Confidential. 
Environmental Release/Disposal 
Release to land. Disposal by local, state 
and federal regulations. 

P 85-1191 

Manufacturer Confidential. 

Chemicai (G) Epoxy amine polymer. 
Use/Production. (SI Component of 
matrix resin and adhesive for structural 
composites. Prod, range: Confidential. 

Toxicity Data. Acute oral: Low order. 
Acute dermal: Iaiw order Irrilation: 
Skin^Mild. Eye—Mild 
Exposure. ConfidentiaL 
Environmental Release/Disposai 0.5 
kg/batch released to air and land. 
Disposal by Incineration and approved 
landfill. 

P 85-1192 

Manufacturer Confidential 
Chemicai (C) Amine epoxy polymer. 
Use/Productioiu (S) Component of 
matrix resin for manufacture and 
adhesives for structural composites. 
Prod, range: Confidential 
Toxicity Data. No data on the PMN 
substance submitted. 

Exposure. Confidential. 
Environmental Release/Dispoeui 0.5 
kg/batch released to air and land. 
Disposal by Incineration and approved 
landfllt. 

P 85-1193 

Manufacturer Confidential. 

Chemical. (G) Epoxy amine polymer. 
Use/Production. |S) Component of 
matrix resin and adhesive for structural 
composites. Prod, range: Confidential 
Toxicity Data. No data submitted. 
Exposure. Confidential 
Environmental Release/Disposai. 0.5 
kg/batch released to air and land. 
Disposal by incineration and approved 
landfill 

P 85-1194 

Manufacturer F^isex Specially 
Products. Inc. 

Chemicai (C) Silylated isocyanate 
functional aliphatic polyurea lacquer. 

Use/Production. (S) Site-limited 
Intermediate for use in polymer in 
coating manufacture. Pi^. range: 7.500- 
2an00 kg/yr. 

Taxicity Data. No data submitted 


Exposure. Manufacture and 
processing: dermal a total of 2 workers, 
up to 4 hrs/da. 

Environmental ReUnise/Disposal No 
release. 

P85-1195 

Manufacturer Essex Specialty 
Products. Inc. 

Chemicai (G) Partially silylated 
aliphatic isocyanate oligomer. 

Use/Production, (S) Site-limited 
intermediate for use in polymer in 
coating manufacture. Prod, range: 1.125- 
3,000 kg/yr. 

Toxicity Data. No data submitted 

Exposure. Manufacture and 
processing: dermal, a total of 2 workers, 
up to 4 hrs/da. 

Environmental ReJeaso/Disposui No 
release. 

P85-1196 

Manufacturer Essex Specialty 
Products, Inc. 

Chemicai (G) Amino functional 
polysliane adducl 

Use/Production. (S) Site-limited 
intermediate for use in polymer in 
coating manufacture. Pi^. range: 5350- 
15,600 kg/yr. 

Toxicity Data. No data submitted. 

Exposure. Manufacture and 
processing: dermal a total of 2 workers, 
up to 4 hrs/da. 

Environmental Retease/Disposai No 
release. 

P85-1197 

Manufacturer F^isex Specially 
Products. Inc. 

Chemical. (G) Hydroxyl terminated 
silylated Isocyanate functional aJlphatir 
polyurea lacquer. 

Use/Production. (S) Industrial 
polymer for use in coating manufiictum. 
Prod, range: 15,000-40.000 kg/yr. 

Toxicity Data. No data submittcil 

Exposure. Manufacture and 
processing: dermal a total of 2 workers, 
up to 4 hrs/da. 

Environmental Release/Disposal No 
release. 

Pas-1196 

Manufacturer Reichhold Chemicals. 
Inc. 

Chemicai (G) Amine functional 
acrylic terpolymer. 

Use/Production. (S) Industrial curing 
agent for epoxy coatings, fibergi®** 
reinforced plastics, adhesives and 
flooring. Prod, range: Confidential. 

Toxicity Data, No data submitte<l 

Exposure. Manufacture: dcrnuil a 
total of 10 workers, up to 3 hrs/da, up to 
4 da/yr. 












Environmental Reteasa/Disposai. Nil 
release to air with 1 to 2 kg/batch to 
land. Disposal by incineration and 
landfill. 

P85-n99 

Manufacturer. Spencer Kellogg 
Division of Textron. Inc, 

Chemical (G) Polyurethane 
prepolymer resin. 

Use/Production. (G) A polyurethane 
prepolymer resin to be used in an open, 
non dispersive manner. Prod, range: 
Confidential 

Toxicity Data. No data submitted. 

Exposure. Confidential. 

Environmental Release/Disposal. No 
data submitted. 

P8S-1200 

Manufacturer. Confidential. 

Chemical (S) 1,3 bis-fdimethyl atearyl 
ammonium chloride)-2<propdnol. 

Use/Production. (S) Consumer 
ingredient to be us^ in formulating 
conditioners for animal fur and on 
industrial specialty fabric softener. Prod, 
range: 50,OOO-l .500.000 kg/yr. 

Toxicity Data. Irritation: Skin-^on* 
irritant. Eye—Mild. 

Exposure. Manufacture: dermal, a 
total of 10 workers, up to 3 hrsMa, up to 
too da/yr. 

Environmental Release/Disposal 50 
kg/batch released to water. Disposal by 
POTW, ^ 

PB5-1201 

Manufacturer. The Dow Chemical 
Company. 

Chemical (G) Cationic latex. 

Use/Production. (G) Pigment/fiber 
binder, ^od. range: Confidential. 

Toxicity Data. Acute oral: >5.0g/kg: 
Acute dermal: >2,0g/kg; Irritation: 

Skin—Nondrritant. Eye—Moderate: 48 
hr (Daphnid): 180 mg/L; 96 hr (Fathead 
minnow); 19 mg/L 

Exposure. Manufacture: dermal. 

En vironmental Release/Disposal 
Release to air and water. Disposal by 
incineration and navigable waterway 
after treatment. 

P 85-1202 

Manufacturer. Frilzsche Dodge and ‘ 
Olcott inc. 

Chemical (S) 2- 

Naphthalrnecarboxaldehyde. 5, 6.7.8- 
telrahydro-l-mcthoxy-3, 5.5, 8,8* 
l>enlamethyk 

Cse/Production. (S) A consumer 
component of fragrance compounds 
Which may find end use in household 
chemicals such as dish washing and 
laundry delergcnts, air fresheners, etc. 
range: 450-2.250kg/yr. 

Toxicity Data. Acute oral: > 5 g/kg: 
station: Skin^Not a primary irritant. 


Eye—Non-irritant: Ames test; Non- 
mutagcnlc: Skin sensitization: non¬ 
sensitizer, Maximization test: Non- 
irritant/non-allergic: Phototoxicity lest: 

Non phototoxic; Photo maximiz«ition 
assay: Non-allcrgic. 

Exposure. Confidential. 

Environmental Release/Disposal 
Confidential. 

P 85-1203 

Manufacturer. Fritzsche Dodge and 
Olcott Inc. 

Chemical (SJ 1-Cyclopenlcne-l- 
propanol. beta, beta, 2-trimethyl-5-(l- 
methylethenyl)-. propanoate. 

Use/Production. (S) A consumer 
component for fragrance compounds 
which may find end use in household 
chemicals such as dish washing and 
laundry detergents, air fresheners, etc. 

Prod, range: 450-2.250 kg/yr. 

Toxicity Data. Acute oral: >5.000 g/ 
kg: Irritation: Skin—Slight. Eye—Slight. 

Exposure. Confidential 
Enxuronmental Release/Disposal 
Confidential 

P 85-1201 

Manufacturer. Confidential 
Chemical (G) Polyester resin. 

Use/Production. (S) Site-limited and 
industrial coatings, Pi^. range: 

Confidential 

Toxicity Data. No data submitted. 

Exposure. Confidential 
Environmental Release/Disposal 
Confidential 

P 85-1205 

Manufacturer. Confidential 
Chemical (G) Polyester resin. 

Use/Production. (S) Site-limited and 
industrial coatings. Prod, range: 

Confidential 

Toxicity Data. No data submitted. 

Exposure. Confidential 
Environmental Release/Disposal 
Confidential 

P 85-1206 

Manufacturer. Confidential 
Chemical (C) Blocked isocyanate 
homopolymer. 

Use/induction. (S) Site-limited and 
industrial coatings. Prod, range: 

Confidential 

Toxicity Data. No data submitted. 

Exposure. Confidential 
Environmental Re/ease/Disposal 
Confidential 

P 85-1207 

importer. Confidential 
Chemical (C) IBis(alkylphenylamino)- 

(xanthenyl)- __ 

isobenzofuranonelKalkylimidazolyllmethyldi^osai by POTW 
deriv., (mixed salts). 

Use/Import. (S) Paper dye. ImpoH ^ 85-1212 
range: Confidential Manufacturer. Chem-Fleur. 


Toxicity Data. Acute oral; >5,000 mg/ 
kg; Acute dermal: >2,000 mg/kg; 
Irritation: Skin—Irritant, Eye— 
Practically non-irritant: Ames test: 

Weak mutagenic: LC m 96 hr (Golden 
orfe): 147 mg/l. 

Exposure. Use: a total of 4 workers, up 
to 3-4 hrs/da, up to 4-5 da. 6 limes yr. 

Environmental Release/Disposal No 
data submitted. 

P 85-1208 

importer. Confidential. 

Chemical (G) Cobalt acylate 
complex. 

Use/Import. (C) Rubber bonding 
agent. Import range: Confidential. 

Toxicity Data. No data submitted. 

Exposure. No data submitted. 

Environmental Release/Disposal No 
data submitted. 

P 85-1209 

Importer. Confidential 

Chemical (G) Cobalt acylate 
complex. 

Use/Imports. (G) Rubber bonding 
agent. Import range: Confidential. 

Toxicity Data. No data submitted. 

Exposure. No data submitted. 

Environmental Release/Disposal No 
data submitted. 

P 85-1210 

Manufacturer. Chem-Fleur. 

Chemical (S) Benzoic add, 2- 
((3a.4,5.6.7,7a-hexahydro-5(or 6) 
methoxy-4,7-methanoindan)- 
methylidene] amino, methyl ester. 

Use/Production. (S) An industrial and 
consumer aroma chemical for 
fragrances. Prod, range; 500-2.500 kg/yr. 

Toxicity Data. No data submitted. 

Exposure. Manufacture: dermal, a 
total of 4 workers, up to 4 hrs/da, up to 2 
da/yr. 

Environmental Release/Disposal 10 
to 20 kg/batch released to water. 
Disposal by POTW. 

P 85-1211 

Manufacturer. Chem-Fleur. 

Chemical (S) Benzoic acid, 2-(3- 
phenyl butyidenc) amino, methyl ester. 

Use/Production. (S) An industrial and 
consumer aroma chemical for 
'fragrances. Prod, range: 500-2.500 kg/yr. 

Toxicity Data. No data submitted. 

Exposure. Manufacture: dermal, a 
total of 4 workers, up to 4 hrs/da, up to 2 
da/yr. 

Environmental Release/Disposal 10 
to 20 kg/batch released to water. 






30516 


Federal Register / VoL 50, No. 144 / Friday, }uly 26, 1985 / Notices 


ChemicoL (S) Benzoic acid, 2d3-f4- 
melhyl. cyclohex-S> 
enyl)butylidene|amino. methyl ester. 

Use/Produeikm. (S) An industrial and 
consumer aroma chemical for 
fragrances. Prod, ranae: 500-5,000 kg/yr. 

Toxicity Data, No data submitted. 

Exposure. Manufacture: dermal, a 
total of 4 workers, up to 4 hrs/da, up to 2 
da/yr. 

Environmental Release/Disposa!. 10 
to 20 kg/batch released to water. 
Disposal by POTW. 

P 8S-U13 

Manufacturer. Confidential. 

Chemical. (C) Polyurethane 
dispersion. 

Use/Production. (G) An additive used 
in the building and construction 
indust^. Prod, range: Confidential 

Toxicity Data. No data submitted. 

Exposure Manufacture: dermal a 
total of 1 worker, up to 3 to 4 hrs/da. 

Environmental Release/Disposal 25 
kg/day released to washout. Disposal 
by city sewer system. 

P 85-1214 

Manufacturer Confidential 

Chemical. (C) Further clarification 
needed before information can be 
released to the public file. 

Use/Production. |C) Intermediate 
reacted in another resin. Prod, range: 
Confidential 

Toxicity Data. No data submitted. 

Exposure. Confidential 

Environmental Release/Disposal. 
Confidential. 

P8vV1215 

Miuiufacturer. Confidential 

Chemical (C) Further clarification 
needed before information can be 
released to the public file. 

Vse/Production. |SJ Binder for 
transparent wood finishes. Prod, range: 
Confidential 

Toxicity Data. No data submitted. 

Exposure. Confidential. 

Environmenta! Release 'Disposal 
Confidential. 

P 85-1216 

Manufacturer. | M, Huber 
Corporation. 

Chemical [S) Silicon monoxide. 

Use/Production, (S) Industrial 
strength reinforcing agent In organic and 
inorganic composite materials (e g., 
plastics, metiils, and ceramics) and In 
paints and coatings (e g., field applied 
slructural coatings, marine coatings, and 
heavy equipmetit coatings) and papers, 
felts and mats of compacted whiskers 
[e.g.. filter media and preforms for 
production of composits). Prod, range: 
72,000-163.(>on kg/yr estimated. 


Toxicity Data. Acute oral: 5 g/kg: 
Irritation: Skin—Not a primary irritant. 
Eye—Not a primary irritant; Inhalation: 
0.172 g/m*. 

Exposure. Manufacture: inhaiation, a 
total of 16 workers, up to 4.5 hrs/da, up 
to 225 da/yr. 

Environmental Release/Disposal. 1.1 
to 11 kg/da released to air. Disposal by 
approved landfill 

Dated |uly la 1966. 

V. Paul Fusdiioi, 

Acting Director, information Monagemnni 
Division. 

(FR Doc. 85-17764 Filed 7-25-85; 845 am| 
WtUDlO COOC tMfr-MMI 


IOPTS-59724; FRt-2669-7| 

Certain Chemicals Prenvanufacture 
Notices 

agency: Environmental Protection 
Agency (EPA). 
action: Notice. 

summary: Section 5(a)(t) of the Toxic 
Substances Control Act (TSCA) requires 
any person who intends to manufacture 
or import a new chemical substance to 
submit a premanufaclure notice (PMN) 
to Fi^A at least 90 days before 
manufacture or import commences. 
Statutory requirements for section 
5(a)(1) premanufacture notices are 
discussed in EPA statements of the final 
rule published in the Federal Register of 
May 13.1983 (48 FR 21722). In the 
Federal Register of November 11.1984, 
(49 FR 46066) (40 CFR 723.250), EPA 
published a rule which granted a limited 
exemption from certain PMN 
rcuuirements for certain types of 
polymers. PMNa for such polymers are 
reviewed by EPA within 21 days of 
receipt This notice announces receipt of 
four such PMNs and provides a 
summary of each. 

DATES: Close of Review Period: 

Y 85-109—August 1. 1985. 

Y 85-110 and 85-111—August 4.1985. 

Y 85-112—August 5. 1985. 

FOR FURTHER INFORMATION CONTACr. 
Wendy Cleiand-Hamnett Chemical 
Control Division (TS-794). Office of 
Toxic Substances, F'nvironmental 
Protection Agency. Rm. E-611. 401 M St. 
SW., Washington. DC 20460. (202-382- 
3725). 

SUPPLEMENTARY INFORMATION: 11\e 
following notice contains Information 
extracted from the non-confidontial 
version of the submission by the 
manufacturer on the exentptions 
received by EPA. The complete non* 
confidential document is available in the 
Public Reading Room E-t07 at the above 
address between 8.-00 a m. and 4fi0 p.m.. 


Monday through Friday, excluding leg.il 
holidays. 

Y 85-109 

Manufacturer Confidential. 

Chamical fS) Polymer of: isophthalic 
acid, terephthalic acid, adipic add, 
ethylene glycol ncopeniyl glycol 1.6 
hexanediol and dibutyl tin oxide. 

Use/Pmduction. (G) Polymer for 
industrial metal castings. Prod, range: 
90.000-180,000 kg/yr. 

Toxicity Data. No data submitted. 
Exposure. Manufacture: dermal, a 
total of 4 workers, up to 3 hrs/da, up to 
15 do/yr. 

Environmental Release/Disposal 
Released to air and land. Disposal by 
publicly owned treatment works 
(POITV) with 20 kg/batch incinerated. 

Y 85-110 

Manufacturer. The Upjohn Company. 
Chemical. (G) Polyurethane resins. 
Use/Production. (G) Industrial 
thermoplastic resin. Prod, range: 
Confidential. 

Toxicity Data. No data submitted. 
Exposure. Manufacture: dermal and 
inhalation, a total of 4 workers. 

Environmental Release-Disposal Less 
than 20 kg released to land Disposal by 
sanitary landfill 

Y 85-111 

Importer. Hucls Corporation. 
Chemical (G) Unsaturated polyester 
rosin from dibasic adds and polyol 
Use/Import (S) Industrial coafings 
and adhesives. Import range: 30,000- 
150000 kg/yr. 

Toxicity Data. Acute oral: (Male and 
female)—> 5,000 mg/kg. Irritation: 
Skin—Slight, Eye—Non-irriUnt: Ames 
test: Non-mutagenic. 

Exposure. Processing and use: dermal, 
inhalation and ocular. 

Environmental Rclease/Disposal. No 

release. 

Y 85-112 

Manufacturer. Confidential. 

Chemical {GJ Ethylene olefin 
terpolymer. 

Use/Production. (C) Polymer 
compound for wire and cable jacketing, 
drip irrigation tubing and for 
miscellaneous industrial tubing. Prod, 
range: Confidential 

Toxicity Data. No data submitted 
Exposure. Manufacture: dermal and 
inhalation, a total of 30 workers, up to 8 
hrs/da, up to 188 du/yr. 

Environmental Release /Disposal No 
release. 
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IJalcd: luiy IB. IMS. 

V. Paul Fuschini, 

Acting Director, hfiimmtioo Mahuix*nwnt 
OtvifioiL 

[FR Doc BS-177a2 Filed 7»2&^ a:45 am| 
mama cao€ 


IOPTS-211014A; FBt 28S8-a| 

Testing Requirement Rule for Certain 
Toxic Chemical Substances and 
Mixtures Found In Southeast CNcago 
Denial of Citizens' Petition 

AOfNCV: F-nvironmental Protection 
Agency (EPA). 

action: Notice of Denial of Citizens* 
PelilioiL 


SUMMAiiY; This notice announces the 
decision of the Administrator of the 
Fji\ironfnenlal Protection Agency* to 
deny a citizens* petition filed under 
section 21 of the Toxic Substances 
Control Act fl’SCA). Two groups. 
Citizens for a Better Environment and 
Irondalert Against the Chemical Threat, 
hove petition^ EPA to issue a rule 
under section 4 of TSCA, requiring the 
sdemific testing of certain toxic 
chemical substances and mixtures, 
vshidi have been identified as 
mvirdnmenlal pollutants in Southeast 
Chicago, for their combined health and 
ironmenlal effects. 


FOR FURTHEJI INFORMATION CONTACT: 

Edward A. Kleia Director. TSCA 
Assistance Office (TS-TOB). Office of 
Toxic Substances. Environmental 
Proluctlon Agency. Rm. E-54.1. 401 M 
St. SW.. Washin^on. D.C. 20400. Tol 
(800-424-9065). In Washington. 
(544-1404). Outside the USA; 
(Operaior-202-S54-14O4). 

Region V. contact 

MilcheD I Wrich, Chief. Toxic Material 
Branch (5UT-16). Environmental 
^ces Division. U S. Fjivironmenla 
^tKlIon Agency. Rm. 1B80. 2.10 
Sooth Dearborn St, Chicago. Illinois 
*’'*304. (312) 353-2192. 


ADon^ A copy of the petiUon and all 
riiiat^ information, under docket 
num^ OPTS-211(n4A. Is located in: 
Rm. B-107, Environmental Protection 
A^nqr. w M st.. SW, Washington. 
U.U 20460. 

material is available hir viewing 
■od rapying from 9 a.ro. to 4 p.m, 

S*J«tXlieHTAgY INfORMATION: 

I Introduction 


Substances 
™ A'^MTSCA). 15 U.&C. 2820(1 

P«lHton the Administrator of EPA to 


initiate a procc^ing for the issuance, 
amendment, or repeal of a rule under 
various sections of the Act. The 
Administrator may bold u public hearing 
or may conduct such investigation or 
proceeding as he deems appropriate in 
order to determine whether or not the 
petition should be granted. If the 
Administrator grunts the petition, the 
Agency must promptly commence an 
appropriate proceeding. If the 
Administrator denies the petition, the 
reasons for denial must be published in 
the Federal Raster. The petitioner may 
commence a civil action In a district 
court of the United States to compel the 
Administrator to initiate a rulemaking 
proceeding as requested in the petition 
Any such dvil action shall be filed 
within GO days after the Administrator's 
denial of the petiUon or, if the 
Administrator fails to grant or deny the 
petition within 90 days after the petition 
is filed, within 60 days following 
expiration of the 9D^y response 
period. 

On |uly 17,1964, EPA received a 
citizens' petition, under section 21 of 
TSC/V from Robert Cinsburg, Ph.D. 
[representing Citizens for a Better 
Environment) and Mary Ellen Monies 
(representing Irondalers Against the 
Chemical Threat). The petitioners 
requested that the Administrator (1) 
issue a rule under section 4(f)(2) and/or 
section G(a) of TSCA. **to remedy the 
unreasonable risk of injury to health and 
the environment in the Southeast 
portion of the City of Chicago;" (2) prior 
to issuing a rule, conduct a **fuU field 
investigation** to determine the 
immediate and cumulative health effects 
of multiple toxic substances from 
multiple sources in air. land, and water 
in the Southeast Chicago area; and (3) 
use the authorities of I'SCA "to assess 
und remedy the overall impact on public 
health and safety from the combined 
effects of exposure to the different 
pollutants," instead of **piecemcal 
enforcement and regulatory actions 
taken umler other Federal statutes.. . .** 

FJ^A issued a notice denying the 
petition which was publisKed in the 
Federal Register of October 31.1964 (49 
FR 43764). The principal basis for the 
denial was that the Clean Air Act. the 
Clean Wafer Act, the Safe Drinking 
Water Act. the Resource Conserv ation 
and Recovery Act. and the 
Comprehensive Environmental 
Response. Compensation, and Liability 
Act can adequately address the issues 
raised by the petiUon and that these 
other acts are more appropriate than 
TSCA to address the majority of the 
environmental pollution problems 
caused by toxic chemicals in the 
Southeast Chicago area. Although the 


.^gcncy denied the petition, it indicated 
in the administrative record that various 
environmental investigations would be 
undertaken to address the petitioneni* 
concerns. 

On April 23.1985. EPA received 
another citizens* petition under section 
21 of TSCA from the petitioners 
indicated above. This section petition 
presented five specific requests: 

1. The petitioners requested that the 
Administrator determine the name and 
nature of business of each person and 
business entity in the Southeast Chicago 
area whose business includes the 
manufacture, distribution In commerce, 
processing use or disposal of any one or 
more of the following "Identified 
Substances" detected in the oir. water, 
and land of the area: coke oven 
emissions, benzene, chromium, arseni*:. 
cadmium, nickel, toluene, xylene, 
ocetone. copper, and lead. 

2. The petitioners requested that the 
Administrator compel the persons end 
business entities identified above, to 
commence testing of the Identified 
Substances and such other chemical 
substance and mixtures, as soon as 
practicable, which testing shall include 
the following environmental and health 
effects: 

(1) The cumulative effect over an 
extended period of time, of each 
Identified Substance individually and in 
combination with every other Identified 
Substance (le., benzene alone; benzene 
with chromium; benzene with chromium 
and arsenic, etch 

(2) The synergistic/antagonoslic effect 
of each Identified Substance in 
combination with every other Identified 
Substance, occurring at one lime; 

(3) The effect of multi-media exposure 
to each of the Identified Substances 
individually, and in combination with 
every other identified Substance; 

(4) The cumulative, synergistic/ 
antagonistic and multi-media effect, as 
set forth above, for each and every other 
chemical substance and mixture which 
may create an unreasonable risk of 
injury to the residents* health or Ihetr 
environment, as determined by the 
Administrator, individually and in 
combination with each other and with 
each of the Identified Substances: and 

(5) All other health and environmental 
effects set forth at section 4(bK2)(A) of 
each of the Identified Substances and 
such other chemical substances and 
mixtures as so determined by the 
Administrator, individually and in 
combination with each and every other 
Identified Substance and such other 
chemical substances and mixtures. 

3. *rhe petitioners requested that the 
Administrator set reasonable deadlines 
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for the completion of all the 
environmental investigations resulting 
from their first petition and of all other 
actions EPA may take as a result of the 
current petition. 

4. The petitioners requested that the 
Administrator allow public participation 
and input with regard to any proposals 
resulting from the current petition and 
any actions undertaken as a result of 
their first petition. 

5. The pietitioners also requested 
**(t]hat the Administrator establish such 
other and further rules and orders as 
may be allowed under the Act which the 
Administrator deems appropriate to 
expeditiously result in the r^uction of 
the health and environmental risks 
affecting this community.” 

11. The Administrator's Decision 

EPA is denying this petition under 
section 21 of TSCA for the following 
reasons: 

In order to issue a testing requirement 
rule under section 4 of TSCA. the 
Agency must specify standards for the 
development of the test data. These 
standards, which must be included in 
each testing requirement rule issued 
under section 4(a] of TSCA. are to be 
issued in order to assure that the 
resulting test data are "reliable and 
adequate" (See section 3(12KB) of 
TSCA). However, no such standards 
exist at present for the testing of 
multiple chemicals for their toxicological 
interactions, and the state of the art in 
this area is insuffldent for proscribing 
how the testing which the petitioners 
request should be conducted, or for 
assuring that the test data be reliable 
and adequate. 

The Agency is aware of the 
importance of considering the potential 
added health and environmental risks 
posed by multiple chemical exposures, 
and has ongoing and planned activities 
to address this area of concern. EPA 
invited public comments on its 
"Proposed Guidelines for the Health 
Risk Assessment of Chemical Mixtures." 
as published in the Federal Register of 
lanuary 9,1965 (50 FR1170). These 
guidelines, which are expected to be 
published in final form in the summer of 
19B5. will be useful for the assessment of 
cumulative risks posed by mixtures of 
toxic chemicals such as the ones cited 
by the petitioners; however, the 
available toxicity information for 
mixtures on which the guidelines 
based does not allow for the estimation 
of synergistic or antagonistic effects. 
Following the recent review of these 
proposed guidelines by EPA's Science 
Advisory ^ard. a comprehensive 
technical support document is being 
prepared which will discuss and 


summarize the present knowledge on 
the toxicity and testing of chemical 
mixtures. 

An on^ing major EPA research 
project the Integrated Air Cancer 
Project involves the performance of 
shortderm mutagenicity and animal 
carcinogenicity tests on ambient air 
samples collected from simple and 
subsequently more complex air sheds. 
This effort will identify airborne 
carcinogens, determine which emission 
sources are the major contributors of 
carcinogens to ambient air. and improve 
the estimate of comparative human 
caneqr risk from specific air pollution 
emission sources. Another long-range 
EPA research project, the Strategy for 
Assessment and Control of Complex 
Pollutant Mixtures, is still in the early 
planning stage and is being considered 
for funding; it is designed to develop and 
validate an approach for assessing and 
predicting potential health and 
ecologies effects from complex 
pollutant mixtures and interactions. In a 
1964 report to Congress, the National 
Advisory Environmental Health 
Sciences Council made 
recommendations on the research needs 
concerning multiple chemical exposures 
and toxicological interactions. (National 
Advisory Environmental Health 
Sciences Council 1984. Report of the 
Third Task Force for Research Planning 
in Environmental Health Science. A 
Report to the Committee on 
Appropriations, United States House of 
Representatives, dated December 1964.) 
The report highlighted the many 
complexities of toxicological 
interactions and emphasized the need 
for "an orderly, systematic research 
approach with frequent analysis and 
redirection." The Agency believes that 
its research program addressing multiple 
chemical exposures is consistent with 
these recommendations. 

In addition to requesting the issuance 
of testing requirement rules for multiple 
chemicals in combination with each 
other, the petitioners requested that EPA 
compel the testing of each of the 11 
"Identified Substances'* individually. 
This part of the petitioners* request is 
deni^ because the toxicological 
properties of these 10 substances and 1 
mixture (coke over emissions) are 
already well documented, and therefore 
regulatory decisions concerning them 
can be made without requiring further 
testing. 

For a number of reasons, EPA is also 
denying the petitioners* request 
concerning the identitication of 
businesses in the Southeast Qiicago 
area which are the sources of the 11 
"Identified Substances." First, as the 
petition indicates, the Illinois 


Environmental Protection Agency 
(lEPA) has already identified 44 local 
businesses which emit pollutants into 
the air in the area of Southeast Chicago. 
Also, in response to that previous 
petition, EPA stated that it would 
conduct a variety of environmental 
investigations, including preparation of 
an inventory of probable emission 
sources. EPA Region V. together with 
EPA Headquarters staff, has initiated its 
effort to develop an emissions inventory 
for Southeast Chicago. The petitioners 
are invited to meet with EPA Region V 
staff to discuss this ongoing project. 

The petitioners' requests for the 
setting of "reasonable deadlines" and 
for public participation are denied 
because those activities are not subject 
to petition under section 21 of TSCA. 
which states that **(a]ny person may 
petition the Administrator to initiate a 
proceeding for the Issuance, 
amendment or repeal of a rule under 
section 4.6. or 6 or an order under 
section 5(e) or 6(b)(2)." Although the 
setting of deadlines and the allowing of 
public participation are not among the 
enumerated petitionable items under 
section 21. the Agency invites the 
petitioners to meet with officials of EPA 
Region V in Chicago to discuss the 
progress of the various environmental 
investigations being undertaken as a 
result of their first petition. Also, the 
petitioners are invited to provide input 
with regard to the research efforts 
directed toward assessing the risks 
posed by multiple chemical exposures. 

Concerning the petitioners* request for 
"such other and further rules and orders 
as may be allowed under the Act," EPA 
believes that the petitioners' concerns 
are being addressed by actions under 
the authority of statutes olher than 
TSCA. as explained in the Agency's 
response to the first petition concerning 
Southeast Chicago (49 FR 43764). 

111. Public Record 

EPA has established a record for the 
decision denying this citizens’ petition 
under section 21 of TSCA (docket 
control number OPTS-211014A). This 
record, along with a complete Index, is 
available for inspection in the OTS 
Public Information Office from 8 aJn. to 
4 p.m., Monday through Friday, except 
legal holidays. The Public Information 
Ofrice is located in Rm. E-107,401 M SU 
SW., Washington. D.C. 204ea The public 
record contains basic Information 
considered by the Agency in reaching 
this decision and includes: 

1. This notice and the citizens' petition 
to which It responds. 
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Z The public record for Ihe previous 
citizens* petition by the same 
p4!titionefs. 

3. Records of communications 
between EPA personnel concerning the 
development of the Agency’s response 
to this petition. 

4. Reports on the toxicologtcnl 
properdet of the 11 ’’Identified 
Sitbstanoes** cited in the petition. 

D^itod: luly ia 1965. 

Ut M. Thomeft, 

Adminiftrator, 

(fR Dot 85-17761 Filed 7-25«; 8 45 ent) 
S9LLINQ oooe «S6S-S0^ 


|ER-fRL-2S7D-2] 


Envlroomentai Impact Statements and 
Regulations; Availability of EPA 
Comments 


Availability of EPA comments 
prepared July 8.1985 through July 12, 

1985 pursuant to the Environmental 
Review Process (ERP), under section 309 
of the Clean Air Act and section 
102(2){c) of the National Environmental 
Policy Act as amended. Requests for 
copies of EPA comments con be directed 
to the Office of Federal Activities at 
(202) 382-5075/78. An explanaUon of the 
ratings assigned to draft environmental 
impact statements (EISs) was published 
in the Federal Register dated October 
19.1984 (49 FR 41108). 

Draft EISs 


fitP No. D-AFS4V65035-FU Rating 
U). Florida Nat’l Forests, Land and 
Resource Mgmt. Plan. FL summary: 
EPA has no objections to the 
iniplemenlation of ihe preferred plan. 

^P No. D-AFS-E05034-AU Rating 
EO. Alabama Nali Forests. Land and 
^^urct Mgmt Plan, AL summary: 
EPA’s review concludes that the 
proposed alternative is consistent wit! 
^od environmental practices. 
Therefore, EPA lacks objection to the 
proposal as outlined. 

KRP No. D-AFS-jeiOflS-MT. Rating 
^Hyalite-Porcupine Buffalo llotn 
V\ Odemeas Study Areas. Designation 
•nd MgmU Callatin Nafl Forest. MT, 
suMMAltv: EPA is concerned with 
^slblo water quality degradation an 
soil erosion if the preferred alternative 
w any alternative involving timber 
"■rvesting and road construction is 
wiccled. Insufficient information has 
provided to evaluate the Impact ( 
alternatives involving timber harvesUi 
“no ro^ construction on water qualitt 
and soil erosion. 

FXX Blue lotot and Sapphire Montana 
Wilderness Study Act Areas. Land am 


Resource Mgmt. Wan. Bitterroot. 
l>eerlodge and Salmon Not’l Forests. MT 
and ID. summary: EPA is concerned 
with possible water quality degradation 
and soil erosion. Insu^cient information 
is available to evaluate the hnpoct of 
alternatives Involving timber harvesting 
and road construction on these two 
environmental concerns. 

ERP No. D-AFS-I65138-00. Rating 
EC2, Bitterroot Nati Forest, Land and 
Resource Mgmt. Plan, MT and ID. 
summary: EPA is concerned because 
the proposed alternative calls for an 
approximate ten percent increase In 
sediment production potential over 
baseline. EPA is concerned that 
unacooptable water quality degradation 
and soil erosion may occur. EPA 
believes a water quality monitoring and 
environmental impact evaluation effort 
should be included as part of the cost of 
harv eating timber and/or road 
constructioiL 

ERP No. D-AFS-Je5137-MT, Rating 
EC2, Gallatin Nat’i Forest. Land and 
Resource Mgmt. Pian, MT. EPA believes 
that the DEIS/Pian does not provide 
specific procedures to achieve water 
quality standards or describe monitoring 
practices to demonstrate compUance or 
identify problems. EPA also believes 
that the soil and water monitoring 
budget to evaluate water quality 
problems, verify compliance with water 
quality standards, and evaluate Best 
Management Practice (BMP) 
effectiveness is insufficient to ensure 
that unacceptable Impacts are avoided. 
A four percent sedimentation rate 
increase forest wide is projected if the 
preferred alternative is implemented. 
EPA is concerned about the water 
quality Impact of this sediment increase. 

ERP No. D-BLM-J70002-WY, Rating 
EC2, Kcmmerer Resource Area, 

Resource Mgmt. Plan, \VY. SUMMARY: 
EPA’s review has identified several 
concerns and recommendations for 
management as identified activities in 
relation to water quality standiirds, air 
quality, riparian and wetland areas, 
ground water, and rangeland ecosystem, 
and soils. A concern for fisheries and 
stream improvements has been 
expressed additionally. EPA has 
requested additional impact analyses, 
and further description of BLM resource 
management requirements, resource 
conditions, best management practices, 
watershed planning monitoring, and 
Intergovemmental/public coordination. 

ERP No. D-COE-C36058-NY. Rating 
LO. Saw Mill River Basin Flood Control 
Project Construction. Nepera Park. NY. 
summary: EPA’s review of the DEIS did 
not identify any potential environmental 
impacts requiting substantive changes 
to the preferred alternative. EPA 


requested that mitigation measures 
proposed in the DEIS be implemented to 
the greatest extent practicable and that 
measures to control turbidity in the river 
be employed in order to reduce potential 
environmental impacts to water quality 
from trace levels of toxic pollutants. 

ERP No. D-COE-E30032-F’L. Rating 
EC2. Palm Beach County Beach Erosion 
Control Project. FL summary: EPA’s 
review condudes that the potential for 
significant short- and long-term water 
quality degradation due to depositing 
fine textural material on a hi^ energy 
shore face is one of the most obvious 
environmental concerns. EPA has some 
environmental concerns with the 
selection of borrow sites and requ€^sts 
additional information on same for 
evaluation as soon as it becomes 
available. 

ERP No. D-COE-K36084-CA. Rating 
£02, Lower San Joaquin River and 
Tributaries Flood Control. Channel 
Clearing and Modification. CA. 
summary: The EPA review identified 
potentially significant impacts to 
riparian habitat fish, wildlife and water 
quality. EPA recommended mitigation to 
alleviate these potential impacts. 

ERP No. RD-NOA-A91053^. Rating 
LO, Taking of Marino Mummab 
Associated With Tuna Purse Seining 
Operations. 1986 Amendments to 
Regulations, summary: EPA has 
reviewed the DEIS and has no comment 

Pmal EISs 

ERP No. F-AFS-F61000-^1, Manistee 
River Wild and Scenic Area Study, 
Designation. Manbtee Nat’l Forest ML 
summary: EPA’s review of the FEJS did 
not Identify any significant 
enWronmenlal impacts requiring 
changes to the proposed project. 

ERP No. FS-BLM-L85039-OR. 
Josephine and Jackson-Klamath 
Sustained Yield Units. Ten-Year Timber 
Mgmt. Plan. OR. summary: EPA made 
no formal comments. EPA reviewed the 
FEIS and has no objection to 
implementation of the preferred 
alternative as proposed 

FJ^P No. F-BLM-I,85092-ID. Medidne 
Lodge Resource Area. Resource Mgmt. 
Plan. ID. summary: EPA made no formal 
comment. EPA reviewed the FEIS and 
found it to be satisfactory. 

ERP No. F-COE-K30014-HL Hilo 
Baj'front Beach Shoreline Improvements 
Study. HI. summary: The FEIS 
addresses Ihe concerns EPA raised on 
the DEIS and adequately assesses the 
environmental impact of the proposed 
action. 

ERP No. F-nfW-D40153-.PA. Exlun 
Bypass Linkage. Coalesville Downington 
Bypass, and US 202, Construction, PA. 




















30520 


Federal Register / VoL 50, No, 144 / Friday, July 2& 1985 / Notices 


summary: EPA recommended further 
study and reevaluation of the selected 
alternative due to the adverse wetland 
impacts. EPA prefers the widen US 30 
alternative. The selected alternative 
must also be reevaluated in 
consideration of Sec. 404 guidelines. 

ERP No. F-FMW-K40144-CA. 1-80 At- 
Grade Access Closure, Pedrick Road 
and Putah Creek, Construction, CA. 
SUMMARY: The FEIS addressed the 
concerns EPA raised on the DEIS. 

ERP No. F-^RC-COeOll-NY, Nine 
Mile Point Nuclear Station Unit 2. 
Operating License, Lake Ontario. NY. 
summary: The FEIS adequately 
responded to EPA’s DEIS comments 
regarding potential impacts relating to 
groundwater, air quality, and human 
health. Radiological aspects were 
addressed in the FEIS and EPA concurs 
that the project will not adversely affect 
the environment. Thus, EPA lacks 
objections to the Issuance of a license to 
operate this facility. EPA will review the 
Final Safety Analysis Report to assess 
. NRC*8 information concerning 
groundwater aspects of the project. 

ERP No. F-SFW-L54029-AK, Izembek 
Nat*! Wildlife Refuge, Mgmt. and 
Comprehensive Conservation Plan and 
Wilderness Review, AK. summary: EPA 
made no formal comment. EPA 
reviewed the FEIS and has no objection 
to Implementation of the preferred 
alternative os proposed. 

ERP No. F-UMT-L54002-WA. 
Downtowm Seattle Transit ProjecL WA. 
summary: EPA made no formal 
comment. EPA reviewed the FEIS and 
found it to be satisfactory and 
responsive to comments. 

Dated: luly 23.196S. 

David G. Davis, 

Acting Director, Office of Federal ActiviUee, 
|FR Doc. e5-17a28 Filed 7-2^-65; MS am| 
SIUJWQ coot SMO-SO-II 


|CR-FRL-2S7(>-1) 

Environmental Impact Statements; 
Availability 

Responsible agency: Office of Federal 
Activities. General Information (202) 
3B2-5073 or (202) 382-5075. 

Availability of Environmental Impact 
Statements filed July 15.1965 throu^ 
|uly 10.1965 Pursuant to 40 CFR 1506.9 
EIS No. 650301, DSuppL COE, NB. 
Harlan County Lake Multiple Purpose 
Project. Continuing Operation and 
Maintenance. Harlan County. Due: 
September 9.1085. Contact: Richard 
Lenning (616) 374-3245. 

EIS No, 650302. Report. COE, IJK 
Mississippi River-Guif Outlet Navigation 
Channel. Operation and Maintenance, 


Allowable Overdepth Removal and 
Advance Maintenance, Lake Bofgne 
Vicinity, St. Bernard and Claquemines 
Parishes. Contact: E. Scott Clark (504) 
636-2521, 

EIS No. 650303, Draft, CDE NY, 
Rochester Science Park Development, 
Expansion and Replacement, ODBC, 
Monroe County, Due: September 9,1065, 
Contact William Andreas (716) 428- 
6695. 

EIS No. 650304 DraR, SFW, AK Tetlin 
National Wildlife Refuge. 
Comprehensive Conservation Plan and 
Wilderness Designation, Due: November 

1.1965, Contact: William Knauer (907) 
766-3399. 

EIS No. 850305. Draft NHT. REG. 1966 
Model Year Passenger Cars, Average 
Fuel Economy Standards, Due: 
September 9.1965. Contact: L Robert 
Shelton (202) 755-9364. 

FJS No. 650300. Final, BLM. CA. 
Amselco Colosseum Gold Mine 
Extraction and Milling Operation, 
Reopening and Expansion, Approval. 
San Bernardino Coimty, Due: August 28, 
1965, Contact: Roger Britton (619) 328- 
3896. 

EIS No. 850307, Final, FAA, CA, John 
Wayne Airport. Expansion, 
Improvements and Land Acquisition 
Approval. Orange County, Due: August 

26.1965, Contact: James Wiggins (213) 
538-6248. 

EIS No. 850306. Draft FHW. TN-20 
Corridor Improvements, 1-40 in Jackson 
to the west end of Dyersburg Bypass. 
Madison, Crockett and Dyer Counties. 
Due: September 9,1985. Contact: 

Thomas Ptak (615) 251-5394. 

EIS No. 650309. Final DEA PRO. 
Cannabis Eradication on Federal Lands 
and Intermingled Forest and 
Rangelands, Continental United States, 
Due: August 28,1985, Contact: Rodolfo 
Ramirez (202) 633-5628 
EIS No. 650310, Final COE, NY, 
Newtown Creek Federal Navigation 
Channel Maintenance Projecl Dredging 
and Ocean Disposal Kings and Queens 
Counties. Due: August 26.1985, Contact: 
Bob Will (212) 284-4662. 

EIS No. 650311, Draft. APS. UT. WY, 
Ashley National Forest. Land and 
Resource Management Plan, Due: 
October 25,1985, Contact: Jack Watson 
(601)789-1161. 

EIS No. 650312, Draft, AF'S, ID. Challis 
National Forest. Land and Resource 
Management Plan. Due: October 25. 

1985. Contact: Cordan Reid (208) 879- 
2285. 


Amended Notices 

EIS No. 850145, Draft, AFS, MT. 
Deerlodge National Forest. Land and 
Resource Management Plan, Due: 


September 3.1985, Published FR 4-19- 
65—Review extended. 

EIS No. 850214, Draft, COE, FU 
Occidental Wetland Phosphate Mining 
Operations. Dredge and Fill Permit. 
Section 404, Hamilton County. Due: 
August 5.1963. Published FR 5-31-85— 
Review extended. 

EIS No. 850274. Final, BLM, NV, 
Walker Resource Area, Mina and 
Walker Units. Land sind Resource 
Management Plan, Due: August 9,1965, 
Published FR 7-5-85—Review extended 

Dated |uly 23.1965 
David G. Davio, 

Acting Director, Office of Federal Activities. 
(FR Doc. 65-17829 Filed 7-25-65: 8:45 am) 
BtuLJMQ cooc asao-ao-ii 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

IFEMA-739-DR1 

California; Major Disaster and Related 
Determinations 

AOSI4CY: Federal Emergency 
Management Agency. 

ACTtOM: Notice. 

summary: This is a notice of the 
Presidential declaration of a major 
disaster for the State of California 
(FEMA-739-DR). dated July 18 1985, 
and related determinations. 
date: July 16,1985. 

FOR FURTHER INFORMATKHI COMTACT. 
Sewall H E Johnson, Disaster 
Assistance Ingrams. Federal 
Emergency Management Agency. 
Washington, D.C 20472 (202) 646-3618 

Notice 

Notice is hereby given that in a letter 
of July 18 1985 the President declared a 
major disaster under the authority of the 
Disaster Relief Act of 1974. as amended 
(42 U.S.C. 5121 et $eg., Pub. L 93-288), 
as follows: 

I have determined that ihe damage in 
certain areas of the State of California 
resulting from grass, wildlands, and forest 
fires beginning on or about June 28 1965, is o 
sufficient severity and magnitude 
a major^diiaster declaration under Pub. L. w- 
288 I therefore declare that such a major 
disaster exists In the Slate of California. 

In order to provide Federal assistance yw 
are hereby authorized to allocate, from funds 
available for these purposes, such^a^ • 
as you find necessary for Federal disaster 
assistance and administrative • 

Consistent with the requirement that Feders 
assistance be supplemental, any Federal 
funds provided under Pub. L 93 - 288 ^ 
Public Assistance will be limited to 75 
percent of total eligible costs in the 
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de»igniiled area. Public Assistance Hill be 
limited to dama^^ resulting from maior rires 
M defined by the Federal Fjnergency 
Management Agency. 

Pursuant to section 408(b) of Pub. L 91-288, 
you are authoiixed to advance to the State its 
25 percent share of the Individual and Family 
Grant program, to be repaid to the United 
Sutes by the State when it is able to do so. 

The time period prescribed for the 
implementation of section 313(a]» 
priority to certain applications for public 
facility and public housing assistance, 
shall be for a period not to exceed six 
months after date of this declaration. 

Notice is hereby given that pursuant 
to the authority vested in the Director of 
the Federal Emergency Management 
Agency under Executive Order 12148, 
and redelegated to me. I hereby appoint 
Mr. Tommie C. Mamner of the Federal 
Knu'rgency Management Agency to act 
as the Federal Coordinating Officer for 
this declared disaster. 

I do hereby determine the following 
areas of the State of California to have 
been affected adversely by this declared 
major disaster: 

City of Los Angeles and the Counties of 
Monterey, San Diego, San Luis Obispo. Santa 
Qara. Santa Cruz, and Ventura for Individual 
Assistance and Public Assistance. 

Public Assistance will be provided as 
outhorized by the President's declaration. 
(GuUlog of Federal Domestic Assistance No. 
83.518, Disaster Assistance) 

Samuel W. Speck. 

AisockjtB Diroctott StaUf and Local Pn^rawa 
and Support Federal Bmer^ncy 

Management Agency, 

|FR Doc. BS-17728 Fded 7-25-85; 8.45 am) 
9exim cooc s7is-ot-ii 


IDocket FEMA-REP-4TN-2] 

Tennes8ee MultKIuiisdlctionsl 
Emergency Retponse Plan for Watts 
Bar Nuclear Plant 


AGENCY: Federal Emergency 
Management Agency. 
actiom: Notice of Receipt of Plan. 


SUMMARY: For continued operation of 
nuclear power plants, the Nuclear 
Regulatory Commission requires 
approved licensee and State and local 
StA'emments* radiological emergency 
response plans. Since FEMA has a 
rcsp^sibility for reviewing the State 
and local government plans, the State 
Tennessee has submiUed its radiologl 
err^Tgen^ pUn to the FFJdA Regions 
These plans support nuclear 
power plants which impact on 
Tennessee and include those of local 
KovemmenU near the Tennessee Vail 
Authority’s Watts Bar Nuclear Plant 
located in Rhea County. Tennessee. 


date: Plans Received: July 12,1985. 

FOR FURTHER INFORMATION CONTACT. 

Mr. Major P. May. Regional Director, 
FEMA Region IV, 1371 Peachtree Street, 
NE. Atlanta, Georgia 30309, (404) 881- 
2400. 

Notice 

In support of the Federal requirement 
for emergency response plans. FEMA 
has a Rule describing its procedures for 
review and approval of State and local 
government's radiological emergency 
response plans. Pursuant to this FEMA 
Rule (44 CFR Part 350.6), "Review and 
Approval of State Radiological 
Emergency Plans and Preparedness.** 
Federal Register. Volume 48, Number 
189, page 44338, the Tertnessee Multi- 
/unsdlctional Emergency Response Plan 
For Watts Bar Nuclear Plant was 
received by the Federal Emergency 
Management Agency Region IV Office. 

Included are plans for local 
governments which are wholly or 
partially within the plume exposure 
pathway emergency planning zone of 
the nuclear plant For the Watts Bar 
Nuclear Plant plans are Included for 
McMinn, Meigs and Rhea Counties. 

Copies of the Plan are available for 
review at the FEMA Region IV office, or 
they will be made available upon 
request in accordance with the fee 
schedule for FEMA Freedom of 
Information Act requests, as set out in 
subpart C of 44 CFR Part 5. There are 
884 pages in the document: reproduction 
fees are $.10 a page payable with the 
request for copy. 

Comments on the Plan may be 
submitted in wrting to Mr. Major P. May, 
Regional Director, at the a^ve address 
within thirty days of this Federal 
Register notice. 

FEMA Rule 44 CFR 350.10 also calls 
for a public meeting prior to approval of 
the plan. Details of this meeting wore 
announced at least two weeks prior to 
the scheduled meeting and local radio 
and television stations were requested 
to announce the meeting. The required 
public meeting was held on October 30. 
1964, at 7:00 p.m. at the Meigs County 
High School in Decatur. Tennessee. The 
meeting was announced in the Daily 
Post—Athenian Athens, Tennessee, the 
Dayton Herald, Dayton, Tennessee, and 
the Monroe County Advocate, 
Sweetwater, Tennessee. 

Duttfd: |uJy 19.1985. 

Major P. May, 

Regional Director, 

|FR Doc. 85-17729 Filed 7-25-85; 8:45 am) 
BttUMO cooc sns-ci-M 


FEDERAL MARITIME COMMISSION 

Agreefnent(8) RIed 

The Federal Maritime Commission 
hereby gives notice of the filing of the 
following agreement(8] pursuant to 
section 5 of the Shipping Act of 1984. 

Interested parties may inspect and 
obtain a copy of each agreement at the 
Washington, DC Office of the Federal 
Maritime Commission. 1100 L Street, 
NW., Room 10325. Interested parties 
may submit comments on each 
agreement to the Secretar>% Federal 
Maritime Commission, Washington, DC 
20573, within 10 days after the date of 
the Federal Register in which this notice 
appears. The requirements for 
comments are found in S 572.003 of Title 
46 of the Code of Federal Regulations. 
Interested persons should consult this 
section before communicating with the 
Commission regarding a pending 
agreement. 

Agreement No.: 202-000150-078. 

Title; Trans^Pacific Freight 
Conference of Japan/Korea. 

Parties: 

American President Lines. Ltd. 

Barber Blue Sea Line 
Hapag-Lloyd AG 
Japan Line, Ltd. 

Kawaski Risen Kaisha, Ltd. 

Lykes Bros. Steamship Co., Inc. 

Mitsui O.S.K. Lines. Ltd. 

A.P. MolleTMaersk Line 
Neptune Orient Lines. Ltd. 

Nippon Yusen Kaisha 

Orient Overseas Container Line, Inc. 

Sea>land Service, Inc. 

Show^a Line, Ltd. 

United States Lines, Inc. 
Yamashita-Shinnihon Steamship Co., 
Ltd. 

Synopsis: The proposed amendment 
would increase to‘$120,000 the amount 
of security required to be posted by each 
member to guarantee faithful 
performance of its obligations under the 
agreement. The parties have requested a 
waiver of the format requirements of the 
Commission's regulations and a 
shortened review period. 

Agreement No.: 202-003103-079. 

Title: Iapan/Korea>Atlantic A Gulf 
Freight Conference. 

Parties: 

Barber Blue Sea Lino 
|apan Line. Ltd. 

Kawaski Risen Kaisha. Ltd. 

Lykes Bros. Steamship Co., Inc. 

Mitsui O.S.K. Lines, Ltd. 

A,P. Moller-Maersk Line 
Neptune Orient Lines. Ltd. 

Nippon Yusen Kaisha 

Orient Overseas Container Line. Inc. 

United States Lines, Inc. 
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Yamashila-Shinnihrin Steaindhip Co.. 

Ltd. 

Synopsis: llie prqposed amondnient 
would increase to $120,000 the amount 
of security required to be posted by each 
memW to pu/rrantee faithful 
performanoe of its obligations under the 
Rgreement.Thepartiee have requested a 
wuivor of the formal requirements of the 
Commission's repulations ando 
shortened review period. 

Itutffd luly 23. less. 

Dy Order of the Federal MariUmr 
CommiMion 
M4iry F. Whitmoai. 

Ath/stunt to 1/jc Seurelojy. 

]F1t l>oc. 8S-4rkU0 Filed a45 am] 

siujaa cooc 


FEDERAL RESERVE SYSTEM 

Green Mountain Financial Servicea 
Cofp.. et al.; Formations of; 
Acquiaittcnc by; and Mergers of Bank 
Holding Companies 

The companies listed in this notice 
have applied for the Board's approval 
under section 3 of the Bank Holding 
Company Act (12 n.S C.lft42) and 
S 225.14 of the Boards Reputation Y (12 
CI‘'R 225.14] to becomc-a bank holding 
company urloecqutre a bank or bonk 
holdingcompany. Ilie factors fhat are 
considered inocling on the applications 
are set forth in section 3(c) of the Act (12 
LLS.C. Ift42|c)k 

Each applicattofi is available Tor 
immediate inspection .it the Federal 
Reserve Bank incBcfited. Once the 
application has been saiepted for 
processing, it w'tll abm be available for 
insptection at the ofTioes of the Board of 
Governors. Interested persons may 
express their views in writing to the 
Reserve Bank or to the offices of the 
Board of Governors. Any comment on 
an application that n^quesls a hearing 
must inoliide a stelrment of why a 
written presentation would not suffice in 
Ikni of e hearing, identif^ang spocriTtcally 
any questions oJf loci that ore in dispute 
and summarizing the evidenoe that 
would be presented at a bearing. 

Unless otherwise noteiL conunents 
regarding each of these applications 
must be received not later than August 
15, 1985. 

A. Federal Resei^e Bank of Bosloo 
(Richard E. Randall. Vice President) 600 
Atlantic Avenue. Boston* Massachusetts 
02106: 

1. Green Mounloin Financial Services 
Corporation, Wflmington. Delaware; to 
acquire 20.83 percent of (he voting 
shares of The Green Mountain Bank. 
Winhall Township fDoiulvine). Vermont. 


B. Foderal Reserve Bank of Now York 
(A. Marshall Puckett. Vice President) 33 
Liberty Slrecl. New York, New York 
10045{ 

1 . Coma}ercia1 Boneshores, Inc,, 

Jersey City, New Jersey; to acquire 100 
percent of the voting shares of Lenape 
Slate Dank. West Deptford. New Jersey. 

2. Rock Financial Corporation, North 
Plainfidd, New jersey; to become a 
bonk holding company byncquicing TOO 
percent oT the votir\g shares of North 
Plainfield State Bank, North Plainfield, 
New Jersey. 

C. Federal Reserve Dank nf Cleveland 
(Lee S. Adams. Vice President) 1456 East 
Sixth Street. Clevidund, Ohio 44101: 

1. The National Bancorp of KA^rtucky, 
Inc,, Lexington, Kentucky; to become a 
bank holding company by acquiring 100 
percent of the voting shares of The 
National Bank of Cynthiana. Cynthiana, 
Kentucky, and Tlie First National Bank 
of Fahnouth. Falmouth. KcntucKy. 

D. Federal Reserve Bank of Richmond 
(Lloyd W. Bostiait, Jr., Vice Presidenf) 

701 East Byrd Street. Richmond. Virginia 
232BI: 

1. Ceirtury Baticsharcs, 1nc„ 
Washington, D C.; to become a bank 
holding conTpany by acquiring 100 
peroent of the voting shares of Century 
National Bank. Woshington. D.C. 

E. Federal Resen'o Bonk of St. Louis 
(Dclmcr P. Weiez, Vice Presidenfl 411 
Locust Street St. Louis. Missouri 69188: 

1. People First Cojparation, P;iducah. 
Kentucky, to acquire 100 percent of the 
voting shares of First Liberty Bank of 
Calvert City. Calviot City. Kentucky. 

Board of Governors of the Federal Reserv e 
|uly.22. 1863. 

James McAfee, 

A^sociatp Secretary of the Board, 

|FR Doc. 85-17713 Bled 7-25-85: 8 45 am) 
MLUMO COOe S310-01-M 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Office of the Secretary 

Agency Forms Subrnftted to the Office 
of Management end Budget for 
Clearenoe 

Each Friday the Department of Hualth 
and Human Services (HI IS) publishes a 
list of infunnation collectimi packages It 
has submitted to ihe OfLue of 
Management and Budget (OMD) for 
clearance in compliance with the 
Paperwork Reduction Act (44 U:S)C. 
Chapter 35). The following are those 
packages submitted to OMB since the 
last list was published on July la 1965. 


Health Care Financing Adminknration 

Subject: Early Periodic Screening 
Diagnostic and Treatment Report— 
MCFA-420—Revision (0938-0291) 
Respondents: State/local government 
Subject: Provider Overpayment 
Report—1 fCFA-481 —Existing 
Collection 

Respondents: Businesses or other for' 
proSt non profit insUtutions 
Subject: Sur\ ey of Scdf4nsured Health 
Plans—MCFA-475—Revision (0938- 
0389) 

Respondents: Businesses 01 other for- 
profit non-profit institutions, small 
businesses or organisations 
Subject: Peer Review Organization 
5iemiannu8l Resources Allocation 
Report—^HCF A-515—New 
Respondents: Businesses or other for- 
profit institutions 
Subject: Medicaid Management 
Information System Conditions of 
Approval and Reapproval hikI 
Procedures for Rcihrctions of Federal 
Financial Participation 42 CFK 
433.112, 438,116. arul 438.117—HCFA- 
R-«—New 

Respondents: State/local govemmenta 
OMB Desk Officer; Fay S Iudir4dlo 

Social Security Adminlslratinn 

Subject: Claimant’s Statement when 
Request for Hearing is Filed and the 
Issue is Disability—HA-4486— 
Extension (0960-41316) 

Respondents: Individuals 
OMB Desk Officer Judy A. McIntosh 
Copies of the above hiformatioB 
collection clearance patkages can be 
obtained by calling the HHS Reports 
Clearance Officer on 202-^45-6511. 

Written comments and 
recommendatJons for the propose 
information collections should be sent 
directly to the appropriate OhfB Desk 
Officer designated above at the 
following address: OMB Reports 
Management Branch, Nw Execulix'o 
Office Building. Room 320a WasWn^oa. 
D C. 2C»03. Attnrfname of OMB Desk 
Officer). 

Drttud: July 22.1885 
K. locqueUnc ffols. 

Deputy As-iwtatft Secretary for hianaper^etS 
Analysis and Systeins, 

|FR Uoc «Vir767 Filed r-26-«» tttS, «ml 

■uxiMU cooc 4 t« e e. ■ 
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Food and Drug Administration 
IDocktt No. 8SE-026S) 

Determination of Regulatory Review 
Period for Purposes of Patent 
Extension; Lupron Injection 

agency: Food and Drug Administration. 
action: Notice. 


summary; The Pood and Drug 
Administration (FDA) has determined 
the regulatory review period for the 
human drug product. Lupron Injection, 
and is publishing this notice of that 
determination as required by law. FDA 
has made the determination because of 
the submission of an application to the 
Commissioner of Patents and 
Trademarks. Department of Commerce, 
for the extension of a patient which 
claims that human drug product. 
ADDRESS: Written comments and 
petitions should be directed to the 
Dockets Management Branch (ffFA- 
305). Food and Drug Administration. Rm. 
4-62.5600 Fishers Lane, Rockville. MD 
20857. 


FOR FURTHER INFORMATION CONTACT: 

lames C. Shehan. Office of Health 
Affairs (HFY-20). Food and Drug 
Administration. 5600 Fishers Lane, 
Rockville, MD 20857. 301-443-1382. 
SUPPLEMENTARY INFORMATION; The Drug 
Price Competition and Patent Term 
Restoration Act of 1984 (Pub. L 98 - 417 ) 
generally provides that a patent may be 
extended for a period of up to 5 years so 
long as the patented Item (human drug 
product, medical device, food additive, 
or color additive) was subject to 
regulatory review by FDA before the 
item was marketed. Under that act. a 
product's regulatory review period forms 
the basis for determining the amount of 
extension an applicant may receive. 

A regulatory review period consists of 
two periods of lime: a testing phase and 
an approval phase. For human dnig 
products, the testing phase begins when 
me exemption to permit the dlnical 
investigations of the drug becomes 
c'ffective and runs until the approval 
phase begins. The approval phase starts 
w^th the initial submission of an 
applicaUon to market the human drug 
product and continues until FDA grants 
^nnissicn to market the drug product, 
^though only a portion of a regulatory 
review period may count toward the 
actual amount of extension that the 
^mmissloner of Patents and 
I rademarks may award (for example, 
naif the testing phase must be 
subtracted as well as any time that may 

was 

^ determination of the 

ngln of a regulatory review period for 


a human drug product will include all of 
the testing phase and approval phase as 
specified in 35 U.S.C. lS^g)(l)(B). 

FDA recently approved for mariceting 
the human drug pr^uct Lupron 
Injection, an injectable preparation of 
leuprolide acetate, which is indicated 
for the palliative treatment of advanced 
prostatic cancer in certain patients. 

Based on the recent approval of 
Lupron Injectable. Abbott Laboratories 
applied for patent term restoration. FDA 
has determined that the applicable 
regulatory review period for Lupron 
Injection is 3.088 days. Of this lime, 

2.619 days were spent in the testing 
phase and 469 days were spent In the 
approval phase. These periods of time 
were derived from the following 
information. 

1. The dote an exemption under 
section 505(i) of the Federal Food, Drug, 
and Cosmetic Act became effective: 
October27, 1976. The applicant claimed 
September 23.1976. as the date that 
commenced the testing phase. FDA 
received the exemption application on 
September 27,1976. The exemption 
became effective, under FDA regulations 
(21 CFR 312.1 [bK4)). on October 27.1978, 
30 days after receipt of the claimed 
investigational exemption. 

2. The date the new drug application 
was initially submitted with respect to 
the human drug product under section 
S05(b) of the FWero/ Food, Drug, and 
Cosmetic AcL‘December 28, 1983. The 
applicant claimed April 15.1983. as the 
date w’hich commenced the approval 
phase. Only a presubmission of data 
was received by the agency at that lime. 
The full application for new drug 
approval was received on December 28, 
1983. 

3. The date the application was 
approved: April 9, 2965, FDA has 
verified that the application (NDA 19- 
010) was approved on April 9,1985. 

This determination of the regulatory 
review period establishes the maximum 
potential length of a patent extension. 
However, the U.S, Patent and 
Trademark Office applies several 
statutory limitations in its calculations 
of the actual period for patent extension. 
In its application for patent extension, 
this applicant seeks 730 days^of patent 
extension. 

Anyone with knowledge that any of 
the dates as published is incorrect may, 
on or before September 24,1985. submit 
to the Dockets Management Branch 
(address above) wTitten comments and 
ask for a redetermination. Furthermore, 
any interested person may petition FDA, 
on or before January 20.1985. for a 
determination regarding whether the 
applicant for extension acted with due 
diligence during the regulatory review 


period. To meet its burden, the petition 
must contain sufficient facts to merit an 
FDA investigation (See H. Repl. 857, 

Part 1.98th Cong., 2nd Sess.. pp. 41-42, 
1984.) Petitions should be In the format 
specified in 21 CFR 10.30. 

Comments and petitions should be 
submitted to the Dockets Management 
Branch (address above) in three copies 
(except that individuals may submit 
single copies) and identified with the 
docket number found in brackets in the 
heading of this document. Comments 
and petitions may be seen in the 
Dockets Management Branch between 9 
a.m. and 4 p.m.. Monday through Friday. 

Dated: july 24.1985. 

Kenneth Flieger. 

Actii^ Associate Commissioner for Health 
Affairs. 

(FR Doc. 85-17887 Filed 7-25-85; 845 ami 
MUJNO COOC 


IDocket No. 8SO-03121 

Labeling of Suriml-Based Seafood 
Products; Availability of Policy 

AGENCY: Food and Drug Administration. 
HHS. 

ACTION: Notice. 

SUMMARY; The Food and Drug 
Administration (FDA) announces the 
labeling policy for processed and/or 
blended seafood (surimi) products. This 
policy is stated in FDA Compliance 
Policy Guide 7108.16. 

ADDRESS: Requests for single copies of 
FDA Compliance Policy Guide 7108.16 
should be submitted to the Dockets 
Management Branch (HFA-305), Food 
and Drug Administration. Rm. 4-02, 5600 
Fishers Lane. Rockville. MD 30857. 

FOR FURTHER INFORMATION CONTACT: 
Raymond E. Newberry, Center for Food 
Safety and Applied Nutrition (HFF-314). 
Food and Drug Administration. 200 C 
Street SW., Washington. DC 20204. 202- 
485-0232. 

SUPPLEMENTARY INFORMATION: FDA haS 
been aw are of an expanding trade in 
surimi^based seafood products in recent 
years. Some of these products are made 
to resemble and are promoted as 
substitutes for crabmeat. shrimp, 
lobster, scallops, and other natural 
seafoods. The labeling of these seafood 
products is of great concern not only to 
FDA but also to the National Marine 
Fisheries Service and the marine trade 
associations. Therefore. FDA. with the 
cooperation of all the interested parties, 
has developed a policy which addresses 
the acceptable labeling of surimi-based 
seafood products. 
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Surimi is a fish product whiidi consists 
of minced fish meat (uauiiOy pollock) 
which has been washed to remove fill 
and undesirable matter {such as blood, 
pilpnent. and odorotis substances)mul 
then mixed with cryoprotectants. such 
as sugar and or sorbilol. to ensure good 
frosen shelflife. Surimi may be blended 
with additional ingredients and 
additives (natural shellfish meat 
shellfish flavoring, salt, water, etc.) and 
heal processed inio fibrous, flaked, 
chunked, or composite-molded 
consumer pruduots. These-consumer 
products may or may not resemble 
specific types of seafood or seafood 
body parts and may or may not be 
frozi;n and/or breaded. 

FDA if offering guidance as to the 
proper labeling for surimi-based seafood 
products in its issuance of Compliance 
Policy Guide 7106.16. which states the 
agency's policy as follows: 

1. If the suiimi-based product purports 
to be or is represented as any specifle 
type of natural seafood, including shape 
or form representations, fmt it 
nutritionoily iniiertor to that seafood, it 
must be labeled as imitation in 
accordance with 21 CFR 101.3. Todate. 
FDA has not encountered any surimi- 
based product in which nutritional 
equivalency with a given seafood lias 
been achieved. 

2. An additional statement of product 
identity must appear on the principal 
display panel, such as ’'A Blend of Pish 

with-.•* The blank is to be fifled in 

with the common or usual name of the 
ingredient or componenl. such as *^snow 
crab". Because the fish used in the 
surimi base has bean decharaclcrized. 
the word "fish'* is adequate for the 
statement of product identity. If an 
artiflcial flavor or color is added, the 
label must comply with 21 CFR 101.22. 

3. The specifle names of oil seafoods 
used in the product roust appear in the 
ingredient stateroont in descending 
order of predominance (**polloi:k'* must 
he used rather than "white fish"; "snow 
crab" rather than "crab"). Ail other 
ingredients present must also be 
declared in descending order of 
predominance. 

Note.—The intermediale surimi ptodud 
usually cooUins sugar and/or sorbitol ami 
phosphate coinpouiub as cryoprotactants. 
These should be listed in the ingnidtoni 
statement unless rcramed durii^ the 
menuhictunng .process. 

4. Products that arc not purported or 
represented to be a apecifle type of 
seafood (or seafood tody part) need not 
be labeled "imitation" and may lawfully 
be marketed, provided that the label 
properly reflects their composition. 


5. The labefling of surtmi-based 
products may oontuin a statement that 
the products may be used m recipes in 
place of natural seafood pnxhicts. The 
statement should be general, sudi ns 
"use like ombmeat. lobster, or shrimp in 
all seafood recipes." 

Background information supporting 
this labeling policy is on file in the 
Dockets Management Brandi (address 
above). Requesls for single copies trf 
PDA Compliance Policy Cuide 7108.16 
should reference the docket number 
found in brackets tn the heading of this 
document and should be submitted in 
writing to the Dockets Management 
Branch. 

Dated: July 22.1985. 

Mennn H. Shumate, 

Actina Aagocwle Commiamaimrjor 
Hegulatoiy A ffain, 

|FR Doc. 8S-17734 Filed am] 

BiujMG oooc ewe-emu 


Office Of Human Devalopmant 
Services 

Federal Council on the Aging; Heeling 

Agency Holding the Meeting: Federal 
Council on the Aging. 

Time and Date: The Federal Council 
on the Aging fPCA) is holding its August 
meeting in conjunction with National 
Training Conference of the National 
Association of Area Agencies on Aging 
and the National Association of Stale 
Units on aging. The FCA regular 
business merting will occur on August 
14. from e*20am-T230 pm. followed by a 
forum on the "Future of Health Care for 
Older Amcihcans." from 2:00 pm-4:30 
pm. The FCA will reconvene on Augusi 
15 from 9:30 8m-12:00 pm for Committee 
meetings, followed by adjournment. 

Place: Sheraton Washington Hotel. 
Warren Room. 2660 WcKKiTey Road 
NW., Washington. DC 20008, 

Status: The FCA portion of this 
meeting, to be held in the Warren Room, 
is open to the public. 

Contact Persons: fames Conroy/Kita 
Lowry, Room 4243, HHS North Building. 
245-2451 for further information and 
clarification. 

The Federal Council on the aging was 
established by the 1973 Amendments to 
the Older Americans Act of 1965 (P.L- 
93-29.42 U'S.C. 3015) for the purpose of 
advising the President, the Secretary-of 
Health and Human Services, the 
Commissioner on Aging and the 
Congress on matters relating to the 
special rteeds of older Americans. 

Nolioe is hereby given pursuant to the 
Federal Advisoiy Committee Act (Pub. 

L 92-453. 5D.S.C. App. 1. Sec. 10.1976) 
that the Council will conduct a Tneethig 


on August 14 and 15.1985 from 9.30 am- 
4:30 pm and from 9:30^m-12:no pm 
respectively at the Sheraton Washington 
Hotel. Warten Room. 2860 Woodlry 
Road. NW. Washington, OC. 

The agenda will include a fomm on 
"The Future of Health Care for UUiar 
Americans," with a panel comprised of 
"presenters" and "reactors" from the 
American Enterprise Institute, the 
American Association of Retired 
Persons, the American Medical 
Association, the Health Care Financing 
Administration, and aging network 
reprasentatives (area agency director, 
state aging director, ombudsman, and an 
advisory council member), and will also 
include the FCA's regularly scheduled 
business and Comimtiee meetings. 

Dated: fuly 17.1065 
Adebide .Allard, 

Chairpenwn, PtdemI Council on the Agin^ 

|FR Ooc 05-17092 Tiled 7-25-65: 8:45 am] 
WLLMO COOC 4130^1-11 


DEPARTMENT OF THE INTERIOR 

Fish and WHdiifc Sendee 

Peregrine Falcon; Emergency 
Exemption; Issuance 

On fuly 16, 1985. a letter wairing the 
3(kday public comment period was 
issued to Mr Bruce Haak. Eagle. Idaho 
(ref: PRT 686909). nufhorhdng eroergemry 
action to enhance the survival of one 
male peregrine falcon {Faloop. 
peregrwus]. Thkt waiver was granted to 
allow the re-export of one peregrine 
falcon which was fo be destroyed by fhe 
U.S. Department of Agricuhorc unless 
re-exported, because allhough ft tested 
negatively for Newcastle’s disease. It 
had been quarantined %vffh birds that 
tested positively. The bird will be 
quarantined ot Dubai Wildlife Research. 
Dubai. VJKE., for 90 dain. 

It WHS determined by ihc D.S. Fish 
and wndHfe Smice that an emeig^ry 
does in fact exist, that the health and 
life of the falcon is threatened and that 
no reasonable alternative to the 
proposed action is available to the 
applicant. 

This emergency waiver is provided in 
accordance with the Endangered 
Species Act of 1973. as amended Pul* L. 
94-359(90 Slat. 911). 

Dated: July 19.1985. 

R.K. Robinson. 

Chifrf, PmnrA offinmutsFedt^rol 
Permit Offioe. 

|FR Doc. 85-17784 Filed 7-25-65:6:45 nmj 
SaLINO COOC wto^ss-M 
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Bureau of Land Management 
1A-20347<A)I 

Exchange of Public Larxl In Graham 
and Gfoenlta Counties, AZ 

agency; Bureau of l.and Management, 
Interior. 

action: Notice of Realty Action. 
Exchange of Public Land in Graham and 
CreenlM Counties, Arizona. 

summary: Certain public lands within 
the following described townships have 
been determined to be suitable for 
disposal by exchange to the State of 
Arizona pursuant to Section 206 of the 
Federal Land Policy and Management 
Act of 1978 (90 Stat. 2756; 43 U.S.C. 

1716). 

Set4ictad PubUc Lands—Gila Box Group 
Cih am! Salt Hiwr Kteridiaiu Arizona 
T. 4 S., R. 30 F.- 
T 5S.R.30E. 

T.5S.. R. 31 E. 

The involved public lands within the 
tnwnthipa described above compHte 3.069.45 
•cret, more or less, in Greenlee County. 

Selected Pubtk Lands—llackbarry Group 
Ciia and Sait River Meridian, Arizona 
T8a,R.29E. 

T 9S.,R.29E. 

T.IOS,. R.29R. 

T.aa.R.30B. 

T.9S. R,30E. 

T. lOS. R.30E. 

T.9a. R. 31 E. 

T.IOS.. R. 31 E. 

T. 11 S., R. 31 R 

The involved public tunds within llic 
townships de.scribed above comprise 104 
acres, more nr lets, In Greenlee County and 
24,087.27 acres, more or less, in Graham 
County. 

In exchange, the State of Arizona has 
offered lands in the following described 
townships to the United Slates. 

Offered State Lands—Gila Box Croup 

Cih and Salt River Mendian, Arizona 
T,6S.. R.28E. 

T 5S., R 29E. 

T. 5 S., R. 30 E. 

The involved Slate lands within ihe 
townships described above comphsi: 4 , 5364)5 
acres, more or less, in Greenlee County. 

Offered State Lands—I lack berry Group 
Cih and Salt River Meridian, Arizona 
T.7S., R . 27 E 
T as.. R,27F. 

T.9S.. R.27F.. 

T 7a. R.ZdE. 

T.aS H.2SK, 

T.9Sl. R.28F.. 

T 10 S,. R.28E, 

T 7S . R.29E. 

T a S. R 29 F.. 

T 9S..R.29E 


The in\*olvpd Slate lands within Ihe 
townships described above comprise 
23.616.38 seres, more or less, in Graham 
County. 

The above identified nonTederal 
lands are being acquired to enhance 
resource management programs and 
continue the land tenure adjustment 
program prescribed in the land use plan. 
The oveiail exchange program will 
block up Federal end State-owned lands 
and consolidate ownership and 
management with the predominant land 
holder for the areas involved. The public 
Hflereals will be well served. 

The values of the lands to be 
exchanged are approximately equal and 
the acreages will be adjusted to equalize 
values upon completion of the final 
appraisal of the lands. 

Patents for the public lands, when 
issued shall contain the following 
reserv'ations: 

1. A reservation to the United States 
of a right-of-way for ditches or canals 
constructed by the authority of the 
United States under the Act of August 
30.18^10 (28 Slat. 391; 43 U.S.C 945). 

2. .A reservation to the United States 
of a right-of-way granted to the Arizona 
Department of Transportation under 
serial number PUX-080452 for a 
highway under the authority of the Act 
of November 9.1921 (42 Stat. 212). 
affecting the NWV 4 .NEV 4 SWV 51 , S^tion 
8. T. 5 S,. R. 30 E. 

The public lands shall also be 
patented subject to all valid existing 
rights and the terms and conditions of 
Iho authorized uses. 

The State lands, when conveyed to 
the United States, will be subject to such 
tt^rms and conditions as are necessary 
to protect the permittees and lessees. 
The permittee/lessee will be able to 
either continue his/her use under the 
existing terms of the State s 
authorization or may be issued a new 
authorization by the Bureau of Land 
Management. 

DATE: For a period of 45 days from date 
of publication in the Federal Register 
iitCiOSted parties may submit comments 
to Ihe Safford Plstricl Manager, 425 B, 
4lh Street. Safford. Arizona 85546. Any 
adverse comments will be evaluated by 
the State Director, who may sustain, 
vacate or modify this realty action and 
issue a final determination. In the 
absence of any action by (he State 
Director, (his realty action will become 
the Final determination of the 
Department of Ihe Interior. 
SUPPLEMENTARY INfORMATlON: Detailed 
information concerning the exchange 
including the land use plan supporting 
this exchange and the environmental 
considerations reviewed in making this 


decision to exchange, are available for 
review at the SaffoH District Office. 

Dated July 19,1085. 

Laater K. Roi^tik/aiice, 

DtsUici Manager, 

|FR Ooc. 85-17730 Filed 7-25-85; R.45 am) 
OlLLlltG COOC 4J10-39-M 


ICA 16396J 

Realty Action; Exchange of Public 
Lands In Sen Diego County, CA 

aqency: Bureau of Land Management, 
Interior. 

action: Realty Action-Exchange of 
Public Lands, CA 16396. 


summary; The following described 
public lands have been determined to be 
suitable for disposal by exchange under 
section 206 of the Federal Land Policy 
and Management Act of October 21. 

1976 (43 U.S.C. 1716): 

T. a S„ R. 4 W.. SBM., 

See, 32: WV%SEV4 

Containing 80.00 aaea. 

In exchange, the Federal Government 
will acquire non-Federal land in San 
Diego County from Mr. jack Stone, 5722 
Skylark Place, La Jolla, California 92037. 
These lands are described as follows: 

T. 18S..R.2E..SBM.. 

Sec. 7; SEV 4 

Sec. 17: NWV%NEV^. 

Sec. 18: lot 1, N WNEV^. NEVCiNWW 

Cuotaining 441.11 acres ±, 

The purpose of this exchange is to 
obtain non-Federal lands for use in 
Federal programs. This exchange 
conforms with the Southern CaUfomia 
Melropobtan Project's Escondido 
Management Framework Plan/ 
Management Action Summary. The 
public interest will be well served by 
making this exchange. The values of the 
lands exchanged are approximately 
equal and the acreage will be adjusted 
and/or money will be used to equalize 
values upon completion of the final 
appraisal of the lands. 

The terms and conditions applicable 
to this exchange are: 

1. The non-Federal lands involve an 
exchange of the surface estate only; all 
minerals, together with t.Se right to 
prospect for, mine and remove the 
minerals are already vested in the 
United States, 

2. The Federal lands involve an 
exchange of the surface estate and the 
mineral estate: excepting geothermal 
resources, together with the right to 
prospect for. develop and utilize 
geothermal resources pursuant to the 
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Ceotherroal Steam Act of 1970 (64 Stat. 
1566: 30 U.S.C 101-1025). 

3. The Federal lands will have a 
roser\'ation to the United States of a 
right-of-way for ditches or canals 
constructed by authority of the United 
States under the Act of August 30.1890 
(43 U.S.C 945). 

The publication of this notice in the 
Federal Register shall segregate the 
public lands described herein from all 
other forms of appropriation and entry 
under the public land laws and the 
mining laws for a period of two years. 
The exchange is expected to be 
consummated before the end of that 
period. 

Detailed information concerning this 
exchange, including the planning 
documents, environmental assessment 
and the land report is available for 
review at the Bureau of Land 
Management's California Desert District 
Office, 1695 Spruce Street. Riverside. 
California 92507. 

The publication date of this notice 
will commence the 45 days comment 
period. For a period of 45 days after 
publication of this notice in the Federal 
Register, interested parties may submit 
comments to the District Manager, 
California Desert District. 1695 Spruce 
Street, Riverside. California 92507. Any 
adverse comments will be evaluated by 
the State Director, who may vacate or 
modify this realty action and issue a 
final determination. In the absence of 
any action by the State Director, this 
realty action will become the final 
determination of the Department of the 
Interior. 

Dated: |uly 12.1985. 

Wm Chambers, 

Aclinff District Manager, 

IFR Doc. 85-17680 Filed 7-25-85: 8:45 ami 
8ILLU#0 COOC O10-4(Mi 


Minerals Management Service 

Information Collection Submitted to 
the Office of Managenoent and Budget 
for Review Under the Paperwork 
Reduction Act 

The proposal for the collection of 
information listed below has been 
submitted to the Office of Management 
and Budget for approval under the 
provisions of the Paperwork Reduction 
Act (44 U.S.C. Chapter 35). Copies of the 
proposed collection of information and 
related forms and explanatory material 
may be obtained by contacting the 
Bureau's clearance officer at the phone 
number listed lielow. Comments and 
suggestions on the requirement should 
be made within 30 days directly to the 
Office of Management and BudgiM 


Interior Department Desk Officer. 
Washington. D.C. 20503. telephone (202) 
395-7313: with copies to Mr. David A. 
Schuenke: Chief, Branch of Rules. 
Orders, and Standards: Offshore Rules 
and Operations Division: Mail Stop 646. 
Room 6A110; Minerals Management 
Service: 12203 Sunrise Valley Drive: 
Rcston. Virginia 22091. 

Title: Projected Maximum Attainable 
Rate (MAR) of OCS Oil and Gas 
Production for Significant OCS Fields 
Abstract: Respondents are required to 
provide to the Minerals Management 
Ser\ice |MMS) oil and gas pn^uction 
information and projections of future 
production rales. This information is 
used by MMS to determine the 
maximum attainable rate of 
production of crude oil and natural 
gas from significant OCS fields. This 
information is reported to Congress 
biennially. 

Bureau Form Number: Form MMS-2013 
(see attachment) 

Frequency: Biennially 
Description of Respondents: Lessees 
which operate significant fields on the 
Federal Outer Continental Shelf. 
Annuel Responses: 75 
Annual Burden Hours: 900 
Bureau Clearance Officer: Dorothy 
Christopher, (700) 435-6214 

Dated: April 17. 1964. 

|ohn B. Rigg. 

Associate Director for Offshore Minerals 
Management. 

OMD Approval No.- 

Expiration Dale- 

U S. DEP.\RTMENT OF THE INTERIOR 

Minerals Management Service 

Projected Maximum Attainable Rate (MAR) 
of Oil and Gas Production for Significant 
OCS Fields 

|unuar>’ 1.-through December 31.-. 

1. Operator - 

2. Field Name - 

3. OCS (.ease or Leases — 


4. For F.ach Lease or Croup of Commonly 
Operated (.eases Within the Field: 
a Expected Increase or Decrease in Number 
of Producing Oil and Gas Completions Over 
the Next 2 Years- 


b. Any Information. Constraining or Other 
wise. Considered Pertinent to the MAR Deter¬ 
mination — 


c. Estimated MAR for 2-Year Period. Either 
by Projected Cur\*e (attached) or by Midpoint 
(or average) of Calendar Quarters: 

□ Initial □ Revision (indicate irr 
' Remarks’* reason for revision) 

Calendar Year- 

IsiQtr. - 

2nd Qtr.- 

3rd Qtr - 

4lhQlr. - 

Calendar Year — 


IslOtr. - 

2nd Qtr.- 

3rd Qtr.- 

4lhQlr - 

5. Remarks or Discussion 


Signature - .— . 

Dale -—- 

The Paperwork Reduction Act Statement. 
This information is being collected and used 
to prepare the biennial report to the Congress 
on the availability of oil and natural gas on 
the Outer Continental Shelf. Response to this 
request is mandatory (43 U.S.C 1665). Failun- 
to report this information can result in a fine 
of no! more than $10,000 for each day of 
continuance of such failure (43 US.C. 1350). 

Form MMS-2013 

|FR Doc. 85-17736 Filed 7-25-65: 8 45 am) 
BiLUMO COOC oio-jyin 


Announcement of an International 
Workshop on the Quality of 
Underwater Welding of Offshore 
Structures and Pipelines 

agency: Minerals Management Service. 
Interior. 

ACTION: Announcement of an 
International Workshop on Underwater 
Welding. 

summary: The Technology Assessment 
and Research Program of the Minerals 
Management Service will sponsor an 
intcmatiomil workshop on the quality of 
underwater welding of offshore 
structures and pipelines to assess the 
current state-of-the-art and to determine 
future research needs. The workshop 
will be conducted by the Center for 
Welding Research at the Colorado 
School of Mines. Golden, Colorado, on 
November 13-14.1985. 

FOR FURTHER INFORMATION CONTACT: 

Charles E. Smith, Research Program 
Manager. Minerals Management 
Service. MS 647.12203 Sunrise Valley 
Drive, Rcston, Virginia 22091. telephone 
703-860-7885, 

Dated: |uly 15.1985 
Carolita Kallaur. 

Acting Associate Director for Offshore 
Minerals Management. 

|FR Doc. 85-17721 Filed 7-25-85; 8:45 am| 
BitUNG COOC 


Outer Continental Shelf; Development 
Operations Coordination Document; 
Conoco Inc. 

agency: Minerals Management Service, 
Interior. 

ACTION: Notice of the Receipt of a 
Proposed Development Operations 
Coordination Document (DOCD). 
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SUMMARY: Notice is hereby given that 
Conoco Inc. has submitted a DOCD 
liescribing the activities it proposes to 
ennduct on Li?hsc OCS 0487, Block 119. 
Vermilion Area, offshore Louisiana. 
Proposed plans for the above area 
provide for the development and 
production of hydrocarbons witli 
support activities to be conducted from 
onshore bases located at Cameron and 
Morgan City, Louisiana. 
date: The subject was deemed 
submitted on July 15.1965. 

AODRessES: A copy of the subject 
DOCD is available for public review at 
the Office of the Regional Director, Gulf 
of Mexico OCS Region. Minerals 
Management Service, 3301 North 
Causeway Dlvd., Room 147, Motalrie, 
lu)ui8iana (Office Hours: 9 a.m. to 3:30 
p.m., Monday through Friday). 

FOR FURTHCR INFORMATION CONTACT: 

Ms. Angie Gobert; Minerals 
Management Service: Gulf of Mexico 
OCS Region: Rules and Production: 

Plans, Platform and Pipeline Section: 
Exploration/Development Plans Unit: 
Phone (504) 838-0876. 

SUPPLIMCNTAIIV INFORMATION: The 
purpose of this notice is to inform the 
public, pursuant to section 25 of the OCS 
Lands Act Amendments of 1978, that the 
Minerals Management Service is 
considering approval of the DOCD and 
that it is available for public review. 

Revised rules governing practices and 
procedures under which the Minerals 
Management Ser\*ice makes information 
contained In DOCDs available to 
affected states, executives of affected 
local governments, and other interested 
parties became cITcctive December 13. 
1979, (44 FR 53685). Those practices and 
procedures are set out in revised 
f 250.34 of Title 30 of the CFR. 

Dated: July 17.1965. 
john L Rankin, 

^'onai Dirocior, Gulf of Mexico OCS 
ntsgha. 

|FR Doc, 65-17725 Filed 7-25^: 8:45 araj 
nujmi coot 4J10 Mn-M 


Oul*r ContifMnM Shelf; Development 
deration* Coordination Document; 
Corpus Chriati Oil end Gas Co. 


*oet^ Minerals Management Service, 
interior. 


Notice of the Receipt of a 
i^iwsed Development Operations 
coordination Document (DOCD). 


SUMMAI^: Notice is hereby given Ih; 
p)rpus Christ! Oil and Gas Compan 
hns submitted a DOCD describing t) 
?‘'tivhics It proposes to conduct on 
OCS-O 5299. Block 163, West 


Cameron Area, offshore Ixraisiona. 
Proposed plans for the above area 
provide for the development and 
production of hydrocarbons with 
support activities to be conducted from 
an onshore base located at Cameron. 
Louisiana. 

DATE: 'Fhe subject DOCD was deemed 
submitted on July 15,1905. Comments 
must be received within 15 days of the 
date of this Notice or 15 days after the 
Coastal Management Section receives a 
copy of the DOCD from the Minerals 
Management Service. 

AODREESES: A copy of the subject 
DOCD is available for public review at 
the OfTice of the Regional Director. Gulf 
of Mexico OCS Region. Minerals 
Management Service, 3301 North 
Causeway Blvd, Room 147, Metairie, 
Louisiana (Office l-lours: 9 a.m. to 3:30 
p.m.. Monday through Friday). A copy of 
the DOCD and the accompanying 
Consistency Certiftcation are also 
available for public review at the 
Coastal Management Section Office 
located on the 10th Floor of the State 
Lands and Natural Resources Building. 
625 North 41h Street, Baton Rouge, 
Louisiana (Office Hours: 8 a jn. to 4:30 
p.m.. Monday through Friday). The 
ptiblic may submit comments to the 
Coastal Management section. AtienUon 
OCS Plans, Post Office Box 44396, Baton 
Rouge, Louisiana 70805. 

FOR FURTHER INFORMATION CONTACT: 
Michael J. Tolbert; Minerals 
Management Service: Gulf of Mexico 
OCS Region: Rules and Production; 
Plans, Platform and Pipeline Section: 
Exploratlon/Developmcnt Plans Unit; 
Phone (504) 838-0875. 

SUPPLEMENTARY INFORMATION: Thc 
purpose of this notice is to inform the 
public, pursuant to section 25 of the OCS 
I^nd Act Amendments of 1978. that the 
Minerals Management Service is 
considering approval of the DOCD and 
that it is available for public review. 
Additionally, this notice is to inform 
public, pursuant to { 930.61 of Title 15 of 
the CFR. that the Coastal Management 
Section/Louisiana Department of 
Natural Resources is reviewing the 
DOCD for consistency with the 
Ixiuisiana Coastal Resources Program. 

Revised rules governing practices and 
procedures under which the Minerals 
Management Service makes information 
contained in DOCDs available to 
affected states, executives of affected 
local governments, and other interested 
parties became effective December 13. 
1979 (44 FR 53683). Those practices and 
procedures arc set out in { 250.34 of 
Title 30 of the CFR. 


Dated: july tO. 1065. 

|r>hn L Rftnkin, 

Regional Diwetor, Gulf of Mexico OCS 
Region, 

[FR Doc. 85-17720 Filed 7-25-85, 8:45 amj 

StUJNQ COOE 


Outer Continental Shelf; Development 
Operations Coordination Document; 
ODECO Oil and Gas Co. 

agency: Minerals Management Service, 
Interior, 

action: Notice of the Receipt of a 
Proposed Development Operations 
Coordination Document (DOCD). 

summary: Notice is hereby given that 
OOECO Oil and Gas Company has 
submitted a DOCO describing thc 
activities it proposes to conduct on 
l^ease OCS 074. Block 20 , South Pelto 
Area, ofbhore Louisiana. Proposed 
plans for the above area provide for the 
development and production of 
hydrocarbons with support activities to 
be conducted from an onshore bate 
located at Dulac, Louisiana. 

date: The subject DOCD was deemed 
submitted on July 16,1985. 

ADDRESSES: A copy of the subject 
DOCD is available for public review at 
the Office of the Regional Director, Gulf * 
of Mexico OCS Region, Minerals 
Management Service, 3301 Norlh 
Causeway BlvcL, Room 147, Metairie. 
Louisiana (Office Hours: 9 a.m. to 3:30 
p.nu, Monday through Friday). 

FOR FURTHER INFORMATION CONTACT: 

Ms. Angie Gobert; Minerals 
Management Service; Gulf of Mexico 
OCS Region: Rules and Production: 

Plans, Platform and Pipeline Section; 
Exploration/Development Plans Unit; 
Phone (504) 838-0676. 

SUPPLEMENTARY INFORMATK>N: The 
purpose of this Notice is to inform the 
public, pursuant to section 25 of the OCS 
Lands Act Amendments of 1976. that the 
Minerals Management Service is 
considering approval of the DOCD and 
that it Is available for public review. 

Revised rules governing practices and 
procedures under which the Minerals 
Management Service makes information 
contained In DOCDs available to 
affected states, executives of affected 
local governments, and other interested 
parties became effective December 13. 
1979, (44 FR 53685). Those practices and 
procedures are set out in revised 
i 250.34 of Title 30 of the CFR. 
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Doled: |uly ta )9B5. 

|ohn L Ranktn* * 

nt^gionai Director. Calf of Mexico OCS 
Hoition, 

|FR Dim:. 8S-17737 Filed 7-.25-85; a-45 «fn| 
eiLLmo cooc oio-hr-m 


Outer Continental Shelf; Development 
Operatons Coordination Document; 
Pennzoil Co. 

AGENCY: Minerals Management Spr\Mce. 
Interior. 

action: Notice of the Receipt of a 
Proposed Development Operations 
Coordination Document (DOCD). 

SUMMARY: Notice is hereby given that 
Pennzoil Company has submitted a 
DOCD describing the activities it 
proposes to conduct on l.ease OCS^J 
2115. Block 330. Eugene Island Area, 
offshore Louisiana. Proposed plons for 
the above area for the development and 
production of hydrocarbons with 
support activities to be conducted from 
an onshore base located at Intracoastal 
City. Louisiana. 

date: The subject DOCD was deemed 
submitted on July 15,1985. Comments 
must be received within 15 days of the 
date of this year of this notice or 15 days 
after the Coastal Management Section 
receives a copy of the DOCD from the 
Minerals Management Service. 
ADDRESSES: A copy of the subject 
DOCD is available for public review at 
the Office of the Regional Director, Gulf 
of Mexico, OCS Region, Minerals 
Managmeent Ser\Mce. 3301 North 
Causeway Dlvd.. Room 147, Metairie. 
Louisiana (Office Hours: 9 a.m. to 3:30 
p.m.. Monday through Friday). A copy of 
the DOCD and the ac€X)mpanying 
Consistency Certification are also 
available for public review at the 
Coastal Management Section Office 
located on the 10th floor of the State 
Lands and Natural Resources Building. 
625 North 4th Street, Baton Rouge. 
Louisiana (Office Hours: 8 a.m. to 4:30 
p.m.. Monday through Friday). The 
public may submit comments to the 
Coastal Management Section, Attention 
OCS Plans. Post Office Ek)x 44356. Baton 
Rouge. Louisiana 70805. 

FOR FURTHER INFORMATION CONTACT; 
Angie D. Cobert: Minerals Management 
Ser\'ice: Gulf of Mexico OCS Region; 
Rules and Production: Plans, Platform 
and Pipeline Section: Exploration/ 
Development Plana Unit: Phone (504) 
630-0876. 


SUPPLEMENTARY INFORMATION: The 
purpose of this notice is to inform the 
public, pursuant to section 25 of the OCS 
Lands Act Amendments of 1978. that the 
Minerals Management Service is 
considering approval of the DOCD and 
that it is available review. Additionally, 
this notice is to inform the public, 
pursuant to § 930.61 of Title 15 of the 
Ck'R. that the Coastal Management 
Section/Louisiana Department of 
Natural Resources is reviewing the 
DOCD for consistency with the 
Louisiana Coastal Resources Program. 

Revised rules governing practices and 
procedures under which the Minerals 
Management Service makes information 
contained in DOCDs available to 
affected states, executives of affected 
local governments, and other interested 
parties became effective December 13. 
1979. (44 CFR 53685). Those practices 
and procedures are set out in revised 
5 250.34 of Title 30 of the CFR. 

Dated: |uly 17,1965. 

John L Rankin. 

Regional Director. Gulf of Mexico OCS 
Region, 

|FR Doc. 85-17723 Filed 7-25-65: 8:45 Mm| 
MLUNG COOC 43lO>MPMi 


Scientific Committee of the Outer 
Continental Shelf (OCS) Advisory 
Board; Notice and Agenda of Meeting 

This Notice is issued in accordance 
with the provisions of the Federal 
Advisory Ckimmittee Act, Pub. L. 92-463. 
5 U.S.C. Appendix 1. and the Office of 
Management and Budget's Circular A-63 
Revised. 

The Scientific Committee of the OCS 
Advisory Board will meet on August 13 
and 14.1985, in the Conference Room 
(Room 602), Alaska Region. 949 East 
36th Avenue. Anchorage. Alaska 99508. 

The Scientific Committee will meet 
during the period 8:30 a.m. to 5 p.m. on 
both days. 

Agenda for the meeting will include 
the following subjects: 

• Environmental Studies Issues 
Related to Exploration. Development, 
and Production Activities: 

• The Alaska Region Socioeconomic 
Studies Program: and 

• Scientific Data and Information 
Exchange Between Industry and Federal 
Agencies. 

The meeting of this committee is open 
to the public. Approximately 20 visitors 


can be accommodated on a first-come/ 
first'Served basis. Ail inquires 
concerning this meeting should be 
addressed to: Dr. Don Aurand. Chief. 
Branch of Environmental Studies (644), 
Minerals Management Service, Room 
2528, U.S. Department of the Interior. 
18th 8 C Streets. NW.. Washington. DC 
20240; telephone: (202) 343-7744. 

Dated: July 19.1965. 

Richard B. Krahl, 

Acting Associate Director for Offshore 
Minerals Management. 

(FR Doc, 85-17740 Filed 7-25-85. 8:45 am) 
BILLINO CODE 


Bureau of Reclamation 

Quarterly Status Tabulation of Water 
Service and Ref>ayment Contract 
Negotiations; Notice of Proposed 
Contractual Actions Pending Through 
September 1985 

Pursuant to section 226 of the 
Reclamation Reform Act of 1982 (96 
Stat. 1273), and to § 426.20 of the rules 
and regulations published in the Federal 
Register December 6.1983, Vol. 48. page 
54785. the Bureau of Reclamation will 
publish notice of proposed or 
amendatory repayment contract acUons 
or any contract for the delivery of 
irrigation water in newspapers of 
general circulation in the affected area 
at least 60 days prior to contract 
execution. The Bureau of Reclamation 
announcements of irrigation contract 
actions will be published in newspapers 
of general circulation in the areas 
determined by the Bureau of 
Reclamation to be affected by the 
proposed action. Announcements may 
be in the form of news releases, legal 
notices, oHicial letters, memorandums, 
or other forms of written material. 
Meetings, workshops, and/or hearings 
may also be used, as appropriate, to 
provide local publicity. The public 
participation requirements do not apply 
to proposed contracts for the sale of 
surplus or interim irrigation water for a 
term of 1 year or less. The Secretary or 
the district may invite the public to 
observe any contract proceedings. All 
public participation procedures will be 
coordinated with those involved in 
complying with the National 
Environmental Policy Act if the Bureau 
determines that the contract action may 
or will have "signincanr environmental 
effects. 
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Pursuant to the *'Final Revised Public 
Participation Procedures'* for water 
service and repayment contract 
negotiations, published in the Federal 
Register February 22.1982, Vol 47, page 
7783, a tabulation is provided below of 
all proposed contractual actions in each 
of the seven Reclamation regions. Each 
proposed action listed is. or is expected 
to Im. in some stage of the contract 
negotiation process during July. August, 
or September of 1983. When contract 
negotiations are completed, and prior to 
execution, each proposed contract form 
must be approved by the Secretary, or 
pursuant to delegated or rcdelegated 
authority, the Commissioner of 
Reclamation or one of the Regional 
Directors. In some instances, 
congressional review and approval of a 
report, water rate, or other terms and 
conditions of the contract may be 
involved. The identity of the approving 
officer and other information pertaining 
to a specific contract proposal may be 
obtained by calling or writing the 
appropriate regional office at the 
addresses and telephone numbers given 
for each region. 

This notice is one of a variety of 
means being used to inform the public 
about proposed contractual actions. 
Individual notice of intent to negotiate, 
and other appropriate announcements, 
are made In the Federal Register for 
those actions found to have widespread 
public interesL When this is the case, 
the date of publication is given. 

Acronym Definitioiis Used Herein: 


(FR) Federal Register 
(ID) Irrigation District 
HDD) Irrigation and Drainage District 
(M8l| Municipal and Industrial 
(D&MC) Drainage and Minor 
Construction 


Echabllitiiilon and Betterment 
Operation and Maintenance 
(CAP) Central Arizona Proiect 
(CVPj Central VaUey Project 
(P-SMBPJ Pick-Sloan Missouri Basin 
Program 


Colorado River Storage Projci 
S*Tial| Reclamation Projects A 
Pacific Northw'est Region: Bureau c 
Reclamation. 550 West Fort Street, Bi 
W, Boise. ID 83724, telephone (208) 3 

I, 


1. Boise Cascade Corporation. 
J^Iumbia Basin Project, Washingtc 
industrial water service contract; 2 

published April 
1980. Vol. 45. page 23531. 

2^ive IDs, Boise Pro|ocl. Idaho- 
Irrigation repayment contri 
•“JlOO acre-feet of stored water in 
Arrow rock Reservoir. 

3. Brewster Rat ID. Chief loseph 
Project Washington: Amendatory 


repayment contract: Land 
reclassification of approximately 360 
acres to irrigable: Repayment obligation 
to increase by $189,000. 

4. Individual irrigators. M&l and 
miscellaneous water users. Pacific 
Northwest Region. Idaho. Oregon and 
Washington: Temporary (interim) water 
service contracts hr surplus project 
water for irrigation or M&I use to 
provide up to 10.000 acre-feet of water 
annually for terms up to 5 years; Long¬ 
term contracts for similar servii^ for up 
to 1.000 acre-feet of water annually. 

5. Rogue River Basin water users. 
Rogue River Basin Project. Oregon: 
Water service contracts: $5 per acre-foot 
or $20 minimum per annum, not to 
exceed 320 acres or 1.000 acre-feet of 
water per contractor for terms up to 40 
years. 

6. Willamette Basin water users. 
Willamette Basin Project Oregon; 

Water service contracts; $1.25 per acre- 
foot or $20 minimum per annum, not to 
exceed 320 acres or 1,000 acre-feet of 
water annually per contractor for terms 
up to 40 years. 

7. Fifty-three Palisades Reservoir 
Spaceholders. Minidoka Project Idaho- 
Wyoming; Contract amendments to 
extend term for which contract water 
may be subleased to other parties. 

8. Cascade Reservoir water users. 
Boise Project Idaho; Irrigation 
repa>7ncnt contracts; 57.251 acre-feet of 
slor^ water in Cascade Reservoir. 

9. Boise Water Corporation, Boise 
Project Idaho: Short-term (2 years) M&l 
water service contract: up to 5.0CX) acre- 
feet annually from stored water in Lucky 
Peak Reservoir. 

10. Thirty-two jackson Luke Dam 
Spaceholders. Minidoka Project. Idaho- 
Wyoming: Repayment of costs 
associate with Safety-of-Dams 
modifications to Jackson Lake Dam. 

11. ID'S and similar water user 
entities; Amendatory repayment and 
water service contracts; Purpose is to 
conform to the Reclamation Reform Act 
of 1982 (Pub. L 97-293), 

12. Greater Wenatchee ID. Chief 
Joseph Dam Project. Washington: SRPA 
loan repayment contract: $8,576,000 
proposed obligation. 

Mid-Pacific Region: Bureau of 
Reclamation. (Federal Office Building) 
2600 Cottage Way, Sacramento. CA 
65825. telephone (916) 484-4680. 

1. 2047 Drain Water Users 
Association. CVP, California; Water 
right settlement contract: FR notice 
published July 25.1979, Vol. 44. Page 
43535. 

2. Tuolumne Regional Water DistricL 
CVP, California: Water service contract: 
3.200 acre-feet from New Melones 
Reservoir. 


3. Calaveras Coiinty Water District, 
CVP, California; Water service contract; 
500 acre-feet from New Melones 
Reservoir; ra notice published February 
5.1982. Vol. 47, page 5473. 

4. Individual irrigators. M&I. and 
miscellaneous water users. Mid-Pacific 
Region. California, Oregon, and Nevada: 
Temporary (interim) water service 
contracts for surplus project water for 
irrigation or M&l use to provide up to 
10.000 acre-feet of water annually for 
terms up to 5 years: Temporary Warren 
Act contracts to wheel nonprojeci water 
through project facilities for terms up to 
1 year. Long-term contracts for similar 
service for up to 1.000 acre-feet of water 
annually. 

5. Pacheco Water District. CVP, 
California: Amendatory water service 
contract providing for a change in point 
of delivery from Dclta-Mcndota Canal to 
the San Luis Canal. 

6. El Dorado ID, Sly Park Unit. CVP, 
California; D&MC contract to allow the 
District to accomplish the construction 
work with the remaining funds from the 
distribution system contract, and amend 
the Unit 4 portion of its existing 
repayment contract to pay interest on 
actual M&l use. 

7. South San Joaquin ID and Oakdale 
ID. CVP. California: Operating 
agreement for conjunctive operation of 
New Melones Dam and Reservoir on the 
Stanislaus Riven FR notice published 
June 6.1979. Vol. 44, page 32483. 

8. San Luis Water District. CVP, 
California; Amendatory water service 
contract providing for a change in point 
of delivery from Delta-Mendota Canal to 
the San Luis Canal. 

9. Mid-Valley Water Authority, CVP. 
California; Temporary water supplies up 
to 100,000 acre-feet. 

10. Solano ID. Solano Project. 
California: Amendatory loan repayment 
contract providing for reconveyance and 
M&l water supply delivery. 

11. City of AvenaL CVP, California; 
Amendment of existing water service 
contract to provide for furnishing project 
power to city canalside relift facilities 
and change the point of diversion. 

12. Yuba County Water Agency. South 
County Irrigation ProjecL SRPA. 
California; Loan repayment contract. 
$18,500,000 proposed obligation. 

13. ID'S and similar water user 
entities; Amendatory repayment and 
water service contracts, including the 
amending of approximately 24 SRPA 
contracts; Purpose is to conform to the 
Reclamation Reform Act of 1982 (Pub. L 
97-293). 

14. United Water Conservation 
DistricL SRPA. California: Loan 
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repayment contract. $18,730,000 
proposed obligation. 

15. State of Hawaii. Molokai Pro)ect. 
SRPA: Contract amendment to provide 
for use of facilities for M&I purposes. 

18. Shasta Dam Area Public Utility 
District. CVP. California: Amendatory 
water Ber\'ice contract providing for 
increased MAI use to the district 

17. State of California. CVP. 
California: contract(s] for. (1) sale of 
interim water to the Department of 
Water Resources for use by the State 
Water Project Contractors, and (2) 
acquisition of conveyance capacity in 
the California Aqueduct for use by the 
CVP, as contemplated in the current 
draft of the Coordinated Operations 
Agreement 

18. Pixley ID. SRPA. California; Loan 
repayment contract. $12,300,000 
proposed obligation. 

19. Century Ranch Water Company, 
Inc., CVP, California; Orland exchange. 
Mai. and water right settlement 
contract 

20. Kaiser Development Company, 
CVP. California; Sacramento River 
water right contract Suspension of 
agricultural contract and execution of 
MAI contract 

21. Madera ID, Madera Canal CVP. 
California; Warren Act contract to 
convey and/or store nonproject Soqud 
water through project facilities. 

22. Hills Valley ID. CVP. California; 
Amendatory water service contract, 
additional 400 acre-feet. 

23. Tri-Valley Water District. CVP. 
California: Amendatory water service 
contract additional 160 acre-feet 

24- County of Tulare. C\T, California; 
Amendatory water service contract 
additional 1.008 acre-feet 

Upper Colorado Region: Bureau of 
Reclamation. P.O. Box 11568 (125 South 
State Street). Salt Lake City, UT 84147, 
telephone (801) 524-5435. 

1. Individual irrigators. MAl. and 
miscellaneous water users, Upper 
Colorado Region, Utah. Wyoming. 
Colorado, and New Mexico; Temporary 
(interim) water service contracts for 
surplus project water for irrigation or 
Mai use to provide up to 10,000 acre-feet 
of water annually for terms up to 5 
years: I^ng-term contracts for similar 
service for up to 1.000 acre-feet of water 
annually. 

2. MAl water users, Navajo Unit. 
CRSP, New Mexico; Negotiate or amend 
long term contracts for MAl water with 
current long term and short term 
contractors or new contractors pursuant 
to Section U of P.t. 87-483 and 
Hydrologic Determination dated |anuary 
29. 1985. 

3. AnimaS'ta Plata Conservancy 
District. Animas-La Plata Project. 


Colorado; Water service contract: 9,200 
acre-feet per year for MAI use: 72,200 
acre-feet per year for irrigation, 

4. La Plata Conservancy District. 
Animas-La Plata Project. New Mexico: 
Water service contract; 16.000 acre-feet 
per year for irrigation. 

5. City of Farmington. Animas-La 
Plata Project New Mexico; MAI water 
service contract: 19.700 acre-feet per 
year, 

0. City of Aztec, Animas-La Plata. 
Project, New Mexico: MAI water service 
contract 5,800 acre-feet per year 

7. City of Bloomfield. Animas-La Plata 
Project, New Mexico: MAI water service 
contract: 5,300 acre-feet per year. 

8- Central Utah Project, Bonneville 
Unit. Utah; Supplemental MAI 
repayment contract for 94.100 acre-feet 
per yean FR notice published August 22, 
1980. Vol. 45, No. 165. page 56199. Pinal 
proposed draft contract available. 

9. Central Utah Project, Bonneville 
Unit. Utah; $34,000,000 DAMC 
Contract—Duchesne River Area Canals 
rehabilitation to meet 1967 construction 
commitment. Repayment covered under 
executed repayment contract and by 
CRSP power revenues. 

10. Dorchester Coal Company. Blue 
Mesa Reservoir, Colorado, Colorado 
River Storage Project: MAI water service 
contract. 400 acre-feet per year, for 40 
years. 

11. South Weber Water Improvement 
District Weber Basin Project Utah: 
Amendatory SRPA contract to extend 
payout period from 21 years to 40 years. 

12. State of Wyoming. Seedskadee 
Project Wyoming: Contract for 
repayment of reimbursable cost 
associated with the modification of 
Fontenelle Dam pursuant to the 
Reclamation Safety of Dams 
Amendments of 1984 (Pub. L 98-404), 

13. Miscellaneous water users. Upper 
Colorado Region. Blue Mesa Reservoir. 
Colorado River Storage Project 
Colorado. MAl uses. 20-acre feet and 
less for 20-40 years. 

14. ID*s and similar water user 
entities: Amendatory repa>mient and 
water service contracts: Purpose is to 
conform to the Reclamation Reform Act 
of 1982 (Pub. L 97-293). 

15. MAI water users. Navajo Unit. 
Colorado River Storage Project New 
Mexico; Negotiable repayment of 
reimbursable costs associated with the 
modification of Navajo Dam pursuant to 
the Reclamatkm Safety of Dam Act 
Amendment of 1984 (Pub. L 98-404). 

18 Bonneville Unit Central Utah 
Project. Utah: Two repayment contracts 
for repayment of jordiui Aqueduct with 
Salt Lake County Water Conservancy 
District and the Metropolitan Water 


District. Final proposed contract drafts 
available. 

17. Upper Yampa W'ater Conservancy 
District. Colorado; Repayment contract 
to repay a loan of $4,478,000 for the 
construction of Stagecoach Dam and 
Reservoir pursuant to the SRPA of 1956, 
Pub. L. 48-984. as amended. 

18. Weber Basin Water Conserv'ancy 
District. Weber Basin Project. Utah; 
Emergency Loan. Repair of A.V. 
Watkins Dam Embankment. $2,800,000. 

Lower Colorado Region: Bureau of 
Reclamation. P.O. Box 427 (Nevada 
Highway and Park Street). Boulder City. 
NV 89005, telephone (702) 293-8536. 

1. Wellton-Mohawk Irrigation and 
Drainage District. Gila Project, Arizona: 
Amendatory DAMC contract for 
improvement of the Gila River %vilhin 
the district's boundaries; $6,000,000 of 
Federal funds to be utilized on a 
nonreimbursable basis pursuant to Pub. 
L 98-396. August 21.1984. 

2. Agricultural and MAI water users, 
CAP. Arizona; Water service 
subcontractr. A certain percent of 
available supply for irrigation entities 
and up to 640.000 acre-feet per year for 
MAI use. 

3. Elsinore Valley Municipal Water 
District. Elsinore. California; Contract 
for the repayment of a $7,156,000 SRPA 
loan. 

4. Agricultural and MAl water users. 
CAP, Arizona; Contracts for repayment 
of Federal expenditures for construction 
of distribution systems. 

5. Contracts with 5 agricultural 
entities located near the Colorado River 
in Arizona. Boulder Canyon Project; 
Water service contracts for up to 1.920 
acre-feet per year total 

6. Gila River Indian Community, CAP. 
Arizona: Water service contract; 
Contract for delivery of up to 173,100 
acre-feet per year. 

7. Yuma-Mesa IDD, North Gila Valley 
ID. and Yuma ID. Gila Project. Arizona; 
Amendatory and supplemental contract» 
to conform to the provisions of Pub. L 
98—530. 

8. Hiilandcr ' C*' ID. Colorado River 
Basin Salinity Control Project. Yuma, 
Arizona; 5-year contract for 4,000 acre- 
feet per year from the Protective and 
Regulatory Pumping Unit. 

9. Sunset Mobile Home Park. Boulder 
Canyon Projecl Arizona; MAl water 
service contract for delivery of 30 acre- 
feel of water per year pursuant to 
recommendation of Arizona Department 
of Water Resources. 

18 ID’S and similar water user 
entities; Amendatory repayment and 
water serv ice contracts; Purpose is to 
conform to the Reclamation Reform Act 
of 1982 (Pub, L 97-293). 
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11. Runcho California Water District. 
Temecula. California; Contract for the 
repayment of a S20.940.000 SRPA loan. 

12. Ak-Chin Indian Community. 
Maricopa. Arizona; Supplemental 
contract in accordance with the 
provisions of Pub. L. 98-530. 

13. City of Needles. Needles, 
California; Contract for up to 10.000 
acre-feel per year of surplus water from 
the Colorado River, permanent contract 
to be activated only during periods 
when surplus flows are available. 

14. Gila River Indian Community. 
Arizona; Contract for the repayment of a 
S0..574.000 SRPA loan. 

15. Lakeview City, Incorporated: 

Water delivery contract for up to 400 
acre-feel per year from the Colorado 
River for M&l use; Contains provisions 
for increasing delivery up to 1.309 acre- 
feet to serve future development upon 
recommendation of the Slate of Arizona. 

16. Water delivery contracts with the 
State of Arizona, the Bureau of Land 
ktanagement. and several private 
entities which are in the process of 
being organized for a yet undetermined 
amount of Colorado River Water for 
Mai use. The purpose of these contracts 
is to afford legal status to various 
nuncontfactual water users within the 
State of Arizona. 

17. Contract with the State of Arizona 
for a yet undetermined amount of 
Colorado River water for agricultural 
icse and related purposes on State- 
owned land. 

Southivest Region: Bureau of 
Reclamation. Commerce Building. Suite 
281,714 South Tyler. Amarillo. TX 79101. 
It lephone (806) 378-5430. 

1. Fort Cobb Reservoir Master 
Conservancy District. Washita Basin 
Project. Oklahoma: Amendatory 
rnpayment contract to convert 4.700 
•icre-feel of irrigation water to .M8I use. 

2. Foss Reservoir Master Conservancy 
District. Washita Basin Project. 
Oklahoma; Amendatory repayment 
contract for remedial work, 

3. Vermejo Conservancy District. 
Vermcio Project New Mexico; 
Amendatory contract to relieve the 
district of further repayment obligation, 
presently exceeding S2 million, pursuant 
to Pub. L 98-550. 

I Lavaca-Navidad River Authority. 
Palmetto Bend Project. Texas: 
/Vmendalory repayment contract to 
provide for increased payment for 
recre.it ion. 

5. Hidalgo County Irrigation District 
No. 1 Uwer Rio Grande Valley. Texas; 

»iipplemcntal SRPA loan contract for 
Approximately 813.205.000. The 
contracting process Is dependent upon 
Onal approval of the supplemental loan 


8 ID’S and similar water user entities; 
Amendatory repayment and water 
service contracts; Purpose is to conform 
with the Reclamation Reform Act of 
1982 (Pub. L 97-293). 

Upper Missouri Region: Bureau of 
Reclamation. P.O. Box 2553, Federal 
Building. 316 North 26th Street. Billings, 
Montana 59103, Telephone (406) 657- 
6413. 

1. Individual irrigators, MAl. and 
miscellaneous water users. Upper 
Missouri Region. Montana, Wyoming. 
North Dakota, and South Dakota: 
Temporary (interim) water service 
contracts for surplus project water for 
irrigation or M&l use to provide up to 
10,000 acre-feet of water annually for 
terms up to 5 years; Long-term contracts 
for similar service for up to 1,000 acre- 
feet of water annually. 

2. Nokota Company. Lake Sakakawea. 
P-SMBP, North Dakota: Industrial water 
service contract; Up to 18800 acrc-fcet 
of water annually: FR notice published 
May 5.1982. Vol. 47. Page 19472, 

3. Fort Shaw ID, Sun River Project. 
Montana: R&B loan repayment contract: 
Up to $1.5 million. 

4. ID’S and similar water user entities: 
Amendatory repayment and water 
service contracts: Purpose is to conform 
to the Reclamation Reform Act of 1962 
(Pub. L. 97-293). 

5. Oahe Unit. P-SMBP. South Dakota, 
Cancellation of master contract and 
participating and security contracts in 
accordance with Pub. L. 97-273 with 
South Dakota Board of Water and 
Natrural Resources Spink County and 
West Brown Irrigation Districts. 

6. Owl Creek ID, Owl Creek Unit. P- 
SMBP. Wyoming: Amendatory water 
service contract to reflect water supply 
benefits being received from Anchor 
Reservoir. 

Lower Missouri Region: Bureau of 
Reclamation. P.O. Box 25247 (Building 
20, Denver Federal Center). Denver. 
Colorado 80225. telephone (303) 234- 
3327. 

1. Almcna ID No. 5. Atmena Unit. P- 
SMBP. Kansas; Deferment of repayment 
obligation for 1985. 

2. Purgatoire River Water 
Conservancy District. Trinidad Project. 
Colorado: Amendatory repayment 
contract for extension of the 
development period and revision of the 
repayment determination methodology. 

3. Com Creek ID. New Crattan Ditcn 
Company. Earl Michael, Clendo Unit. P- 
SMBP, Wyoming, and Nebraska: 
Irrigation water service contracts. 

4. Webster ID NO. 4. Webster Unit, P- 
SMBP, Kansas: Irrigation water service 
and repayment contract amendment to 
adjust payment due to reduced water 
supply. $970,816 outstanding. 


5. Green Mountain Reservoir. 
Culorado-Big Thompson Project; 
Proposed contract negotiations for sale 
of water from the marketable yield to 
water users within the Colorado River 
drainage of western Colorado. 

6. Individual irrigators. MAI. and 
miscellaneous watar users. Lower 
Missouri Region. Southeastern 
Wyoming. Colorado, Nebraska, and 
northern Kansas: Temporary (interim) 
water service contracts for surplus 
project water for irrigation or MAI use to 
provide up to 10,000 acre-feet of water 
annually for terms up to 5 years; lA)ng- 
term contracts for similar service for up 
to 1,000 acre-feet of water annually. 

7. Ruedi Reservoir, Fryingpan- 
Arkansas ProjecL Colorado: Second 
round of proposed contract negotiations 
for sale of water from the regulatory 
capacity of Ruedi Reservoir. 

8. ID's and similar water user entities; 
Amendatory repayment and water 
service contracts; Purpose is to conform 
to the Reclamation Reform Act of 1982 
(Pub. L 97-293). 

9. Lower South Platte Water 
Conservancy District. Centra) Colorado 
Water Conservancy District, and the 
Colorado W'ater Resources and Power 
Development Authority, P-SMBP, 
Narrows Unit Colorado; Water service 
contracts for repayment of costs and 
cost sharing agreement. 

10. Kirwin ID No. 1. Kirwin Unit. P- 
SMBP, Kansas: Deferment of repayment 
obligation for 1985. 

11. Kirwin ID No. 1. Kirwin Unit. P- 
S.MBP, Kansas: Irrigation water service 
and repayment contract and Emergency 
Drought Act loan contract amendment 
to adjust payments due to reduced 
water supply. $806,231 outstanding. 

12. Cedar Bluff ID No. 8 Cedar Bluff 
Unit, P-SMBP, Kansas; Deferment of 
repayment obligation for 1985. 

13. Webster ID No. 4, Webster Unit, P- 
SMDP. Kansas; Deferment of repayment 
obigation for 1965. 

14. Fryingpan-Arkansas Project. 
Colorado; ^st Slope Storage system 
consisting of Pueblo. Twin Lakes, and 
Turquoise Reservoir. Contract 
negotiations for long term storage 
contracts. 

15. Twin Loups Reclamation District. 
P-SMBP, DaMC contract and a sole 
source contract for correction of initial 
construction deficiencies and monitoring 
during initial filling, priming and 
puddling activities of the project. 
Proposed contracts are to be $500,000 
and $1,439,000. respectively. 

10. Farwcll Irrigation District. 
Nebraska; Request for DAMC contract 
for the correction of drainage and seep 
area on the project. 
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Opportunity for public participation 
and receipt of comments on contract 
proposals will be facilitated by 
adherence to the following procedures: 

(1) Only persons authorized to act on 
behalf of the contracting entities may 
negotiate the tenns and conditions of a 
specific contract proposal. 

(2) Advance notice of meetings or 
hearings will be furnished to those 
parties that have made a timely written 
request for such notice to the 
appropriate regional or project office of 
the Bureau of Reclamation. 

(3) All written correspondence 
regarding proposed contracts will be 
made available to the general public 
pursuant to the terms and procedures of 
the Freedom of Information Act (00 Stat. 
383). as amended. 

(4) Written comments on a proposed 
contract or contract action must be 
submitted to the appropriate Bureau of 
Reclamation officials at locations and 
within time limits set forth in the 
advance public notices. 

(5) All written comments received and 
testimony presented at any public 
hearings will be reviewed and 
summarized by the appropriate regional 
office for use by the contract approving 
authority* 

(6) Copies of specific proposed 
contracts may be obtained from the 
appropriate Regional Director or his 
designated public contact as they 
become available for review and 
comment. 

(7) In the event modifications are 
made in the form of proposed contract, 
the appropriate Regional Director shall 
determine whether republication of the 
notice and/or extension of the SO-day 
comment period is necessary. 

Factors which shall be considered in 
making such a termination shall include, 
but are not limited to: (i) The 
significance of the impact(s) of the 
modification and (ii) the pobUc interest 
which as been expressed over the 
course of the negotiations. As a 
minimum, the Regional Director shall 
furnish revised contracts to all parties 
which requested the contract in 
response to the initial public notice. 

Dated: July 22.1985. 

Robrrt A. Olson. 

Acting CommiiL9ian»r of Hec/amation. 

IFR Doc 0S-t773O Filed 7-25-85: 8:45ara| 
BILUNQ COOC 01»4kS-«l 


INTERSTATE COMMERCE 
COMMISSION 

Motor Carriers; Intent To Engage in 
Compensated Intercorporate Hauling 
Operations 

This is to provide notice as required 
by 49 U.S.C. 10524(b)(1) that the named 
corporations intend to provide or use 
compensated intercorporate hauling 
operations as authorized in 49 U.S.C. 
10524(b). 

1. Parent corporation and address of 
principal office: Libbcy-Owens-Ford 
Company, 811 Madison Avenue. Toledo. 
Ohio 43695-0799. 

2. Wholly-owned subsidiaries which 
will participate in the operations, and 
states of incorporation: 

i. LOF Class Division. Libbey-Owens- 
Ford Company. 811 Madison Avenue, 
Toledo. Ohio 43695-0799; Slate of 
incorpora tion—Ohio 

ii. Aeroquip Corporation, 300 South East 
Avenue. Jackson. Michigan 49203; 
State of incorporation—Michigan 

iii. LOF Plastics Inc^ 1150 Stephenson 
Highway, P.O. Box 3230, Troy. 
Mi^igan 48007-3230: State of 
incorporation—New Jersey 

iv. Modem Tools Division, Libbey- 
Owens-Ford Company, 911 Matzinger 
Road. Toledo, Ohio 43695-0799: State 
of incorporation—Ohio 

V. Vickers, Incorporated, 1401 Crooks 
Road. Troy. Michigan 48084; State of 
incorporation—Delaware 

(1) P^nt corporation and address of 
principal ofHce: The Signal Companies, 
inc., 11255 North Toircy Pines Road. La 
JoUa. CA 92037. 

(2) Wholly-owned subsidiaries which 
will participate in the operations and 
State of incorporation: 
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1. Parent Corporation and address of 
principal office: Wickes Companies. 
Inc., 3340 Ocean Park Boulevard. Santa 
Monica. CA 90405. 

2. Wholly-o%vned subsidiaries which 
will participate in the operations, and 
states of incorporation: 


(i) Wickes International Corporation, a 
Delaware Corporation 

(ii) Howard Bros. Discount Stores. Inc. a 
Louisiana Corporation 

(iii) Red Owl Stores, Inc., a Delaware 
Corporation 

(iv) SnydeFt Drug Stores. Inc., a 
Minnesota Corporation 

(v) Southland Wholesale Distributors. 
Ina, A Louisiana Corporation 

(vi) Wickes Europe, Inc., a Delaware 
Corporation 

(vii) The Woman's Shop. Inc., a Texas 
Corporation 

(viii) Woman's World Shops. Inc., a 
Delaware Corporation, and 

(ix) Yorktowne. Inc., a Delaware 
Corporation. 

)am«f H. Bayne, 

Secretary. 

FR Doc 85-17759 Filed 7-25-85: 845 aro| 

SIUJNO coot 70M-01^ 


(Rnanc8 Docket No. 30881) 

Railroad Examption; Conaolldated Rail 
Cofp4 Trackaga Rights; Missouri 
Pacific Railroad Co. 

Missouri Pacific Railroad Company 
(MP) has agreed to grant overhead 
trackage rights to Consolidated Rail 
Corporation (Conrail) between St. Elmo, 
and east St. Elmo, IL, over a segment of 
MP‘8 line described as follows: 

Beginning at the MP Conrail properly line, 
point X. near Conrail’s Milepost 154.1. E 8t 
Elmo. lU to the MP Conrail property line, 
point Y, near Ccmrairs Milepost 157.5, St 
Elmo, IL, a distance of approximately 3 4 
miles. 

The trackage rights will be effective July 
14.1985. or on such later date as MP and 
Conrail agree to. ns evidenced by an 
exchange of letters. 

This notice it filed under 49 CFR 
1180.2(d](7]. Petitions to revoke the 
exemption under 49 U.S.C. 10505(d) may 
be filed at any time. The filing of a 
petition to revoke will not stay the 
transaction. 

Dated: |uly 16.1985. 

By the Commission. Heber F Hardy, 
Director. Office of Proceedings, 
lames H. Ba>'ne. 

Secretary, 

|FR Doc. 85-17758 Filed 7-25-85; 8 45 am) 
■ILLINO COOC ms-ei-M 
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DEPARTMENT OF JUSTICE 

Drug Enforcement Administnitlon 

Manufacturer of Controlled 
Substances; McNeilab Irtc.; 

Registration 

By Notice dated May 18.1985. and 
published in the Federal Register on 
May 23,1985; (50 FR 21373). McNeilab 
Inc., DBA First State Chemical Company 
Inc., 803 East Fourth Street, Wilmington, 
Delaware 19B01. made application to the 
Drug Enforcement Administration to be 
registered as a bulk manufacturer of the 
basic classes of controlled substances 
listed below: 

Dmg and Schedule 

Codeine (9050)<-n 
Oxycodone (9143)~II 
Morphine (9300)-4l 
Thebaine (9333)—II 
No comments or objections have been 
received, llierefore, pursuant to section 
303 of the Comprehensive Drug Abuse 
Prevention and Control Act of 1970 and 
Title 21, Code of Federal Regulations, 
i 1301.54(e). the Deputy Assistant 
Administrator hereby orders that the 
application submitted by the above firm 
for registration as a bulk manufacturer 
of the basic classes of controlled 
substances listed above is granted. 

Dated )uly la, 1085. 

Gens R. Hsislip. 

Deputy Assistant AfAniniatrator, Officnof 
Diversion Control Drug Enforcement 
Administration. 

lf*R Doc. 85-17785 Filed 7-25-85: 8:46 am| 

ssiJiiQ cooe 44fe-aiHi 


Medicine Shoppe; Revocation of 
Registration 


On April 3,1985, the Deputy Assistar 
Administrator. Office of Diversion 
Control, Drug Enforcement 
Adrninistratlon (DKAJ issued an Order 
to Show Cause to Medicine Shoppe of 
Donelson Pike, Donelson. Tennesse 
proposing to revoki 
its DEA Certificate of Registration 
AM5562524. The proposed action was 
placated on the conviction of Daniel 
C. Dickson. R.Ph.. the owner and 
managing pharmacist of Respondent 
pnarroacy. of four counts of felonies 
relating to controlled substances. A 
lurther basis for the proposed action 
was the material falsincation of the 

registration of 

|hc Medicine Shoppe submitted in 

and 1984. in 

whi^ Nfa. Dickson indicated that 
neither llw applicant nor any officer, 
sha^lder. partner or proprietor of ihi 
pharmacy hud been convicted of a 


felony offense relating to controlled 
substances. 

In a letter dated April 9.1985, Mr. 
Dickson specifically waived 
Respondent's opportunity for a hearing 
and instead filed a written statement 
regarding his position on the matters of 
fact and law involved. 21 CFR 
1301.54(c). The Acting Administrator has 
considered the entire investigation file 
in this matters including Respondent's 
written statement, and hereby issues 
this Bnal order based upon findings of 
fact and conclusions of law as 
hereinafter set forth. 

The Acting Administrator finds that 
during 1980 and 1981, the Tennessee 
Bureau of Investigation Narcotica 
Division made numerous undercover 
purchases of controlled substances from 
Daniel Dickson, the owner and 
managing pharmacist of Respondent 
pharmacy. The controlled substances 
purchased included phentermine, 
propoxyphene and diazepam, aU 
Schedule IV controlled substances, and 
a codeine combination product, which 
was a Schedule 111 controlled substance. 
Mr. Dickson dispensed these drugs 
without the authorization of a physician. 
On one occasion. Mr. Dickson stated 
that he had contacted the prescribing 
physician for authorization to refill a 
certain prescription. However, it was 
ascertained that no telephone calls had 
been received at the physician's office 
from Mr. Dickson. 

On July 22,1981. the Davidson County 
Grand Jury returned a 92 count 
indictment against Daniel Dickson 
charging him with dispensing controlled 
substances without authorization of a 
practitioner. On September la 1981, 
Dickson pled guilty to four counts of the 
92 count indictment. These are felony 
offenses relating to controlled 
substances. DEA has consistently held 
that the registration of a corporate 
registrant may be revoked upon a 
finding that a natural person who is an 
owner, officer or key employee, or who 
has some responsibility for the 
operation of the registrant's controlled 
substance business, has been convicted 
of a felony offense relating to controlled 
substances. Leonards. Cohen, t/a 
Senate Drug Store. Docket No. 72-5.38 
re 9522 (1973): Dig-TPharmacy. Inc.. 
Docket No. 80-34. 47 re 51830 (1982); K 
Sr B Successors. Inc.. Docket No. 82-15, 
49 FR 34568 (1984). Therefore, there (s a 
lawful basis for the revocation of 
Respondent’s registration. 21 U.S.C 
824(a)(2). 

The Acting Administrator finds an 
additional ground for revoking 
Respondent's DEA registration under 21 
U.S.C. 824(a)(1) in that Daniel Dickson 
materially falsified the renewal 


applications for registration of 
Respondent pharmacy submitted in 
December 1981,1982.1963 and 1984. On 
each application. Mr. Dickson indicated 
a negative response to the question. 
"Mas the applicant been convicted of a 
felony in connection %vith controlled 
substances under the state or federal 
lawr 

In his letter dated April 19.1985, 
responding to the Order to Show Cause. 
Mr. Dickson attempted to explain the 
material falsification of the applications 
by stating that his failures to Indicate he 
was convicted of a controlled 
substance-related felony were "stupid 
errors." The Acting Administrator finds 
it difficult to believe that Mr. Dickson 
could have carelessly forgotten his 
felony convictions for four consecutive 
years. 

The Administrator of DEA is charged 
with protecting the public from the illicit 
diversion of controlled substances. The 
Acting Administrator is not convinced 
Mr. Dickson will not continue his illegal 
practices. His failure to disclose his 
prior conviction indicates that be is not 
to be trusted. 

Accordingly, having concluded that 
there is a lawful basis for the revocation 
of Respondent's registration, and having 
further concluded that under the facts 
and circumstances of this case the 
registration should be revoked, the 
Acting Administrator of the Drug 
Enforcement Administration, pursuant 
to the authority vested in him by 21 
U.S.a 824 and 28 CFR 0,100(b). hereby 
orders that DEA Certificate of 
Registration AM5562524. previously 
issued to Medicine Shoppe, be, and il 
hereby is revoked August 26.1985. 

Deled: |uly 22.1985. 
lohn C Lawn. 

Acting AdminisUator. 

(re Doc. 85-17760 Filed 7-25-85; 8:45 am) 
SlUJIiQ coot 4410-a»4l 


Offica of Juvenile Justice and 
Deliquency Prevention 

National Study of Law Enforcement 
Agencies* PoMciea and Practices 
Regarding Missing Children and 
Homeless Youth 

Correction 

In re Doc, 85-17664, beginning on 
page 30312 in the issue of Thursday. July 
25.1985, make the following correcHon: 

On page 30J14. in the third column, 
the following text should appear 
between the paragraph designated "8." 
and the line "a. Runaways.": 
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Claims of extreme variation in law 
enforcement agencies* reactions to 
reports of missing children have been 
made with little documentation of actual 
practices. To date, no such national 
survey has been conducted of law 
enforcement's role in the identification, 
location and recovery of missing 
children. The first phase of the study 
should inform us about the extent to 
which varying definitions, case 
classification, record keeping 
procedures, etc., affect our ability to use 
official police reports as indicators of 
the national incidence of children 
reported missing and. to what extent 
various practices may impede or 
facilitate the process of recovery of 
missing children under var>'ing 
circumstances. 

The results of this survey and other 
information will be used to formulate 
the sampling ,strateg>‘ for the second 
phase of the study. 

B. Phase //: Onsite /nteniews with 
Personnel from up to 100 Law 
EnforcemenL Agencies. 

1. To verify responses from the mailed 
questionnaire obtained in Phase I: 

2. To collect more detailed 
information from selected jurisdictions 
on actual investigative practices utilized 
by law enforcement agencies In 
responding to reports of missing 
children, with particular attention to the 
following types of reported cases: 

SIILIUO COOC IS0S-«t>M 


DEPARTMENT OF LABOR 

Office of the Secretary 

Agency Forms Under Review by the 
Office of Management and Budget 
(0MB) 

Background 

The Department of l.abor. in carrying 
out its responsibility under the 
Paperwork Reduction Act (44 U.S.C 
Chapter 35). considers comments on the 
proposed forms and recordkeeping 
requirements that will affect the public. 

List of Forms Under Review 

On each Tuesday and/or Friday, as 
necessary, the Department of Labor will 
publish a list of the Agency forms under 
review' by the Office of Management 
and Budget (OMD) since the last list was 
published. The list will have all entries 
grouped into new collections, revisions, 
extensions, or reinstatements. The 
Departmental Clearance Officer will, 
upon request, be able to advise 
memf>ers of the public of the nature of 


any particular revision they are 
intemsted in. 

Each entry will contain the following 
information: 

The Agency of the Department issuing 
this form 

The title of the form. 

The OMB and Agency form numbers, if 
applicable. 

Mow often the form must be filled out. 
Who will be required to or asked to 
report. 

Whether small businesses or 
organizations are affected. 

An estimate of the number of responses. 
An estimate of the total number of hours 
needed to fill out the form. 

The number of forms in the request for 
approval. 

An abstract describing the need for and 
uses of the information collection. 

Comments and Questions 

Copies of the proposed forms and 
supporting documents may be obtained 
by calling the Departmental Clearance 
Officer, Paul E. Larson. Telephone 202- 
523-6331. Comments and questions 
about the items on this list should be 
directed to Mr. Larson. Office of 
Information Management U.S. 
Department of Labor, 200 (institution 
Avenue. NW., Room N 1301, 
Washington. D.C. 20210. Comments 
should also be sent to the OMB 
reviewer. Nancy Wentzler, Telephone 
202-395-0860, Office of Information and 
Regulatory Affairs. Office of 
Management and Budget. Room 3206. 
NEOB. Washington. D.C, 20503. 

Any member of the public who wants 
to comment on a form which has been 
submitted to OMB should advise Mr. 
I.arson of this intent at the earliest 
possible date. 

New 

Bureau of Labor Statistics 
CKS Response Analysis Surv'cy (RAS) 
One-time survey 
Nonagricultural establishments 
655 responses: 175 hours; 1 form 
The CES survey is one of the primary 
sources of employment, payroll, and 
hours information for the economy, with 
over 2O0.(XX) establishments providing 
payroll information each month. The 
RAS continues the Bureau's efforts to 
periodically review the payroll records 
of respondents to better match available 
records with CES definitions to improve 
data quality. 

Mine Safety and Health Administration 
A Demographic Surv'ey of the Mining 
Industry Population 
Nonrecurring 

Businesses or other for-profit: small 
businesses or organizations 


3.500 responses, 1.167 hours. 1 form 
The 8ur\'cy will collect data from the 
mining industry and produce 
information on the population 
characteristics (e.g., job experience, job 
training, education) of the Nation's mine 
workers. This information will be used 
to improve accident data analysis, to 
improve and expand mine health and 
safety research, and to customize 
training and safety programs for 
specifically identified demographic 
sectors of the mining industry 
population. 

Departmental Management. Women's 
Bureau 

Women's Bureau Region III Women 
Veterans* job Information 
Packet Evaluation Form 
On occasion 

Individuals or Households 
2.174 responses; 435 hours; 1 form 
The information will be used to make 
decisions about the content of the 
Women's Bureau Region Ill Women 
Veterans* job Information Packet, the 
cost-effectiveness of a national 
distribution of the packet gnd the most 
effective dissemination strategy for the 
information. Affected public: recently 
discharged women veterans. 

Revision 

Employment Standards Administration 
Homeworker Handbooks 
1215-0013: WH-75. WH-75a 
On occasion 

Individuals or households: Businesses or 
other for-profit: 

Non-profit institutions: Small businesses 
or organizations 
11.250 responses; 22.500 hours; 2 
handbooks 

Homeworker handbooks provide 
information on hours worked and wages 
paid to homeworkers covered by the 
Fair Labor Standards Act. The 
handbooks are used to help Insure that 
such workers receive the minimum and 
overtime wages to which they arc 
entitled. The new WH-75a covers 
homeworkers in the knitted outerwear 
industry only. 

Extension 

Employment and Training 
Administration 

Notice of Intended Deregistration 
1205-0175: ETA RC 42 
On occasion 

Individuals or households 
1.458 respondents: 18.225 hours: no 
forms 

The Notice of Intended Deregistration 
is needed for consistency with due 
process as expressed by U.S. Supreme 
Court in Goldberg vs. Kelly. The Law 










Federal Register / Vol. 50. No. 144 / Friday, fuly 20. 1985 / Notices 30535 


requires that when a ceitified WIN 
regiatraot refuses to participate in WIN. 
either (1) notify the welfare agency to 
remove AFDC benefits or (2) allow the 
registrant to request a hearing. 

Signed ot Waehingtoa D.C. this 23rd day 
offuiy, 1086. 

Paul E l^non. 

Dvpariwtmiai Charanctt Officer, 

|FR Doc. 8S-17833 Filed 7-25-a5; 0:45 ani| 
SIUJIIO cooe 4$t0-n/4S 10-43 


Employment and Training 
Administration 

lnvestigatk>ns Regarding 
Certificatkms of Eligibility To Apply for 
Worker Adlustment AssistarKo; 
Amaconda Mlnerais Co^ et al. 

Petitions have been filed with the 
Secretary of Labor under section 221(a) 
of the Trade Act of 1974 (**the Acf) and 


are identified in the Appendix to this 
notice. Upon receipt of these petitions, 
the Director of the Office of Trade 
Adjustment Assistance. Employment 
and Training Administration, has 
instituted investigations pursuant to 
section 221(a) of the Act 
The purpose of each of the 
I investigations is to determine whether 
^ the workers are eligible to apply for 
adjustment assistance under Title n« 
Chapter 2. of the Act. The investigations 
, will further relate, as appropriate, to the 
determination of the date on which total 
or partial separations began or 
threatened to begin and the subdivision 
of the firm involved. 

The petitioners or any other persons 
showing a substantial interest in the 
subject matter of the investigations may 
request a public hearings, provided such 
request is filed in writing with the 
Director. Office of Trade Adjustment 

Appendix 


Assistance, at the address shown below, 
not later than (August 5.1985 ). 

Interested persons ore invited to 
submit written comments regarding the 
subject matter of the investigations to 
the Director. Office of Trade Adjustment 
Assistance, at the address shown below, 
not later than August S. 1985. 

The petitions filed in this case are 
available for inspection at the Office of 
the Director. Office of Trade Adjustment 
Assistance, Employment and Training 
Administration, U.S. Department of 
Labor. 601 D Street NWh Washington, 
D.C. 20213. 

Signed at Washingtoa D.C. this 22nd day 
of July 1985. 

Marvin M. FooLi. 

Director. Office of Trade Adiastment 
Assistance. 
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|FR Doc IIS-178M FIM 7-25-6S; 6:45 om) 
SlLLSiS cooe 4510-36-18 


Offic* of Pension and WeNare Benefit 
I’rograma 

I Appiicatlon No. CM124 et aL] 

Pfopoted exemptions; Crawford 
Flttin® Co. et al. 

MiNCV; Pension and Welfare Benefit 
ITograms, Labor. 

A CTtOM: Notice of Prop osed Exemptions^ 

SUMMARY: This document contains 
notices of pendency before the 


Department of Labor (the Department) 
of proposed exemptions from certain of 
the prohibited transaction restrictions of 
the Employee Retirement Income 
Security Act of 1974 (the Act) and/or the 
Internal Revenue Code of 1954 (the 
Code). 

Written Comments and Hearing 
Requests 

All interested persons are invited to 
submit written comments or requests for 
a hearing on the pending exemptions, 
unless otherwise stated In the Notice of 
Pendency, within 45 days from the date 
of publication of this Fi^ral Rc^ster 


Notice. Comments and requests for a 
hearing should state the reasons for the 
writer’s Interest in the pending 
exemption. 

ADDRESS: All written comments and 
requests for a hearing (at least three 
copies) should be sent to the Office of 
Fiduciary Standards. Pension and 
Welfare Benefit Programs. Room C- 
4526, U.S. Department of l,abor. 200 
Constitution Avenue. NW.. Washington, 
D.C 20216. Attention: Application No. 
stated in each Notice of Pendency. The 
applications for exemption and the 
comments received will be available for 
public Inspection in the Public 
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Documents Room of Pension and 
Welfare Benefit Programs. U.S. 
Department of Labor. Room N-4677. 200 
Constitution Avenue. NV\^. Washington. 
D C. 202 ia 

Notice to Interested Persons 

Notice of the proposed exemptions 
will be provided to all interest^ 
persons in the manner agreed upon by 
the applicant and the Department within 
15 days of the date of publication in the 
Federal Register. Such notice shall 
include a copy of the notice of pendency 
of the exemption as published in the 
Federal Register and shall inform 
interested persons of their right to 
comment and to request a hearing 
(where appropriate). 

SUPPLEMENTAHY INFORMATION: The 
proposed exemptions were requested in 
applications filed pursuant to section 
40B(a) of the Act and/or section 
4975(c)(2) of the Code, and in 
accordance with procedures set forth in 
ERISA Procedure 75-1 (40 FR 18471. 

April 28.1975). Effective December 31. 
1978. section 102 of Reorganization Plan 
No. 4 of 1978 (43 FR 47713. October 17. 
1976) transferred the authority of the 
Secretary of the Treasury to issue 
exemptions of the type requested to the 
Secretary of Labor, lliercfore. these 
notices of pendency are issued solely by 
the Department. 

The applications contain 
representations with regard to the 
proposed exemptions which are 
summarized below. Interested persons 
are referred to the applications on file 
with the Department for a complete 
statement of the facts and 
representations. 

Crawford Fitting Company Profit 
Sharing Trust and the Associated Proftt 
Sharing Trusts of Several Related 
Corporations (the Crawford Plans) 
Located in Clevelaiul. Ohio 

(Application No. I>-4124| 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 406(a) of the Act 
and section 4975(c)(2) of (he Code and in 
accordance with the procedures set 
fortyh in ERISA Procedure 75-1 (40 FR 
18471. April 28.1975). If the exemption is 
granted the restrictions of sections 
406(a), 406 (b)(1) and (b)(2) and 407(a) of 
the Act and the sanctions resulting from 
the application of section 4975 of the 
Code, by reason of section 4975(c)(1) (A) 
through (E) of the Code shall not apply: 
(1) To those leases of certain 
manufacturing equipment (the 
Fx)uipment) between the Crawford Plans 
and the Crawford Fitting Company and 


several related employers (the Crawford 
Companies) that were entered into prior 
to June 1.1980. and to the renewals of 
such leases (including renewals of 
leases previously covered by section 
414(c) of the Act that were extended 
beyond June 30.1984). to the extent that 
any such lease, when entered into, did 
not cause the affected plan to have more 
than 25 percent of its assets committed 
to such transactions; (2) effective April 
9.1975. to the purchase from and 
subsequent leaseback to the Toner 
Company (Toner) of certain real estate 
(the Property) by the Crawford Fitting 
Company Profit Sharing Trust (the CFC 
Trust); and (3) prospectively, to the cash 
sale of the ^uipment and the Property 
by the respective Crawford Plans (which 
term includes the CFC Trust) to selected 
members of the Crawford Companies 
within 90 days of the grant of this 
proposed exemption, provided that, at 
all times, the amounts received by the 
Crawford Plans in the above described 
transactions represent(ed) no less than 
the fair market value at the time of such 
transactions. 

Effective Dates: If the proposed 
exemption is granted, it will be effective 
lanuary 1.1975 with respect to the lease 
of the Equipment; April 9,1975 with 
respect to the purchase and leaseback of 
the Property; and from the date of the 
grant of the exemption for the cash sale 
of the Equipment and the Property. 

Summary of Facts and Representations 

1 . The application was submitted on 
behalf of the Crawford Companies 
which constitute a group of twenty 
corporations acting in concert with one 
another. ‘ The Crawford Companies are 
the net result of a business enterprise 
which was initiated in 1947 by Fred A. 
Lennon ((.ennon). Presently at least 50 
percent of the stock of all but four of the 
Crawford Companies is owned 
singularly by Lennon or in combination 
by Lennon and various members of his 
family.* * The Crawford Companies 


• The entttief which comprite ihe Crswford 
Compeniee incliKle: Alfred Mechine Co^ AtUnlic 
Co. C«|on Co., Central Sweseloh Col, Colony Tool 
Col. Crawford Kiltins Ca. Eastern S%iragelok Co., 
Falon Cou Impaction Co.. Kenmore Research Co. 
Nupro Co.. Pritchard Produdi Ca. Snow Melal 
Prc^ucis Co.. Sotilbem Swagelok Co. Swasrlok Co.. 
Toner Co.. Western Swagelok Ca. Whitney Co.. 
Whitney Research Tool Co, Zato Manufacturing Co. 

* The applicant represents that four of the 
Crawford Companies are not parties in Interest with 
respect to the employee bentht plans sponsored by 

Ihe other member employers of the group. These 
companies are Alfred Machine Co.. Atlantic Co.. 
Snow Metal Products Ca and Whitney Research 
Tool Co. The applicant has fevie%ved the parly in 
interest provisions and represents that no 
prohitiiled tninaaclion exists vvith respect to any 
lease of the Equipment involving these companies 
except ih the one situalloa where Atlantic Co. 
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include five separately incorporated 
domestic manufacturing companies and 
two foreign affiliates. To supply these 
companies with various back-up 
services including the manufacturing of 
specialized parts, a number of 
additional entities were either 
developed or acquired. Both the 
manufacturing companies and their 
supplier affiliates utilize Ihe Equipment 
in developing their respective products. 
The Equipment consists of screw 
machines which are used to shape melal 
bars or tubing and are qmployed in a 
wide variety of manufacturing 
procedures. Products manufactued by 
the above referenced entities arc then 
sold to separately incorporated regional 
warehouses which, in turn, sell the 
products to independent local 
distributors. 

2 . Each of the respective corporate 
entities which make up the Crawford 
Companies has adopted a profit shoring 
plan qualified under section 401(a) of 
Ihe Code. The Crawford Plans range in 
size from 8 to 346 participants. 11ic 
assets of each of the Crawford Plans arc 
currently managed by the Midwest Bank 
and Trust Company (Midwest) as 
trustee: however, Ihe assets arc not 
commingled for investment purposes 
Midwest is a local financial institution 
having full investment discretion over 
Ihe assets of the Crawford Plans. 
Neither Lennon nor any member of his 
family is an officer or director of 
Midwest. Lennon and an officer of one 
of the affiliated companies, F.J. Callahan 
(Callahan), had a combined minority 
stock interest in Midwest of 
approximately 8.75 percent on January l. 
1975. This combined minority stock 
interest increased to approximately 14 
percent by 1982 although neither parly 
owned 10 percent. The applicants 
represent that this stock ownership 
interest by Lennon and Callahan had a 
**de minimus** effect on operating 
policies of Midwest, and that they had 
no ability to influence the decision of 
Midwest in its capacity as fiduciary for 
the Crawford Plans. The Inability of 
Lennon and Callahan to influence 
decisions of Midwest was evidenced by 
a decision of the Midwest Board of 
Directors in 1982 to approve the sale of 
Midwest*s stock to another financial 
institution in the face of opposition by 
Lennon and Callahan which at one point 
was elevated to a threat of litigation to 


Iraifd a pieca of Equipment from the ^Haring 
pUn which it tpontora Accordingly, (or purpone* o* 
ihu rulirf provided by this exemption the term 
‘Crawford Companies** ohouW not be 
including the above named companies with 
Umiled exception of the one lease involving the 
Atlantic Co. 
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block the sale. 71ic controlling stock 
interest resided with Raymond Rossman 
(Rossman). Chairman of the Board of 
Directors and Chief Executive Officer of 
Midwest and the Catholic Diocese of 
Cleveland, whose combined holdings 
exceeded 00 percent of the voting stock 
during the period of the subject 
transactions. Between 1970 and 1982. 
Callahan was a member of the Board of 
Directors of Midwest although he was 
not involved, on behalf of Midwest, in 
any of the transactions which are the 
subject of the exemption request. 
Additionally, the nine other members of 
Midwest's Board of Directors were 
unrelated cither directly or indirectly to 
I.ennon or Callahan. Over the years the 
Crawford Companies have used 
.Midwest. OB well as other local financial 
institutions, to satisfy occasional short* 
term financing needs. These loans have 
always been repaid in strict accordance 
with their terms. At no time did the total 
percentage of outstanding loans to the 
Crawford Companies represent more 
than one percent of the outstanding 
commercial loans made by Midwest. 

The documents implementing each of 
the Crawford Plans provided for the 
appointment of an advisory committee 
(the Committee (s)) comprised of senior 
officials of the respective Crawford 
Companies. The Committees are 
provided with the authority to construe 
the provisions of the applicable plan 
and trust documents and provide basic 
administrative functions. In addition, by 
the terms of the respective plans' trust 
agreements, the Committees have the 
power to require Midwest to seek prior 
approval of any specified type of 
investment which Midwest would 
otherwise choose to acquire for any of 
the Crawford Plans. The applicant states 
that the Committees have never taken 
any action to initiate the requirement 
that Midwest seek prior review in 
connection with the investment decision 
making process. Midwest represents 
that it has never considered the 
existence of this provision as 
compromising its unfettered flexibility to 
make investment decisions. 

Accordin^y. Midwest has served, since 
the inception of the trust arrangement, 
with no active restriction on its 
investment discretion. 

3. Midwest assumed its duties as 

Crawford Plans in 1970. 

At that lime, discussions between 
Midwest, principals of the Crawford 
^ropanies and members of the 
Committees for the respective profit 
snanng plans, resulted in an 
understanding that Midwest would 
^nsider investing assets of the 
Lrawford Plans in the Cquipnumt. After 


purchase by one of the Crawford Plans, 
the Equipment would then be leased to a 
particular employer of the Crawford 
Companies.^ 

This type of Equipment (screw 
machines) has a long useful life and it is 
not uncommon for a forty (40) year old 
machine to still be in service. As a result 
of these meetings. Rossman initiated his 
own study to determine the feasibility of 
effectuating such an investment 
program. Rossman personally 
interviewed representatives of National 
Acme (Acme), an unrelated 
manufacturing company for similar 
types of equipment, to obtain an 
understanding of the normal 
characteristics of equipment leases and 
obtained copies of the standardized 
lease forms utilized in the operation of 
their leasing program Midwest then 
drafted hs own lease document which 
implemented the terms and conditions 
utilized by Acme. Once Midwest had 
determined that such an investment 
program was in the interests of the 
participants in the Crawford Plans and 
that one of the Crawford Plans 
contained adequate liquidity that it did 
not wish to invest in Treasury Bills or 
other securities. Midwest contacted 
representatives of the Crawford 
Companies. Such inquiry was to 
ascertain whether any of the Crawford 
Companies were desirous of acquiring 
an additional piece of the Equipment 
Midwest would then be sent information 
regarding the acquisition intentions of 
the Crawford Companies, including a 
list of the Equipment which such 
companies anticipated purchasing (n the 
near future. Upon review. Midwest 
would approach the appropriate 
company and offer to have one of the 
Crawfoi^ Plons acquire the desired 
piece of equipment with the 
understanding that it would be 
immediately leased to such company. 
Midwest evaluated the terms of its 
standard lease document and made 
modifications, if necessary, to as.sure 
that each equipment lease satisfied the 
established standards for commercial 
reasonableness. 

The leases were almost exclusively 
(90 percent) S years in term and 
provided for an annual rental payment 
equal to 24 percent of the purchase price 
of the particular piece of equipment 
purchased. At the expiration of the 5 
year period such leases would be 
renewed at the option of the lessee on a 
year-to-year basis. The annual rent 
during the renewal period would be 


' The purchetc and leating of the EquipTneitl wet 
rcpre^imfftd et a good Iflvcsinwnf fnitdium bweuM 
of the longevity and renUl kncixne expecletlooa 
oonnally ettodeted with tuch equlpn>ent 


equal to 6 percent of the original 
purchase price. The teases involving the 
F^tiipment contained the following 
conditions considered to be safeguards 
for the Crawford Plans as lessors: (1) 

The Equipment shall remain the sole 
and exclusive property of the lessor plan 
and may not be transferred, delivered or 
sublet to any other person or 
corporation without the concurrence of 
the lessor plan: (2) the lessee shall be 
responsible at all times and at its own 
expense to maintain the Equipment in 
go^ and efficient working order and 
surrender the Equipment on expiration 
of the lease in such good order. (3) the 
lessee shall maintain, at its own 
expense, insurance for the actual value 
of the Equipment and pay all taxes and 
assessments which may be assessed 
against the Equipment; and (4) the 
lessee shall be prohibited from attaching 
the Equipment to any personal or real 
property without the prior approval of 
Midwest. Based on his positions on the 
Board of Directors of three machine tool 
manufacturers (unrelated to the 
Crawford Companies). Rossman had 
personal knowledge of the rate structure 
generally employed for similar 
equipment leases and utilized this 
expertise in determining that the rates 
which the Crawford Plans received 
equalled or exceeded normal 
commercial leasing rates. 

4. Beginning in April of 1970 and 
continuing through August of 1961 the 
Crawford Plans acquii^ and leased a 
total of 209 machines to the Crawford 
Companies.^ Of that number 138 were 
acquired and leased after january 1. 

1975. the effective date of the fiduciary 
responsibility provisions of the Act. As 
a result of Midwest's intention to 
provide each of the Crawford Plans with 
0 reasonably equivalent overall portfolio 
rate of return, several of the smaller 
plans developed substantial asset 
concentrations in equipment leases 
during some of the years involved. 
Rossman felt that such concentration 
did not violate the requirement for 
diversification because of his personal 
knowledge of the strong economic 
condition of the Crawford Companies 
and his experience in evaluating 


* The nol9s that • number of (hcc<« 

of thir Eiiatpfmml wer« the tublock of Icatm 
axeoitad p«ior lo fuly V 1974. Tha Departmofil !• noi 
axprcMins an opinion whethor luch Icaatt wrro 
covered under the tranaUkmal provlaionf of aecllon 
414(c) of the Act. Thoae leasea aatlafying the 
conditiona contained therein require no rehaf until 
fuly 1.19B4: tbla notice, however, haa the effect of 
propettng additfoning relief for ihoae tranaactwina 
that extended beyond )uly 1.1864 until the 
Equipment is told. 
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equipment leasing transactions.* The 
Crawford Plans were in no way utilized 
as a device for effectuating the 
acquisition of properties which the 
Crawford Companies could not 
otherwise afford. During the period in 
question the aggregate investment of the 
Crawford Plans in the Equipment 
represented less than 8.2 percent of the 
total value of equipment, machinery and 
other capital assets acquired by the 
Crowford Companies. 

From the inception of the leasing 
arrangements invoMng the Equipment 
in 1970 to the present time, the Crawford 
Companies have abided by all of the 
terms of such leases, the Equipment has 
been kept in good working order and all 
moniet due the Crawford Plans have 
been timely paid. There has been no 
instance when a Crawford Company has 
failed to renew a year-to-year lease on 
the Equipment which has been held for 
more than 5 years. Thu.<i. none of the 
Crawford Plans has ever been in a 
position of having to dispose of a piece 
of the Equipment at the termination of a 
lease. 

5. In early 1975. Rossman determined 
that the lai^t of the Crawford Plans, 
the CFC Trust should diversify into the 
real estate market Rossman identified 
the Property, a 3.9S acre parcel in Solon. 
Ohio, as suitable for purchase by the 
CFC Trust. While no appraisal oif the 
Properly was made. Rossman 
determined that a price of $500,000. an 
amount which was less than the 
purchase price paid by the then current 
ownw of the fttjperty. was fair market 
value based on his personal knowledge 
of real estate values for properties of 
comparable size and use within the 
same geographic area during this time 
period. Midwest had previously been a 
party to several real estate transactions 
in the subject area by virtue of having 
loaned mortgage money based on 
appraisals of cerlain real estate to be 
used os collateral for the mortgage 
loans. Rossman suggested that a more 
favorable price for the Property might be 
obtained if someone other than 
Midwest, as trustee for an unnamed 
client, approached the seller. 
Accordin^y. it was decided that the 
principals of the Crawford Companies 
would negotiate the purchase of the 
Property. On April 9.1975 Toner, one of 


^ Tb« DepiartxiMmrt •wthorily lo sninl 
•dmmialnltv* rvii«f under Mctmn of Ad 
does not entond to Uit* s*<*Knd ftandank of 
fiducier> cooduct found m tcctiao of tlir 

Ad. In puntcuUr. by Ihit eoftet the Dvpurtmont 
make* no determination witk n*spect to the 
miuiroment of taction 4MfaHtNC| that a fiduriBry 
divertify the inveaUsenlt of die pim to at to 
minimize Uie ritk of kntSfhMtrt. uaiett under the 
dreumAttneet it It ctaaHy' prudent not lo do to. 


the Crawford Companies, purchased the 
Property for $500,000 and immediately 
resold It to the CFC Trust for the same 
price. No commission was paid by the 
Plan in connection with the acquisition 
of the Property. The Property had been 
improved with an industrial building 
and an office wing which together 
contained approximately 27.00f)0 square 
feet of leasable space. c5n April 9.1975. 
the office space (approximately 4.000 
square feet) was leased to Falls 
Advertising Company (Falls), an 
unrelated party, on a 5 year net lease 
with an option for 5 additional years. 

The main shop area of the Property was 
leased on the same date to Toner under 
Identical tease terms except Toner also 
agreed to pay all real estate taxes. In 
April of 1980 when the original 5 year 
leases expired, the CFC Trust continued 
to rent space in the Property to both 
Falls and Toner on a month-to-month 
basis. 

Midwest was able to secure a rate of 
return on the Property equal to 14 
percent of its acquisition cost at a time 
when a 12 percent return was 
considered market for similar types of 
property. Since its acquisition, the CFC 
Trust has had the Property reappraised 
several times and the rental terms have 
been modified so that the lease rate has 
at all times reflected a return of 14 
percent of current appraised value. 

6 . The Committees, in overseeing the 
operation of the Crawford Plans, bad 
always looked to Midwest and in-house 
counsel for confirmation that such plans 
were operated in conformance with 
applicable federal statutes. In May of 
1980 a Federal banking audit identified a 
perceived prohibited transaction 
problem. However, transactions 
involving the leasing of the Equipment 
continu^ because ^ applicant decided 
to rely on the fact that representatives of 
the Department and the Internal 
Revenue Service (the IRS] were aware 
of the transactions based on audits 
conducted between 1978 and 1980 and 
had not objected to or suggested that the 
transactions represented violations of 
the prohibited transactions rules of the 
Act. The Crawford Companies, the 
Committees and Midwest claim no 
actual knowledge of the prohibited 
nature of the Iciasing transactions until 
May 27.1981. On that date the 
Department formally notified the 
Committee of the CFC Trust of its 
position that the leasing transactions 
involving the Equipment and the 
Property constituted prohibited 
transactions. Upon being advised of 
these prohibited transactions. Midwest 
ceased engaging in additional leasing 
arrangements. However, since all of the 


lessees had a proven record of fuiniling 
their obligations and Midwest was 
concerned about the potential loss of a 
favorable income stream for the Plans. 
Midwest determined that it would not 
be in the best interests of the Crawford 
Plans to discontinue the existing leasing 
arrangements between the Crawford 
Plans and the Crawford Companies. 

7. After reviewing the situation with 
Department representatives, the 
Committees, Midwest and the Crawford 
Companies developed a program that 
would serve as a basis for disentangling 
the CrawTord Plans from the Crawford 
Companies through sales of the 
Equipment and the Property to such 
companies, and filed an application for 
exemption on January 18.1983. The 
program calls for the obtaining of 
qualified independent appraisals for 
iMth the Property and the Equipment. 
All costs for such appraisals including 
commissions or other expenses 
incidental to the sale of the Equipment 
or the Property will be paid by parties 
other than the Crawford Plans. 


It is the intention of the parties that 
once the fair market value of the 
Equipment is established, the Crawford 
Companies will purchase such for an 
amount which would equal the greater 
of (a) the current appraised value of the 
asset or (b) the book value for the asset 
as reflected on the financial records of 
the applicable profit-sharing plan. The 
applicant is aware that the IRS may 
characterize any pajonent which 
exceeds the appraised value of an asset 
as a form of indirect employer 
contribution. The applicant has 
reviewed the instances where such a 
differential may arise and compared the 
size of such difTercntial lo the covered 
payroll attributable lo the profit-sharing 
plan in question. In each case, the 
recharacterization of the payment as a 
form of indirect contribution, coupled 
with the actual employer contribution* 
fna forfeitures for the plan year would 
foil well within the limitations of section 
415 of the Code. Mr |ohn |elenic. 
President of Jclenic Machinery 
Company, was retained to appraise the 
Equipment. Mr. Jelenic has deall in 
and used automatic screw machines and 
the 8er\'idng of such equipment for 15 
years. His appraisal, dated January 31, 
1984, noted the current resale prices of 
each piece of Equipment owned by the 
Crawford Plans and its current book 
value as reflected on the financial 
records of the applicable profit-sharing 
plan. The appraisal for each piece of 
Equipment will be reviewed and 
updated prior to actual sale pursuant to 
this exemption, if granted. Mr. (elcnic is 
represented as being Independent of an 
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unrelated to any of the Crawford 
Companies, their principals or Midwest* 

The Property which is currently 
owned by the CFC Trust and leased to 
Toner has also been appraised and will 
be sold for cash to one of the Crawford 
Companies. Mr* Stuart |. Satulio 
(Satullo), a senior member of the 
/Vmerican Society of Appraisers, was 
retained to appraise the Property. Mr. 
Satulio determined that the market 
value of the Property as of January 23. 
1984 was $735,000* The appraisal of the 
Property will be reviewed and updated 
prior to actual sale pursuant to this 
exemption, if granted* Mr. Satulio is 
represented os being independent of and 
unrelated to any of the Crawford 
Companies, their principals or Midwest. 

These transactions would be 
offectuated within 90 days of the grant 
of this exemption request. Midwest, as 
the discretionary trustee for the 
Crawford Plans, has reviewed the terms 
of the proposed soles of the Equipment 
and the Properly and has stated in 
writing that such transactions arc 
appropriate and in the best interests of 
the participants and beneficiaries of the 
Crawford Plans (which term includes 
the CFC Trust). 

8 . In summary, the applicant 
represents that the statutory criteria 
contained in section 406(a) of the Act 
have been satisfied as follows: 


(a) With respect to the retroactive 
leasing arrangements involving the 
Equipment— 

(1) A bank trustee exercising its 
discretionary authority as a fiduciary, 
evaluated the investment program 
before the leasing arrangements 
commenced and determined it 
appropriate for the Crawford Plans. 

Such fiduciary also had decision making 
authority with respect to the Equipment 
to be purchased: 

(2) The transactions between the 
Crawford Plans and the Crawford 
Companies commenced several years 
prior to the passage of the Act and 
^nstituted an established practice. 
Thwe transactions were engaged In 
subsequent to fanuary 1,1975 with no 
actual knowledge of the prohibited 
naliire of the leasing arrangements by 

or Midwest; 

(3) Midwest exercised its discretion 
over the leasing activities involving the 
tjquipmenl in such a way as to ensure 
not the rales were competitive with 
leases of similar equipment by unrelated 
parties and that the terms of such 
easing arrangements were protective of 
^hMessors* interest in the Equipment; 


(4) Based on its contacts with the 
l^u pmeni manufacturing industry. 
Midwcgi believed that ihe Invcstmen 


program involving Ihe leasing of the 
F.quipmenl was protective and in the 
best interests of the participants and 
beneficiaries of the Crawford Plans. 

(b) With respect to the retroactive 
purchase and leaseback of the 
Properly— 

(1) Based on its knowledge and 
experience in the real estate 
marketplace. Midwest determined that 
investment and leasing of improved real 
estate was appropriate for the CFC 
Trust: 

(2) The price for the Property and the 
terms of the lease were approved by 
Rossman who determined the 
acquisition cost and lease terms to be 
fair market value and protective of the 
interests of the CFC Trust: and 

(3) The Property was periodically 
appraised and the lease terms adjusted 
accordindy. 

(c) With respect to the prospective 
program of disentanglement— 

(1) It will be a one-time cash 
transaction which will provide ihe 
Crawford Plans with substantial 
liquidity for future investment; 

(2) The sales of the Equipment and the 
Properly will be for a price not less than 
fair market value as determined by 
qualified independent appraisers: 

(3) All costs of appraisals, 
commissions, or other expenses 
incidental to the sales of the Equipment 
and the Property will be paid by parties 
other than the Crawford Plans; and 

(4) Midwest has made a determination 
that such transaction would be in the 
interests of the Crawford Plans and their 
participants and benenciaries* 

Scope of Proposed Exemption 

The applicants are seeking retroactive 
relief for all leasing transactions 
involving the Equipment and the 
Property. The applicants are also 
seeking prospective relief to permit the 
sale of the Equipment and the Property 
to the Crawford Companies. The 
Department has determined that, 
although significant safeguards appear 
to have existed, the proposal of 
retroactive relief is justified for only 
certain of the subject transactions. The 
Department offers the following as an 
explanation of the scope of proposed 
relief. 

1 . In reviewing the chronology of 
events for the subject leasing 
transactions, and upon considering the 
factors enunciated in ERISA Technical 
News Release No. 85-1 (issue january 
22.1985). it appears that as of May 1980, 
Ihe applicants were put on notice as a 
result of a federal banking authority 
audit concerning the likelihood that the 
leasing transactions involving the 
Equipment represented violations of Ihe 


Act. While this contact did not come 
from either Ihe Department or the IRS. 
the agencies charged with primary 
enforcement responsibility of the Act. 
the advice should have caused the 
fiduciaries of the Crawford Plans to 
exercise due diligence in identifying the 
prohibited transactions and to take 
appropriate steps to seek an exemption 
or correct the transactions. Instead, the 
record suggests that such fiduciaries 
placed undue reliance on the failure of 
the Department or the IRS to object to 
the transactions as a basis for 
continuing the investment program of 
purchasing and leasing the Equipment. 
Accordingly, the Department is only 
proposing retroactive relief for 
transactions entered Into between the 
effective date of the prohibited 
transaction provisions of the Act and 
May 31,1980. The Department's 
proposal for retroactive relief would 
permit the continuation, including 
renewals, of leasing arrangements in 
effect on May 31.1900. However, relief 
would not extend to any new leasing 
arrangements entered into after May 31. 
1980 even though the Crawford Plans 
may have previously obligated 
themselves to purchase a piece of 
Equipment and tentatively agreed to a 
lease with one of the Crawford 
Companies. With respect to new leasing 
transactions involving the Equipment 
which occurred after May 31.1980. the 
applicant represents that all applicable 
excise taxes will be paid within 90 days 
of the grant of this exemption. 

2 .11ie representations of the applicant 
indicate several of the Crawford Plans 
had substantial concentrations of assets 
committed to Equipment which was 
leased to the Crawford Companies. 
W'hile it is apparent that Rossman 
wished to fairly allocate the income 
producing potential of the leases among 
all the Crawford Plans, and that the 
leasing program incorporated 
safeguards for the benefit of the lessor 
plans, the percentage of assets 
committed to these employer-related 
transactions by some of the Crawford 
Plans exceeded the tolerance level for 
diversification that has generally been 
applied by the Department in its 
consideration of individual exemption 
applications. Accordingly, the 
Department is only proposing relief to 
the extent that, when entered into, any 
lease involving Ihe Equipment by any of 
the Crawford Plans did not cause the 
plan to have more than a total of 25 
percent of its assets committed to such 
transactions. For purposes of applying 
this percentage ceiling, those leases that 
may have qualified for section 414(c) 
relief are to be aggregated with those 
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leasing arrangements involving the 
Equipment covered under the scope of 
this proposed exemption. 

For Further Information contact: Paul 
R. Antsen of the Department, telephone 
(202) 523-^753. (This is not a toll-free 
number.) 

Baker, Ucberman ft Filios. D.D.S., P.C 
Employees* Profit Shoring and 
Retirement Located in Rochester, New 
York 

(Application No. 0-6P43| 

Proposed Exemption 

The Department Is considering 
granting an exemption under the 
authority of sectian 408(a) of the Act 
and section 4975(cM2] of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471. ApHl 28,1975). If the exempUon is 
granted the restrictions of section 406(a) 
and 406 (b)(1) and (b)(2) of the Act and 
the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through (E) of the Code shall not apply 
to t)>e sale of two partnership interests 
(the Interests) in Red River Associates 
(the Partnership) by the Plan to Drs. 
Kenneth I. Lieborman and Achilles M. 
Filios. parties in Interest with respect to 
the Plan, provided that the terms of the 
proposed sale are as favorable to the 
Plan as those obtainable in an armV 
length transaction with an unrelated 
party. 

Summary of Facts and Representations 

1 . The Plan is a profit sharing plan 
with 28 participants. The Plan had total 
assets of $746,092 as of December 31. 
1983. The trustees of the Plan are Drs. 
Kenneth 1. Lieberman and Achilles M. 
Filios (the Trustees). The Trustees are 
shareholders of Baker, Lieberman ft 
Filios, D.D.S., P.C (the Employer). The 
Employer is a professional service 
corporation engaged in the practice of 
general dentistry. 

2 . On December 14.1983. the Trustees 
purdiascd the Interests at a price of 
$50,000 per unit from an unrelated 
party.* 'fbe Interests represent 
approximately 5 percent of the total 
interests outstanding in the Partnership. 
The Partnership was formed for the 
purpose of operating an AM/FM radio 
station in Grand Forks. North Dakota. 

S. The applicant requests an 
exemption to allow the sale of the 


• The Depertmeni noftet fhel when Ihe Interetlt 
woR pMrdMiMd in Deoenber 1SS3. Dr Robert Baker 
was a partner of the Partnerahtp. Dr Baker ia an 
owner of the EnpJoyer. The Deparlitieiil ex|ir«aMS 
no opinion ai lo the poaafbJe prahibited tranMCtion 
involved In Ihe Ptan'f purcheae of the bitereati and 
providet no exeaiplsve raUe# for this transactioo. 


Interests by Ihe Plan to the Trustees. 

The Trustees have determined that the 
Interests are not performing the goals of 
producing current income. capital 
appreciaHon. that had been antidpated. 
In fact, the Interests have shown a loss 
since their purchase. The December 31. 
1984 financial statement for the 
Partnership shows the Plan's net loss for 
1984 was ^1.845. The Trustees have 
also determined that t)>e Plan's 
continued holding of the Interests would 
produce lower returns than could tTe 
expected in comparison to other 
investments that could be made with the 
proceeds from the sale of the Interests. 
The sale will be for cash and Ihe 
purchase price will be $50,000 per unit of 
the Interests. No commission or fees will 
be charged in connection with their 
propos^ sale. 

4. Mr. John E Babcock of Ithaca, New 
York, is the largest investor In the 
Partnership and a consultant to the 
communications industry. Mr. Babcock, 
by letter of December 19.1984, 
represents that the fair market value of 
the Interests is not greater than $50,000 
per unit as of that date. 

5. In summary, the applicant 
represents that the proposed transaction 
meets the statutory criteria for section 
408 of the Act because: 

(1) The Plan will be able to divest 
itself of assets that ore not meeting the 
investment objectives w*hich were 
sought at the time of their purchase: 

(2) The Plan will receive at least fair 
market value for the Interests; 

(3) No commissions or fees will be 
charged to the Plan in connection with 
the proposed transaction: and 

(4) The Trustees have determined that 
the proposed transaction ia in the 
interests of and protective of the Plan 
and its participants and beneficiaries. 

For Further Information Contact: Ms. 
Linda Hamilton of the Department 
telephone (202) 523-8881. (This is not a 
toll-free number.) 

Northwest Pump and Equipment 
Company Profit Sharing Plan and 
Employees' Trust (the Plan) Located in 
Portland, Oregon 

[Application No. D-6eS3| 

Proposed Exemption 

The Department is considering 
granting an exemption under l))e 
authority of section 406(a] of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28,1975). If the exemption is 
granted the restrictions of sections 
406(a). 406(b)(1) and (b)(2) and 407(a) of 
the Act and the sanctions resulting from 
the application of section 4975 of the 


Code, by reason of section 4975(c)(1) (A) 
through (E) of the Code shall not apply 
to a lease, effective July 1.1984. of 
certain improved real properly by the 
Plan to the Northwest Pump and 
Equipment Company (the toploycr). the 
sponsor of the Plan, provided that such 
lease is on terms and conditions at least 
as favorable to the Plan as those which 
the Plan could obtain in an arm's-length 
transaction with an unrelated party. 

Effective date: This exemption, if 
granted, will be effective July 1, 1984. 

Summary of Facts and Representations 

1 . The Plan is a defined contribution 
pension plan with 44 participants and 
total assets of $1,741,371 as of December 

31.1984. The Employer is a Washington 
corporation engaged in sales and service 
of petroleum production equipment. The 
trustees of the Plan are two officers of 
the Employer (the Trustees). 

2 . Among the Plan's assets is certain 
improved real property (the Property) 
consisting of 3E500 square feet of 
commercially-zoned land improved with 
a warehouse and an offtce building 
located at 2003 and 2045 SE Ankeny 
Street and 2044 Burnside Street in 
Portland, Oregon. The Plan leases 19.1 
percent of the office space in the 
Property to parties unrelated to the Plan. 
The remaining office space and ail of the 
warehouse space in the Property (Ihe 
(..eased Space) is utilized by the 
Fjnployer as its principal place of 
business. The Leased Space has been 
leased by the Employer from the Plan 
continuously since September 1,1972 
under a lease (the Original l^ease) which 
was renewed and extended by ils own 
terms on August 29.1982 lo expire June 

30.1984, The Employer represents that 
the Original Ixase constituted a lease as 
defined under section 414(c)(2) of the 
Act and was therefore exempt until June 
30,1984 from the prohibitions of sections 
406 and 407(a) of the Acl.*^ As of 
December 13.1383 the Properly had a 
fair market value of $540,000, accordiang 
to Harold R. Wacker, MAI (Wacker). an 
independent professional real estate 
appraiser whose office is located in 
Portland. Oregon. The fair market value 
of the Leased Space, based on Wacker s 
appraisal, constitutes twenty-five 
percent of the assets of the Plan as value 
on December 31,1984. The Employer is 
requesting an exemption for the 
continued leasing of the Leased Space 
by the Plan to the Employer after june 
30,1984 under a modification of the 


^ In Ihb propoMMl irxcfinptioo. U* Dvpnmu*^”* 
expretsei no opiiuoa lo wbvlher llir 
Lease mel the requiromonU of leclloo 414(cM21 ol 
Ihe Act. 











Federal Register / VoL 50, No> 144 / Friday, July 26, 1985 / Notices 


30541 


Orixinal Lease (the New Lease), 
effective |uiy 1.1984. under the terms 
and conditions described herein. 

3. The interests of the Plan for all 
purposes under the New Lease are 
represented by the Trust Department of 
the Pacific Western Bank (the Bank) of 
Purtlund, Oregon, to whom the Trustees 
have delegated total authority with 
respect to the Plan s interests in the 
Leased Space. The Bank represents that 
it has no bustnes relationship with the 
Employer. The New Lease is a triple net 
lease for an initial term of ten years 
commencing July 1.1984. with a 
provision for up to two five-year 
extensions with approval of the Bank. 
Under the New Lease the Employer 
assumes responsibility for all taxes, all 
costs of maintenance and repair and full 
fire and extended coverage insurance on 
the Lease Space. The New l.ease 
requires the Employer to indemnify the 
Plan and hold the Plan harmless against 
all claims, demands and liabilities 
resulting from the Employer's of the 
Leased Space. Rentals under the New 
Lease, payable monthly, were 
established as of )uly 1,1984 for the first 
five years of the initial term, and were 
determined by the Bank, based upon 
Wacker's appraisal and the Bank's 
independent investigation of the fair 
market rental value of the Lease Space. 
The Bank represents that the initial 
rentals as so determined provided the 
Plan a return of no less than the fair 
market rental value of the Leased Space. 
The new Lease provides that on )uly 1. 
1989 the fair market rental value of the 
LiNJsed Space will be determined by a 
professional MAI appraiser selected by 
the Bonk, and the rental commencing on 
such date for the remainder of the initial 
term shall be the fair market rental 
value as so determined. Rental during 
8 ny renewal terms shall be determined 
in the same manner at the 
(commencement of each renewal term. 

4.1^ subiect transaction, as 
described herein, has been reviewed 
and evaluated on behalf of the Plan by 

lu ^ detemined that 

Plan's continued holding of the 
^perty and the lease of the Leased 
Space to the Employer are in the best 
mteresU and protective of the Plan. The 
^nk notes that the New Lease is of 
short duration, requiring mid-term rental 
fpview, reserving for the Bank adequate 
overnight of the rate of return provided 
^y the Leased Space and allowing the 
Oimk to refuse a renewal of the New 
Lease in the event of market changes 
neceittitating alterations in the Plan's 
use of the Property. The Rink represents 
wial all terms and conditions of the 
sub|cct transaction are at least 


equivalent to those of an arm's-length 
transaction between unrelated parlies 
and that some features of the 
transaction, such as triple net return and 
five-year rental review, surpass those to 
be expected in standard commercial 
leases between unrelated parties. The 
Bunk will act on behalf of the Plan for 
all purposes related to the Leased 
Space, including the collection of rentals 
from the Employer and the pursuit of 
appropriate remedies, if necessary, on 
behalf of the Plan in the event of the 
Employer's default or other defidency of 
performance. 

5. In summary, the applicant 
represents that the critieria of section 
406(a) of the Act arc satisfied in the 
subject transaction because: (1) The 
interests of the Plan with respect to the 
Leased Space are represented by an 
independent fiduciary, the Bank, which 
has determined that the continued 
holding of the Property and the 
Fjnployer's lease of the Leased Space 
under the New Lease are in the best 
interests and protective of the 
partidpants and beneficiaries of the 
Plan: (2) The New Lease provides the 
Plan a net return, insurance protection 
on its Investment in the Lease Space, 
and no less than the fair market rental 
value of the Leased Space as 
periodically determined: (3) The New 
Lease is of short duration and reserves 
to the Bank the oversight of the Plan's 
rate of return on the Leased Space and 
the right to refuse a renewal of the New 
Lease in the event of market changes; 
and (4) The Bank has determined that 
the terms and conditions of the subject 
transaction are equivalent to and better 
than those which the Plan could obtain 
in dealing at arm's length in a standard 
commercial transaction with an 
unrelated party. 

For Furhtcr Information Contact: Mr. 
Ronald Willett of the Department 
telephone (202) 523-6194. (This it not a 
toll-free number.) 

Robert J. Bray, D.O.S.. M.S., P.A. Profit 
Sharing Plan (the Plan) Located in 
Rochester, New York 

lAppUcation No. D-^5984| 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 406(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28,1975). If the exemption is 
granted the restrictions of section 406(a) 
and 406(b)(1) and (b)(2) of the Act and 
the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(cKl)(A) 


through (E) of the Code shall not apply 
to the sale of a partnership interest (the 
Interest) in Red River Associates (the 
Partnership) by the Plan to Dr. Robert 
Bray, a party in interest with respect to 
the Plan provided that the terms of the 
sale are at least as favorable to the Plan 
as those obtainable in a similar 
transaction with an unrelated party on 
the date of its consummation. 

Summary of Facts and Representations 

1. The Plan is a profit sharing plan 
with 11 participants. The Plan had total 
assets of $130,623 as of December 31. 
1983. The trustee of the Plan is Dr. 

Robert Bray (the Trustee). The Trustee is 
the sole shareholder of Robert). Bray. 
P.A. (the Employer). The Employer is a 
professional service corporation 
engaged in the practice of general 
dentistry. 

2 . On December 14.1983, the Trustee 
purchased the Interest at a price of 
$50,000 from an unrelated parly. The 
Interest represents approximately 2.3 
percent of the total interests outstanding 
in the Partnership and 38 percent of the 
total assets of the Plan. The Partnership 
was formed for the purpose of operating 
an AM/FM radio station in Grand Forks, 
North Dakota. 

3. The application requests an 
exemption to allow the sale of the 
Interest by the Plan to the Trustee. The 
Trustee has determined that (he Interest 
Is not performing the goals of producing 
current income, plus capital 
appreciation, that had been anticipated. 
In fact the Interest has shown a loss 
since its purchase. The December 31, 
1984 financial statement for the 
Partnership shows the Plan's net loss for 
1984 was ^0.823. The Trustee has also 
determined that the Plan's continued 
holding of the Interest would produce 
lower returns than could be expected in 
comparison to other investments that 
could be made with the proceeds from 
the sale of the Interest. The sale will be 
for cash and the purchase price will be 
$50,000. No commission or fees will be 
charged in connection with the proposed 
sale. 

4. Mr. |ohn B. Badcock of Ithaca. New 
York, is the largest investor in the 
Partnership and a consultant to the 
communications industry. Mr. Babcock, 
by letter dated December 19, represents 
that the fair market value of the Interest 
is not greater than $50XX)0 as of that 
date. 

5. In summary, the applicant 
represents that the proposed transaction 
meets the statutory criteria of section 
408 of the Act because: 

(1) The Pan will be able to divest Itself 
of an asset that is not meeting the 
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investment objectives which were 
sought at the time of its purchase; 

(2) The Plan will receive at least fair 
market value for the Interest; 

(3) No commissions or fees will be 
charged to the Plan in connection with 
the proposed transaction; 

(4) The Plan will liquidate on asset 
whi^ constitutes 38 percent of its total 
assets, thus permitting the Plan to 
diversify; and 

(5) The Trustee has determined that 
the proposed transaction is in the 
interests of and protective of the Plan 
and its participants and benoHciaries. 

For Further Information Contact: Ms. 
Linda Hamilton of the Department, 
telephone (202) 523-8881. (This is not a 
toll-free number.) 

Cone, Wagner, Nugent. |ohnson, 

Hazouri & Roth, Pj\. Profit Sharing Plan 
and Trust (the Plan) Located in Palm 
Beach. Florida 

[Application No. I>-603d| 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28,1975). If the exemption is 
granted the restrictions of section 406(a] 
and 406(b)(1) and (b)(2) of the Act and 
the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1)(A) 
through (E) of the Code shall not apply 
to the proposed cash sale of a certain 
condominium unit (the Property) by the 
individually directed account (the 
Account) in the Plan of David Roth (Mr. 
Rolh) to Mr. Roth, for the greater of the 
Property's fair market value or the 
Account's costs in acquiring and holding 
the Property. 

Summary of Facts and Representations 

1 . The Plan is a profit sharing plan 
with 74 participants and assets of 
$4,364,457 as of November 30,1984. The 
trustees of the Plan (the Trustees) are 
Albertus ). Cone. A. Ward Wagner and 
Charles Nugent, all of whom are • 
stockholders and officers in Cone. 
Wagner, Nugent. Hazouri ft Roth. P.A. 
(the Plan Sponsor). The Plan permits 
participants to direct the investment of 
their individual account balances in any 
manner that would not constitute a 
prohibited transaction or cause the Plan 
to lose its tax exempt status. As of 
November 30.1984, the Account balance 
was $220857 includins the Property. 

2. Mr. Roth is a stockholder and 
officer in the Plan Sponsor and a 
member of the investment management 


and finance committee which 
administers the Plan. 

3. The Property is a rental 
condominium unit, number 910,100 
Ocean Trail Way in Jupiter. Florida. The 
Plan purchased the iVoperty on behalf of 
the Account in November of 1981 for 
$136,346.78 from the builder. Compeau 
Corporation, which is unrelated to Mr. 
Roth or the Plan Sponsor. The applicant 
represents that the Property has l^en 
rented on a continual basis to unrelated 
parlies, and all income and expenses 
attributable to the Property are applied 
to the Account. Since the purchase of 
the Properly to November of 1984, the 
Account has spent $5,945 for 
improvements and shown a net profit of 
$8,456.64 on rentals. 

4. The Trustees desire to remove the 
Property from the Plan for several 
reasons. The major reasons are to 
relieve the Trustees of the 
administrative burdens currently 
associated with the Property and to 
eliminate the risk of becoming tied up in 
a law suit in the event of personal 
injuries occuring on the Property. In 
addition, the applicant represents that 
the cost of adequate liability insurance 
reduces the financial attractiveness of 
the Property. The applicant represents 
that virtually all the other assets of the 
Plan and another retirement Plan 
sponsored by the Plan Sponsor are 
managed by professional investment 
managers. The only assets not managed 
by these professionals are a small 
checking account maintained in each 
Plan for current operating needs and the 
earmarked investments. The trustee 
committee has neither the ability nor the 
desire to manage the Plan assets. The 
only asset which requires active 
management at the present time is the 
Property. The Trustees could hire 
professional management for the 
Property, as they have with the other 
assets, but the Property is neither large 
enough nor profitable enough to justify 
the expense of professional 
management. The applicant also 
represents that there is currently a 
"glut" of ocean front condominiums in 
the Palm Beach area and that the value 
of the Property will not appreciate 
significantly in the near future. The 
proceeds of the sale will be invested in a 
more profitable manner. 

5. Mr. Roth desires to retain the 
Property and wishes to purchase it from 
the Plan. He will pay cash at the greater 
of the Plan's costs in acquiring and 
holding the Property for its appraised 
fair market value. Mr. Roth will pay all 
expenses and fees associated with the 
transaction. 

6 . The Property was appraised on 
April 15,1985 by Nathaniel |. Orr. 


M.A.I., unrelatrcd to Mr, Roth or the 
Plan Sponsor, as having a fair market 
value of $140,000. This represents 
approximately 2.Z% of the Plan's assets 
and 03% of the Account's assets. 

7. In summary, the applicant 
represents that the proposed transaction 
satisfies the criteria set forth in section 
40a(a) of the Act because: (a) The sale 
will be a one time transaction for cash; 
(b) the Plan will receive the greater of 
the appraised fair market value of the 
Properly or the total costs incurred by 
the Plan in acquiring and holding it; (c) 
Mr. Roth will bear all the costs of the 
transaction; (d) the Trustees have 
determined that it is in the best interests 
and protective of the Plan and its 
participants and beneficiaries to soil the 
Property; and (e) Mr. Roth is the only 
erson affected by the transaction and 
e desires that it be consummated. 

Notice to Interested Person: Because 
Mr. Roth is the only participant in the 
Plan to be affected by the proposed 
transaction, it has been determined that 
there is no need to distribute the notice 
of proposed exemption to interested 
persons. Comments and requests for a 
public hearing are due 30 days after the 
date of publication of this notice in the 
Federal Register. 

For Further Information Contact: Mr 
David Lurie of the Department, 
telephone (202) 523-8884. fThis is not u 
toll-free number.) 

General Information 

The attention of interested persons is 
directed to the following: 

(1) The fact that a transaction is the 
subject of an exemption under section 
408(a) of the Act and/or section 
4975 (c)(2) of the Code does not relieve a 
fiduciary or other party in interest or 
disqualified person from certain other 
provisions of the Act and/or the Code, 
including any prohibited transaction 
provisions to which the exemption does 
not apply and the general fiduciary 
responsibility provisions of section 404 
of die Act, which among other things 
require a fiduciary to discharge his 
duties respecting the plan solely in the 
interest of the participants and 
beneficiaries of the plan and in a 
prudent fashion In accordance with 
section 404(a)(1)(B) of the Act: nor docs 
it affect the requirement of section 
401(a) of the Code that the plan must 
operate for the exclusive benefit of the 
employees of the employer maintaining 
the plan and their beneficiaries; 

(2) Before an exemption may be 
granted under section 408(a) of the Act 
and/or section 4975(c)(2) of the Code, 
the Department must find that the 
‘exemption is administratively feasible 
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in the interests of the plan and of its 
participants and t>eneftciaries and 
protective of the rights of participants 
and i>enef!€iaries of the plan; and 

(3) The proposed exemptions, if 
granted, will be supplemental to. and 
not in derogation of. any other 
provisions of the Act and/or the Code, 
indiiding statutory' or administrative 
exemptions and transitional rules. 
Furthermore, the fact that a transaction 
is subject to an administrative or 
stiitutory exemption is not dispositive of 
whether the transaction is in fact a 
prohibited transaction. 

(4) The proposed exemption, if 
granted, will be subject to the express 
condition that the material facts and 
representations contained In each 
applioatJoo are true and complete, and 
that each application accurately 
describes all material terms of the 
transaction which is the subject of the 
exemption. 

Signed at Washington. D C., this 23rd day 
af |uly. iges. 

□hot L DanM. 

As^st9tonl Adminiwtroiar for and 

h^tvrpreHHiom, Office ofPnnaion and 
Wrlfart Benefit Progrorm, US Department of 
Labor 

|FR Doc. 8S-17S1S. Plied 7-2S-IIS: 0:45 am| 
mllmo coot 


IProhibitsd TransacUon Exemptkm $5-127; 
Exemption Application No. 0-4482 at at.| 


Grant of IncNvldual Exempfiooa; Local 
Union 731. International Brotherhood 
of Teamatera, et at. 


aqsncy: Pension and Welfare Benefit 
Programs. Labor. 

Acnow: Grant of individual Exemptions. 


SUMMARY: This document contains 
exemptions Issued by the Department of 
Labor (the Department) from certain of 
the prohibited transaction restrictions of 
the Employee Retirement Income 
Security Act of 1974 (the Act) and/or the 
Internal Revenue Code of 1954 (the 


Notices were prubllshcd In the 
Federal Register of the pendency befo 
tneDepartment of proposals to grant 
such exemptions. The notices set fortl 
suminary of facts and representations 
contained in each application for 
»'xrmptlon and refernF»d Interested 
ptJrsons to the respective applications 
lor a complete statement of the facts 
and represenlatlons. The applications 
have bc*^n available for public 
nspection «t the Department in 
ashington. D.C. The notices also 
invited interested persons to submit 
commits on the requested exemptloi 
to the Department. In addition the 


notices stated that any Interested person 
might submit a written request that a 
public hearing be held (where 
appropriate). The applicants have 
represented that they have complied 
with the requirements of the notification 
to interested persons. No public 
comments and no requests for a hearing, 
unless otherwise stated, were received 
by the Department. 

The notices of pendency were issued 
and the exemptions are being granted 
solely by the Department because, 
effective December 31.1978. section 102 
of Reorganization Plan No. 4 of 1978 (43 
FR 47713. October 17.1978) transferred 
the authority of the Secretary of the 
Treasury to issue exemptions of the type 
proposed to the Secretary of Labor. 

Statutory Findings 

In accordance with section 408(a) of 
the Act and/or section 497S(c)(2) of the 
Code and the procedures set forth in 
ERISA Procedure 7S-1 (40 FR 18471. 
Aprii 28,1975). and based upon the 
entire record, the Department makes the 
following findings: 

(a) The exemptions are 
administratively feasible: 

(b) They are in the interests of the 
plans and their participants and 
beneficiaries: and 

(c) They are protective of the rights of 
the participants and beneficiaries of the 
plans. 

Local Union No. 731. Inlenational 
Brotherhood of Teamsters et al. (the 
Union) Located In Chicago, Illinois 

(Prohibited Traxuaction Exemption 85-127. 
Exemption Application Na U--4482| 

Exemption 

1lie restriciioos of section 406(a). 406 
(b|(l) and (b)(2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code, shall not apply to the proposed 
sale of an interest in a computer system 
by the Union to a group of related 
pension and welfare trust funds for 
$12,000. provided that this amount does 
not exceed the fair market value of the 
interest in the computer system on the 
dale the transaction is consummated. 

For a more complete statement of the 
facts and representations supporting the 
Department's decision to grant this 
exemption refer to the notice of 
proposed exemption published on May 
21.1985 at SO FR 20980 

For Further Information Contact: Alan 
H. l^^vitas of the Department, telephone 
(202) 523-8971. (This is not a toll-free 
number.) 


Peter W. Burk Employee Pension 
Benefit Plan for Sole Proprietorship 
Located in Waterloo. Iowa 

(Prohibited Transactioo Exemptioo 85-128: 
Exemption Application No. U--52291 

Exemption 

The sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through [e) of the Code, shall not apply 
to the loan by the Plan to Peter W. Burk 
of $22,000, under the terms described in 
the notice of proposed exemptioa 
provided such terms are not less 
favorable to the Plan than those 
obtainable in an arm's-length 
transaction w ith an unrelated party. 
Section 40B(d)(l) of the Act provides 
that the Department lacks authority to 
grant an exemption under section 408(a) 
of the Act for the lending of any part of 
the corpus or the income of a plan to an 
owner-employee. Therefore, the 
Department cannot grant an exemption 
under Title 1 of the Act for the subject 
loan. However, the Department can 
grant an exemption under Title U of the 
Act. pursuant to section 4975 of the 
Code. 

For a more complete statement of the 
facts end representations supporting the 
Department's decision to grant this 
exemption refer to the notice of 
proposed exemption published on {one 
7.1985 at 50 FR 24065. 

For Further information Contact: Gary 
H. Lefkowitz of the Department 
telephone (202) 523-8881. (This is not a 
toll-free number.) 

LTV Corporation and AfTiliates 
Consolidated Retirement Trust (the 
Trust) Located in Dallas. Texas 

IProhibited Traasaction Exemptioa 85-129. 
Application No. D-53321 

Exemption 

(a) General Exemption. The 
restrictions of section 406(a)(1) (A) 
through (D) of the Act and the sanctions 
resulting from the application of section 
4975 of the Code, by reason of section 
4975(c)(1) (A) through (D) of the Code, 
shall not apply to any party in interest 
transaction in%*olving the purchase, 
ownership, sale, management, leasing 
and development of real property by the 
portion of the Trust maintained and 
managed by Thomas L Karsten 
Associates (Karsten) and the LTV 
Corporation (LTV), the sponsor of the 
Trust, provided that the following 
conditions are met: 

(1) The party in interest is not: 

(i) Karsten. any person directly or 
indirectly controlling, controlled by or 
under common control with Karsten 
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(Controlled Person); any officer, 
director, or highly compensated 
employee (as defined in section 
4975(e)(2)(H) of the Code) of Karsten or 
any Controlled Person; any corporation, 
partnership, trust or unincorporated 
enterprise in which Karsten, any 
Controlled Person, or any officer, 
director or highly compensated 
employee (as defined above) of Karsten 
or any Controlled Person owns a $% or 
more interest; or any corporation, 
partnership, trust, or unincorporated 
enterprise which owns a 5% or more 
interest in Karsten or any Controlled 
Person; or 

(ii) LTV, any person directly or 
indirectly controlling, controlled by or 
under common control with LTV (LTV 
Controlled Person); any officer, director, 
or highly compensated employee (as 
defined in section 4975(e)(2)(H) of the 
Code) of LTV or any LTV Controlled 
Person; any cooperation, partnership, 
trust or unincorporated enterprise in 
which LTV, any LTV Controlled Person, 
or any officer, director or highly 
compensated employee (as deHned 
above, of LTV or any LTV Controlled 
Person owns a S% or more interest; or 
any corporation, partnership, trust, or 
unincorporated enterprise which owns a 
5% or more interest in LTV or any LTV 
Controlled Person: or 

(iii) Any person who exercises 
discretionary authority, responsibility' or 
control or who provides investment 
advice with respect to the investment of 
Trust assets involved in the particular 
transaction: 

(iv) TTie term ‘Tnteresf*, as applied in 
subsections (1) (i) and (ii) above, means 
wnth respect to ownership of an entity— 

(A) The combined voting power of all 
classes of slock entitled to vote or the 
total value of the shares of all classes of 
stock of the entity if the entity is a 
corporation. 

(B) The capital interest or the profits 
interest of the entity if the entity is a 
partnership, or 

(C) The beneficial interest of the 
entity if the entity is a trust or 
unincorporated enterprise: and 

(v) A person is considered to own on 
interest held in any capacity if the 
person has or shares the authority— 

(A) To exercise any voting rights or to 
direct some other person to exercise the 
voting rights relating to such Interest, or 

(B) To dispose or to direct the 
disposition of such interest. 

(2) At the time the transaction is 
entered into, and at the time of any 
subsequent renewal thereof that 
requires the consent of Karsten and/or 
LTV. the terms of the transaction are not 
less favorable to the Trust than the 


terms generally available in ann*8dength 
transactions between unrelated parties:^ 

(3){i) Karsten shall maintain for a 
period of six years from the date of each 
transaction mentioned above, records 
necessary to determine whether the 
conditions of this exemption have been 
met. The records above must be 
unconditionally available at their 
customary location for examination for 
purposes reasonably related to 
protecting rights of the participants of 
the Trust during normal business hours 
by: 

(A) Any duly authorized employee or 
representative of the Department of 
Labor or the Internal Revenue Service; 

(B) Any fiduciary of a plan 
participating in the Trust who has the 
authority to acquire or dispose of the 
interests of the plan in the investment 
fund subject to the management of 
Karsten. or any duly authorized 
employee or representative of such 
fiduciary; and 

(C) Any participant or beneficiary of 
any plan which is funded by the Trust or 
any duly authorized representative of 
such participant or bencRciary. 

(ii) None of the persons described in 
subdivision (i)(C) of this subpargraph (3) 
shall be authorized to examine LTVs or 
Karsten's trade secrets or commercial or 
finandal information which is 
privileged, confidential or of a 
proprietary nature. 

(b) Specific Exemption for 
Transactions Involving Places of Public 
Accommodation The restrictions of 
sections 406(a)(1) (A) through (D) and 
406(b) (1) and (2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code, shall not apply to the funiishing of 
services, facilities and any goods 
incidental thereto by a place of public 
accommodation which is or may be 
considered an asset of the Thrust to a 
party in interest with respect to the 
Trust if the services, facilities or 
incidental goods are furnished on a 
comparable basis to the genera) public, 
and if the requirements of subparagraph 
(a)(3) of this exemption are met. 

For a more complete statement of the 
facts and representations supporting the 
Department's decision to grant this 
exemption refer to the notice of 
proposed exemption published on 
February 26.19B5 at 50 FR 7855. 

Hearing Request: The Department 
received one request for a public hearing 
from a participant in the Trust. The 
participant's request did not raise any 
objections to the transactions for which 
an exemption is requested. Attempts to 
contact the commentator by telephone 
and mail have been unsuccessful. 


Accordingly, the Deparlhient has 
determine not to hold a hearing. After 
consideration of the entire record, the 
Department has detemiined to grant the 
exemption os proposed. 

Effective Dote: This exemption is 
effective January 8.1963. 

For Further Information Contact: Mr 
David Standor of the Department, 
telephone (202) 523-8881. (This is not a 
toll-free number.) 

Retirement Plan for Employees of 
Holsuin Bakery, Inc. (the Plan) Located 
in Phoenix, Arizona 

(Prahibited Transaction Exemption 85-130: 
Exemption Application .No. D^773| 

Exemption 

The restrictions of section 406(a) and 
406 (b)(1) and (b)(2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code, shall not apply to the sale of 
certain real property by Holsum Bakery. 
Inc. (the Employer) to the Plan, and the 
leaseback of the real property by the 
Plan to the Employer provided the terms 
of the proposed transactions are as 
favorable to the Plan as those 
obtainable by the Plan in an arm's- 
length transaction with an unrelated 
party. 

For a more complete statement of the 
facts and representations supporting the 
Department's decision to grant this 
exemption refer to the notice of 
proposed exemption published on May 
21.1985 at 50 FR 20961. 

For Further Information Contact; 
Linda H. Hamilton of the Department, 
telephone (202) 523-8881. (This Is not a 
toll-free number.) 

General Information 

The attention of interested persons is 
directed to the following: 

(1) The fact that a transaction is the 
subject of an exemption under section 
408(a) of the Act and/or section 
4975(cJ(2) of the Code does not relieve a 
fiduciary or other party in interest or 
disqualified person from certain other 
provisions of the Act and/or the ^de. 
including any prohibited transaction 
provisions to which the exemption does 
not apply and the general fiduciary 
responsibility provisions of section 404 
of the Act, which among other things 
require a fiduciary to discharge his 
duties respecting the plan solely in the 
interest of the participants and 
beneficiaries of the plan and iti a 
prudent fashion in accordance with 
section 404(a)(1)(B) of the Act; iior doea 
it affect the requirement of section 
401(a] of the Code that the plan must 
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operate for the exclusive bencHl of the 
employees of the employer maintaining 
the plan and their benendaries: 

(2) These exemptions are 
supplemental to and not in derogation 
of. any other provisions of the Act and/ 
or the Code, including statutory or 
administrative exemptions and 
transitional rules. Furthermore, the fact 
that a transaction is subject to an 
administrative or statutory exemption is 
not dispositive of whether the 
transaction is in fact a prohibited 
tnmsaction. 

(3) The availability of these 
exemptions is subject to the express 
condition that the material facts and 
representations contained in each 
application accurately describes all 
material terms of the transaction which 
IS the subject of the exemption. 

Signed at Washington. D C. this 23rd day 
of |uly. 1985. 

EtUot 1. Danid, 

AinMtant Administrator for Hejiulatwns and 
tntorpretations. Office of Pension and 
Wrffare Benefit f^oarams. VS, Department of 
Ixtbor 

|FR Doc. 85-17815 Filed 7-25-B5; 8 45 am| 
eilUHO COOC 4510-2S-« 


NATIONAL FOUNDATION ON THE 
ARTS AND THE HUMANITIES 

Music Advisory Panel; Meeting 

Pursuant to section 10(a)(2) of the 
Federal Advisory Committee Act (Pub. 

L 92-483), as amended, notice is hereby 
given that a meeting of the Music 
Adviso^ Panel (Opera-Musical Theater 
l^fessional Companies Section) to the 
National Council on the Arts will be 
held on August 13.1985. from 9:00 a.m.- 
7«0 p.m., August 14-15.1985. from 9:00 
a.m.-6:00 p.m,. and on August 16.1985. 
from 91)0 a.m.-5:30 p.m. in Room M-09 
of the Nancy Hanks Center. 1100 
Pennsylvania Avenue, NW., 

Washington, D.C. 

A portion of this meeting will be open 
to the public on August 13,1985, from 
^^W-0:30 a.m, for introductions, 
'innounccmcnls, and updates. 

The remaining sessions of this 
oieeting on August 13.1985. from 9:30 
p,m., August 14-15,1985. from 
a.m,-6D0 p.m,, and on August 16, 
from 9:00 a.m.-5:30 p.m. are for the 
pur^se of Panel review, discussion, 
evaluation, and recommendation on 
^applications for financial assistance 
onder the National Foundation on the 
Arts and the Humanities Act of 1965. as 
•*mended, including discussion of 
tnformation given in confidence to the 
agency by grant applications. In 
accordance with the determination of 


the Chairman published in the Federal 
Register of February 13.1980. these 
sessions will be closed to the public 
pursuant to subsections (c)(4), (6) and 
9(b) of section 552b of Title 5, United 
States Code. 

Further information with reference to 
this meeting can be obtained from Mr, 
John H, Clark, Advisory Committee 
Management Officer. National 
Endowment for the Arts. Washington. 
D C, 20506. or call (202) 682-5433. 

Dated: )uly 19.1985. 

|ohn 11. Clark, 

Office of Council and Panel Operations, 
Notional Endowment for the Arts, 

|FR Doc. 85-17739 Filed 7-25-85; 8:45 am| 
arujNO COOC rsjr-oi-ii 


Humanities Panel Meetings; Change in 
Meeting Oates 

agency: National Endowment for the 
Humanities. 

action: Notice of Changes in meeting 
dates. 


summary: This is to announce that the 
dates for some of the Humanities Panel 
meetings to be held at the National 
Endowment for the Humanities, 1100 
Pennsylvania Avenue. NW. Washington. 
DC 20506 as announced in the Federal 
Register on July 16,1985 at pages 28855- 
28856 have been changed os follows: 

Meeting #6 to review Fellowships for 
College Teachers in Religious Studies 
has been changed from August 4.1985 to 
August 5,1985. 

Meeting #7 to review Fellowships for 
College Teachers in Art and Music has 
been changed from August 5.1985 to 
August 6.1985. 

Meeting #11 to review Fellowships for 
College Teachers in Foreign Languages 
and Literature has been changed from 
August 11.1985 to August 12.1985. 

Meeting #13 to review Fellowships for 
College Teachers In American History 
has been changed from August 13.1985 
to August 14.1985. 

Meeting #15 to review Fellowships for 
College Teachers In Political Science 
has been changed from August 15.1985 
to August 16.1985. 

Meeting #19 to review Fellowships for 
College Teachers in World History has 
been changed from August 18.1985 to 
August 19.1985. 

Meeting #21 to review Fellowships for 
College Teachers in Philosophy has 
been changed from August 20.1985 to 
August 21.1985. 


Meeting #26 to review Fellowships for 
College Teachers in American Literature 
and Studies. Film. TV, and Theatre has 
been changed from August 25.1985 to 
• August 28.1985. 

Meeting #27 to review Fellowships for 
College Teachers in British Literature. 
Literary Criticism. Composition and 
Rhetoric has been changed from August 
26. 1985 to August 27,1985. 

Meeting #29 to review Fellowships for 
College Teachers in Anthropology, 
Sociology. Education, and Psychology 
has been changed from August 28.1985 
to August 29.1985. 

The time and room numbers will 
remain the same. 

Stephen). McCleary. 

Advisory Committee Management Officer 
[FR Doc. 85-17771 Filed 7-25-65: 8:45 am) 
BltUNO COOC 7S3S-ei-N 


NUCLEAR REGULATORY 
COMMISSION 

(OocKet Nos. 50-317 sod 50-3181 

Baltimore Gas and Electric Co. (Calvert 
Cliffs Nuclear Power Plant Unit Nos. 1 
and 2); Order Modifying License 
Confirming Additional Licensee 
Commitments on Emergency 
Response Capability 

I 

The Baltimore Gas and Electric 
Company (BG6E) is the holder of 
Facility Operating License Nos. DPR-53 
and DPR-89 which authorize the 
operation of the Calvert Cliffs Nuclear 
Power Plant. Unit Nos. 1 and 2, at 
steady*8tate power levels not in excess 
of 2700 megawatts thermal. The facility 
consists of two pressurized water 
reactors located in Calvert County, 
Maryland. 

II 

Following the accident at Three Mile 
Island Unit No. 2 (TMl-2) on March 28. 
1979. the Nuclear Regulatory 
Commission (NRC) staff developed a 
number of proposed requirements to be 
implemented on operating reactors and 
on plants under construction. These 
requirements include Operational 
Safety. Siting and Design, and 
Emergency Ih'eparedness and are 
intended to provide substantial 
additional protection in the operation of 
nuclear facilities and significant 
upgrading of emergency response 
capability based on the experience from 
the accident at TM1-2 and the official 
studies and investigations of the 
accident. The requirements are set forth 
in NUREC-0737, ’^Clarification of I’M! 
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Action Plan Requirements.** and in 
Supplement 1 to NUREG-0737, 
*‘Requiremenls for Emergency Response 
Capability.** Among these requirements 
are a number of items consisting of 
emergency response facility operability, 
emergency procedure implementation, 
addition of instrumentation, possible 
control room design modification, and 
specific information to be submitted. 

On December 17,1982, a letter 
(Generic Letter 82-33) was sent to ail 
licensees of operating reactors, 
applicants for operating licenses, and 
holders of construction permits 
enclosing Supplement 1 to NUREG-0737. 
In this letter, operating reactor licensees 
and holders of construction permits 
were requested to furnish the following 
information, pursuant to 20 CFR 60.54(f)* 
no later than April 15.1983: 

(1) A propos<^ schedule for 
completing each of the basic 
requirements for the items identified in 
Supplement 1 to NUREG-0737, and 

(2) A description of plans for phased 
implementation and integration of 
emergency response activities including 
training. 

Ill 

BC&E responded to Generic Letter 82- 
33 by letter dated April 15.1983. By 
letters dated July 22.1983 and November 
18.1083, BG&E modified several dates 
as a result of negotiations with the NRG 
staff. In these submittals, BG&E made 
commitments to complete the basic 
requirements. BG&E*b commitments 
included (1) dates for providing required 
submittals to the NRG, (2) dates for 
implementing certain requirements, and 

(3) a schedule for providing 
implementation dates for other 
requirements. The staff found that these 
dates were reasonable and achievable 
dates for meeting the Gommission 
requirements and concluded that the 
schedule proposed by the licensee 


would provide timely upgrading of the 
licQn8ee*8 emergency response 
capability. On june 14.1984, the NRG 
issued **Order Gonfirmlng Licensee 
Gommitments on Emergency Response 
Gapability** which confirmed BG&E*8 
commitments. 

IV 

The June 14.1984 Order staled that, 
for those requirements for which BG&E 
committed to a schedule for providing 
implementation dates, those dates 
would be reviewed, negotiated and 
confirmed by a subsequent order. The 
June 14.1984 Order, as supplemented by 
BG&E*s letters dated December 1,1964 
and June 19,1965, provided completion 
schedules for the following 
requirements: 

1 . Regulatory Guide 1.97—Application to 
Emergency Response Facilities 

lb. Implement (installation or upgrade) 
requirements. 

2 . Upgrade Emergency Operating 
Pi^edures (EOPSs) 

2 b. Implement the upgraded EOPa 
The attached Table summarizing 
BG&C's schedular commitments for the 
above items was developed by the NRC 
staff from the information provided by 
BG&E. The staff reviewed BG&£*s 
December 1,1984 and June 19.1985 
letters and discussed the dates with the 
licensee. 

The NRC staff finds these dates are 
reasonable and achievable dates for 
meeting the Commission requirements. 
The NRG staff concludes that the 
schedule proposed by the licensee will 
provide timely upgrading of the 
Iicensee*8 emergency response 
capability. 

In view of the foregoing. I have 
determined that the implementation of 
BG&E’s commitments are required in the 
interest of the public health and safety 
and should, therefore, be confirmed by 
an immediately effective Order. 


Accordingly, pursuant to sections 103. 
161i, leio. and 182 of the Atomic Energy 
Act of 1954, as amended, and the 
C}oinmis8ion*s regulations in 10 CFR 
2.204 and 10 CFR Part 50. it Is hereby 
ordered, effective immediately, that 
licenses DPR-53 and DPR-69 are 
modified to provide that licensee shall: 

Implement the speciOc items described in 
the Attachment to this Order in the manner 
described In BC&E*t submittals noted In 
Section iV herein no later than the dates in 
the Attachment. 

Extension of time for completing these 
items may be granted by the Director, 
Division of Licensing, for good cause 
shown. 

VI 

The licensee or any person %vith an 
adversely affected interest may request 
a hearing on this Order within 20 days 
of the date of publication of this Order 
in the Federal Register. Any request for 
a hearing should be addressed to the 
Director, Office of Nuclear Reactor 
Regulation. U.S. Nuclear Regulatory 
Gommission. Washington. D.G. 20^. A 
copy should be sent to the Executive 
Legal Director at the same address. A 
request for hearing shall not stay the 
immediate effectiveness of this Order 

If a hearing is to be held, the 
Commission will issue an Order 
designating the time and place of any 
such hearing. 

If a hearing is held concerning this 
Order, the issue to be consider^ at the 
hearing shall be whether the licensee 
should comply with the requiremenis set 
forth in section V of this Order 

This Order is effective upon issuance. 

For the Nuclaar Regulatory Comini*»ioa 

Dated in Belhesda. Maryland, this ISlb day 
of July loss. 

Hugh L. Tbofnpsoo. |r.. 

Director, Division of Licensing, Office of 
Sudecr RegoJatfon, 


Calvert Cuffs Omits 1 and 2 Ijcensee’s AoofnoMAL Commitmemts on Supplement 1 to NUREG-0737 
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(FR Doc. 85-17823 Filed 7-25-85: 8:45 tm) 


•iLLMO cooc rias-oi-M 


I Docket No. 50-3941 

California Polytechnic State University; 
Order Terminating Facility License 

By application dated April 30,1981, as 
supplemented by letter dated September 
8.1981, California Polytechnic State 


University (the licensee) requested 
authorization to dismantle the ACN-201 
Training Reactor (the facility), a 
research reactor located on the campus 
in San Luis Obispo. California, and to 
dispose of the component parts in 
accordance with the plan submitted as 
part of the application, and to terminate 


Facility Operating License No. R-121. A 
. *‘Nollce of Propos^ Issuance of Orders 
' Authorizing Dismantling of Facility. 
Disposition of Components Parts, and 
Termination of Facility License** was 
published in the Federal Register on 
June 26.1981 (46 FR 33148). No request 
for hearing or petition for leave to 
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intervene was filed following notice of 
the proposed action. By Order dated 
October 1981 the Commission 
authorized dismantling of the facility 
and disposal of component parts as 
propos^ in the licensee's dismantling 
plan. 

By letter dated January 30,1985, the 
licensee indicated compliance with the 
dismantling and disposal plan and 
requested termination of the Facility 
Operating License No. R-121. The 
facility area has been inspected by a 
Nuclear Regulatory Commission Region 
V inspector. The inspection and 
radiation surveys confirm disposal of 
component parts in accordanc.e with 
licensee's dismantling plan, that 
radiation levels meet the values defined 
in the dismantling plan, and that the 
area is. therefore, available for 
unrestricted access. 

Accordingly, the Commission has 
found that the facility has been 
dismantled and decontaminated 
pursuant to the Commission's Order 
dated Octobver 6.1981. Satisfactory 
disposition has been made of the 
component parts and fuel in accordance 
with the Commission's regulations in 10 
CFR Chapter 1, and in a manner not 
inimical to the common defense and 
security, or to the health and safety of 
the public. In accordance with 10 CFR 
Part 51, the Commission has determined 
that the issuance of this termination 
Order will have no significant impact. 
The Finding of No Significant 
Environmental Impact was publishtni in 
the Federal Register on July 17,1985 (50 


For further details with respect to th 
action, see (1) the application for 
authorization to dismantle the facility 
and dispose of component parts and fc 
termination of facility operating licensi 
dated April 30.1981. as supplemented 
^plcmbcr 8,1981 and Junuary 30,1985 
|2| the Commission's Order Authorizin 
uiTOantling of Facility and Dispositior 
or Component Parts, dated October 6. 
1981. and (3) the Commission's related 
bafety Evaluation, dated July 19 ,1985. 
wh of these items is available for 
pub ic inspection at the Commission's 
i^bhe pecument Room, 1717 H Street 

i 2 j and (3) may be obtained upon 
request addressed to the U.S. Nuclear 
Regu^lory Commission. Washington, 
20555, Attention: Director. Divisior 
or iJcensing. 


■^•8 termination Order is cffrfciive as 
or Its date of issuance. 


Dated at Bethesdo, Maryland, this 10th of 
July 1985. 

For the Nuclear Regulator' Commission 
Hugh Ln Thompson. Jr^ Director. 

Division of Licensing. 

{VR Doc. 85-17820 Filed 7>25-85; 6:45 am| 
BItUNO COOe 


rOocket No. 50-21 

Firiding of No Significant 
Environmental Impact Regarding 
Proposed Amendment to Facility 
Operating License No. R 28; University 
of Michigan 

The Nuclear Regulatory Commission 
(the Commission) is considering 
issuance of an amendment to Facility 
Operating License No. R-28 for the 
University of Michigan training and 
research reactor located on the campus 
in Ann Arbor, Michigan. 

The amendment will renew the 
Operating License for twenty years from 
its date of issuance, in accordance with 
tlie licensee's application dated 
November 30,1984. as supplemented. 
Opportunity for hearing was afforded by 
the Notice of Proposed Renewal of 
Facility License published in the Federal 
Register on January 15.1985 at 50 FR 
2115. No request for hearing or petition 
for leave to intervene was filed 
following notice of the proposed action. 

Continued operation of the reactor 
will not require alteration of buildings or 
structures, will not lead to changes in 
effluents release from the facility to the 
environment, will not increase the 
probability or consequences of 
accidents, and will not involve any 
unresolved issues concerning alternative 
uses of available resources. Based on 
the foregoing and on the Environmental 
Assessment, the Commission concludes 
that renewal of the license will not 
result in any significant environmental 
impacts. 

Finding of No Significant Impact 

The Commission has prepared an 
Environmental Assessment of this 
action, dated May 15.1985. and has 
concluded that the proposed action will 
not have a significant effect on the 
quality of the human environment. 
Therefore, the Commission has 
determined not to prepare an 
Environmental Impact Statement for the 
proposed action. 


Summary of Environmental Impacts as 
Described In the Environmental 
Assessment 

The proposed action would authorize 
the licensee to continue operating the 
reactor in the same manner that it has 
been operated since 1957. The 
environmental impacts associated with 
the continued operation of the facility 
are discussed in an Environmental 
Assessment associated with this action. 
The Assessment concluded that 
continued o|>cration of the reactor for an 
additional 20 years will not result in any 
significant environmental impacts on 
air. water, land or biota in the area, and 
that an Environmental Impact Statement 
need not be prepared. These conclusions 
were based on the following: 

(a) llie excess reactivity available 
under the technical specifications is 
insufficient to support a reactor 
transient generating enough energy to 
cause overheating of the ^el or loss of 
integrity of the cladding: 

(b) At a thermal power level of 2 Mw. 
the inventory of fission products In the 
fuel cannot generate sufficient 
radioactive decay heat to cause fuel 
damage even in the hypothetical event 
of rapid total loss of coolant, and 

(c) The hypothetical loss of Integrity 
of the cladding of the maximum 
irradiated encapsulated fueled 
experiment will not lead to radiation 
exposures in the unrestricted 
environment that exceed guideline 
values of 10 CFR Part 20. 

For further details with respect to this 
proposed action, see the application for 
license renewal dated November 30. 
1984, as supplemented, the 
Environmental Assessment, and the 
Safety Evaluation Report prepared by 
the staff (NUREG-1138). 

These documents are available for 
public inspection at the Commission's 
Public Document Room. 1717 U Street 
NW.. Washington. D.C. 20555. Copies 
may be obtained upon request 
addressed to the U.S. Nuclear 
Regulatory Commission. Washington. 
D.C. 20555. Attention: Director, Division 
of licensing. 

Copies of NUREG-1138 may be 
purchased by filing (202) 275-2060 or 
(202) 275-2171 or by writing to the 
Superintendent of Documents. U.S. 
Government Printing Office. Post Office 
Box 37002. Washington. D.C. 20013-7982, 

Dated at Bethesda. M«r>'l^nd. this 22r>d 
day of July 1985. 
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For the Nuclear Res^lalory Commitiion. 
Omnifi M. CnMchfield, 

Asfihtant Dimefor, forSafgftyA:ises$mcnU 
Division of Ucetisin^, 

|FR Dor 85-17821 HIckJ 7-25-86: 8:43 am) 

eiLUNO OOOCTS«>-«1-«I 


I Docket Nos. 50-369 and $0-370) 

Duke Power Co.; Con9kleratk>f> of 
Issuance of Amendments to Facility 
Operating Licenses and Opportunity 
for Prior Hearing 

The United Slates Nuclear Regulatory 
Commission (the Commission) is 
considering issuance of amendments to 
Facility Operating License No. NPF-9 
and Facility Operating License No .NPE- 
17, issued to Duke Power Company (the 
licensee), for operation of the McCuire 
Nuclear Station. Units 1 and 2. located 
in Mecklenburg County. North Carolina. 

The proposed amendments would 
change Technical Specifications for 
McGuire Units 1 and 2 to allow 
operation at up to 100% rated power 
without the Upper Head Injection (UHI) 
Systems. The Specification for the gas 
pressure to be maintained within the 
FCCs cold leg injection accumulators 
would also be increased 155 psi. 

By letter dated May 9.1985. the 
licensee requested NRC approved of 
proposed changes associated with UHI 
systems deletion by cutting and capping 
of the penetrations at the upper head of 
the reactor vessel. The letter proposed 
amendments to delete Technical 
Specifications rtfquiring UHI system 
maintenance, surveillance, and leakage 
verification and to modify Technical 
Specifications to reflect deletion of UHI 
related containment penetrations and 
associated conductor overcurreut 
protective devices, containment 
isolation valves, and system piping 
snubbers. The proposed Technical 
Specirications would also increase the 
operable range of the nitrogen gas 
cover-pressure of the ECCS cold leg 
injection accumulators from 430 and 484 
psig to 595 and 839 psig. The proposed 
Technical Specifications would 1^ 
changed in a manner which would allow 
existing specification requirements to 
remain in effect until implementation of 
plant modifications during refueling 
outages, (currently scheduled during the 
Firsl half of 1988) whereupon the 
revisions would become effective. 

The UHI system performs no function 
during normal operation but serves to 
mitigate accidents after they occur, in 
support of the proposed amendments, 
thi? licensee will provide appropriate 
reanalyses of accidents presented in 
F'SAR Chapters 6 and 15. including large 


and small break LOCAs. steamline 
breaks, and associated containment 
analyses. The reanalyses are intended 
to demonstrate that the change would 
not result in exceeding operating limits 
established by 10 CFR SO 46. or other 
Commission regulations. 

Prior to issuance of the proposed 
license amendments, the Commission 
will have made findings required by the 
Atomic Energy Act of 1954. as amended, 
(the Act) and the Commission's 
regulations. 

By August 26. 2963. the licensee may 
file a request for a hearing with respect 
to issuance of the amendments to the 
subject facility operating licenses and 
any person whose interest may be 
affected by this proceeding and who 
wishes to participate as a party in the 
proceeding must flle a written petition 
f^or leave to intervene. Requests for a 
hearing and petitions for leave to 
intervene shall be filed in accordance 
with the Commission's "Rules of 
Practice for Domestic Licensing 
Proceedings" in 10 CFR Part 2. If a 
request for a hearing or petition for 
leave to intervene is filed by the above 
date, the Commission or an Atomic 
Safety and Licensing Board, designated 
by the Commission or by the Chairman 
of the Atomic Safety and Licensing 
Board Panel, will rule on the request 
and/or petition and the Secretary or the 
designated Atomic Safety and Licensing 
Board will issue a notice of hearing or 
an appropriate order. 

As required by 10 CFR 2.714, a 
petition for leave to interv'ene shall set 
forth with particularly the interest of the 
petitioner in the proceeding, and how 
that interest may be affected by the 
results of the proceeding. The petition 
should specifically explain the reasons 
why intervention should be permitted 
with particular reference to the 
following factors: (1) The nature of the 
petitioner’s right under the Act to be 
made a parly to the proceeding; (2) the 
nature and extent of the petitioner's 
property, financial or other interest in 
the proceeding: and (3) the possible 
effect of any order which may be 
entered in the proceeding on the 
petitioner's interest. The petition shofdd 
also identify the specific aspect(8) of the 
subject matter of the procei^ing as to 
which petitioner wishes to intervene. 
Any person who has filed a petition for 
leave to intervene or who had been 
admitted as a party may amend the 
petition without requesting leave of the 
Board up to fifteen (15) days prior to the 
first prehearing conference scheduled in 
the proceeding, but such an amended 
petition must satisfy the specificity 
requirements described above. 


Not later than fifteen (15) days prior to 
the first prehearing conference 
scheduled in the proceeding, a petitioner 
shall file a supplement to the petition to 
interv*ene which must include a list of 
the contentions which are sought to be 
litigated in the matter, and the bases for 
contention set forth with 
reasonable specificity. Contentions shall 
be limited to matters witiiin the scope of 
the amendments under consideration. A 
petitioner who fails to flle such a 
supplement which satisfies these 
requirements with respect to at least one 
contention will not be permitted to 
participate as a party. 

Those permitted to intervene become 
parties to the proceeding, subject to any 
limitations in the order granting leave to 
intervene, and have the opportunity to 
participate fully In the conduct of the 
hearing, including the opportunity to 
present evidence and cross-examine 
witnesses. 

A request for a hearing or a petition 
for leave to intervene shall be filed with 
the Socretaiy of the Commission. United 
States Nuclear Regulatory Commission. 
Washington. D.C 20555, Attention: 
Docketing and Service Branch, or may 
be delivered to the Commission's Public 
Document Room. 1717 H Street NW.. 
Washington. D.C. by the above date. 
Where petitions are filed during the last 
ten (10) days of the notice peri^ it is 
requested that the petitioner or 
representative for the petitioner 
promptly so inform the Commission by a 
toll-free telephone call to Western 
Union at (800) 325-6000 (in Missouri 
(800) 342-6700). The Western Union 
operator should be given Datagram 
Identification Number 3737 and the 
following message addressed to Elinor 
G. Adensam: petitioner's name and 
telephone number, dale petition was 
mailed plant name: and publication 
data and page number of this Federal 
Register notice. A copy of the petition 
should also be sent to the Executive 
Legal Director, U.S. Nuclear Regulatory 
Commission. Washington, D.C 20555. 
and to Mr. Albert Carr. Duke Power 
Company. P.O. Box 33189.422 South 
Church. Charlotte. North Carolina 28242, 
attorney for the licensee. 

Nontimely filings of petitions for leave 
to inter\'cne, amended petitions 
supplemental petitions and/or requests 
for hearing will not be entertained 
absent a determination by tlie 
Commission, the presiding officer or tn« 
Atomic Safety and Licensing 
designated to rule on the petition 
request, that the petitioner has made a 
substantial showing of good cauw fof 
the granting of a late petition 
request. That determination will be 
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bdflcd upon a baianclng of the factors 
fpecitied in lOCFR 2.714(a)(t)(i)-(v) and 
2.714ld). 

For further details with respect to this 
action, see the application for 
amendments dale^ May 0,1985. which 
is available for public inspection at the 
Commission's Pliblic Document Room. 
1717 H Street. NW., Washington. D.C. 
and at the Atkins Library. University of 
Nordi Carolina. Charlotte (UNCC 
Station). North Carolina 2^42. 

Dated at Dethesda. Maryland, this 22nd 
day of |uly 1985. 

For the Nuclear Regulatory Commission 
Dari & Hood. 

Acting Chtnf, Ucenning Brandi No, 4 Divigion 
of licensings 

(FR Doc 85-17825 Filed 7-25-85; 8:45 am| 

•IUJM6 COOC 


lOodett No.$0-2SS) 

Omaha Public Power District (Fort 
Calhoun Station, Unit No. 1); Order 
Modifying License Confirming 
Additional Licensee Commitment oo 
Emergency Response Capability 

I 


Omaha Public Power District (the 
hcenm or OPPD) is the holder of 
Facility Operating License No. DPR-40 
which authorizes the operation of Fort 
Calhoua Station. Unit No. 1 (the facility) 
at steady-state pow*er levels not in 
excess of 1500 megawatts thermal The 
facility is a pressurized water reactor 
(PWRj located in Washington County. 
Nebraska. 

II 


Following the accident at Three Mil 
Island Unit No. 2 |TMI-2) on March 21 
1879. the Nuclear Regulatory 
Commission (NRC) staff developed a 
number of proposed requirements to I 
implemented on operating reactors an 
on plants under construction. These 
requirements include Operational 
Safety. Siting and Design, and 
Inicrgeftcy Preparedness and are 
intended to provide substantial 
additional protection in the operation 
nuclear facilities and significant 
upgrading of emergency response 
capability based on the experience fit 
the accident at TMI-2 and the official 
studies and investigations of the 
u requirements are set for 

‘"^^REG-0737. "Clarification of TMI 
Action Plan Requirements,*' and in 
J'upplcment 1 to NUREG-4)737. 

Kpq^^m^l, Emergency Respon 
^pabifityr Among these requiremen 
a number of items consisting of 


emergency response facility operability, 
eme^ency procedure implementation, 
addition ot instrumentation, possible 
control room design modification and 
specific information to be submitted. 

On December 17,1982. a letter 
(Generic Letter 82-33) was sent to all 
licensees of operating reactors, 
applicants for operating licenses, and 
holders of construction permits 
enclosing Supplement 1 to NUREG-0737. 
In this letter operating reactor licensees 
and holders of construction permits 
were requested to furnish the following 
information, pursuant to 10 CFR 50.54(0. 
no later than April 15.1983: 

(1) A proposed schedule for 
completing each of the basic 
requirumenlB for the items identified In 
Supplement 1 to NUREG-0737. and 

(2) A description of plans for phased 
implementation and integration of 
emergency response activities including 
training. 

Ill 

OPPD responded to Generic Letter 82- 
33 by letter dated April 15,1983. In this 
submittal, OPPD made commitments to 
complete the basic requirements. 

OPPD's commitments included (1) dates 
for providing required submittals to the 
NRC, (2) dales for implementing certain 
requirements, and (3) a schedule for 
providing implementation dates for 
other requirements. The staff found that 
these dates were reasonable and 
achievable dates for meeting the 
Commission requirements and 
concluded that the schedule proposed 
by the licensee would provide timely 
upgrading of the licensee's emergency 
response capability. On February 22. 
1904. the NRC issued “Order Confirming 
Licensee Commitments on Emergency 
Response Capability*' which confirmed 
OPTO’s commitments. 

rv 

The February 22.1984. Order stated 
that for those requirement's for which 
OPPD committed to a schedule for 
providing implementation dates, those 
dates would be reviewed, negotiated 
and confirmed by a subsequent order. In 
conformance with the milestones in the 
February 22,1984 Order. OPPD's letter 
dated April 1,1985, provided a 
completion schedule for the following 
requirement: 

3. Regulatory Guide L97—Application to 

Emergency Response Facilities 
3b. Implement (installation or upgrade) 

requirements. 

The attached Table summarizing 
OPPD’s schedular commitment for the 
above item was developed by the NRC 


staff from the information provided by 
OPPD. The staff reviewed OPPD's April 
1,1985 letter and discussed the date 
with the licensee. 

The NRC staff finds that this date is 
reasonable and achievable for meeting 
the Commission requirements. The NRC 
staff concludes that the schedule 
proposed by the licensee will provide 
timely upgrading of the licensee's 
emergency response capability. 

In view of the foregoing. 1 have 
determined that the implementation of 
OPPD's commitment is required in the 
interest of the public health and safety 
and should, therefore, be confirmed by 
an immediately effective Order. 

Accordingly, pursuant to sections 103. 
1611 1610 and 182 of the Atomic Energy 
Act of 1954. as amended, and the 
Commission's regulations in 10 CFR 
2.204 and 10 CFR Part 50. it is hereby 
ordered effective immediately, that 
license DPR-40 is modified to provide 
that the licensee shall: 

Implement the specific item described in 
the Attachment lo this Order in the manner 
described in the OPPD submittal noted in 
section IV herein no later than the date in the 
Attachment. 

Extension of time for completing this 
item may be granted by the Director. 
Division of Licensing, for good cause 
9ho%vn. 

The Licensee or any other person with 
an adversely affected interest may 
request a hearing on this Order within 
20 days of the date of publication of this 
Order In the Federal Register. Any 
request for a hearing should be 
addressed to the Director, Office of 
Nuclear Reactor Regulation. U.S. 

Nuclear Regulatory Commission, 
Washington. D.C. 20555. A copy should 
be sent to the Executive Legal Director 
at the same address. A request for 
hearing shall not stay the immediate 
effectiveness of this order. 

If a hearing is to be held, the 
Commission will issue an Order 
designating the time and place of any 
such hearing. 

if a hearing is held concerning this* 
Order, the issue to be considered at the 
hearing shall be whether the licensee 
should comply with the requirements set 
forth in section V of this Order. 

This Order is effective upon issuance. 

Dated in Bethesda. Maryland, this 10th day 
of |uly 1985. 

For the Nuclear Regulatory Commission. 
Hugh L Thofppsoo. |r.. 

Director, Division of Licensing. Office of 
Nuclear Reactor Regulation. 
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Fort Calhoun Station. Unit No 1 LioeNSEE’s Additional CoiyiMaiyieifr on Supplement 1 to NUREG>0737 
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|FR Due. 85-17822 Filed 7-25-8S: 8:45 am| 
SILLINQ CODE 7SiO-«1*M 


lOockat Nos. 50-338 sod 50-339] 

Virginia Electric and Power Co., and 
ttie Old Dominion Electric Cooperative. 
North Anna Power Station, Units No. 1 
and No. 2; Consideration of Issuance 
of Amendments to Facility Operating 
Licenses and Opportunity for Prior 
Hearing 

The U.S. Nuclear Regulatory 
Commission (the Commission) is 
considering issuance of amendments to 
Facility Operating Licenses No. NPF-4 
and No. NPF-7. issued to Virginia 
Electric and Power Company, et al. (the 
licensee), for operation of the North 
Anna Power Station, Units No. 1 and 
Na 2 (NA-ia2) located in Louisa 
County, Virginia. 

The amendments would revise the 
NA-1&2 Technical Specifications (TS) to 
increase the presently rated core power 
level of 2775 Megawatts thermal (M\Vt) 
to 2893 MWt in accordance with the 
licensee's application for amendments 
dated May 2,1985. The proposed 
changes would allow NA-182 to operate 
at a Nuclear Steam Supply System 
INSSS) power of 2905 MWt. The 
proposed changes would represent 
approximately a 4 Vi percent increase 
over the presently licensed core power 
rating or 2775 MWt. The proposed 
changes would increase the electrical 
power output for each unit by 32 
Megawatts electrical (MWe). It is noted 
that the NA Updated ^nal ^fety 
Analysis Report (UFSAR) analyses and 
accident evaluations were evaluated at 
the presently Engineered Safeguards 
Design Stretch Core Rower Rating of 
2900 MWt and a NSSS power rating of 
2910 MWt. In order to maintain a 
consistent basis between information 
reported in the instant proposed 
amendment request and that reported 
by reference in the UFSAR. the 
licensee's evaluation of NSSS capability 
has also been performed at 2910 MWt 
However, because of turbine generator 
limitations, the licensee's proposed 
request would allow operation at a 
NSSS rating of only 2905 MWt and core 
rating of 2893 MWt. 

The scope of the licensee's review to 
support the proposed core uprate 
encompassed ail aspects of the NA-1A2 


NSSS design and operation affected by 
the increase. NSSS designs were 
reviewed to verify compliance at the 
increased power rating with licensing 
criteria and standards currently 
specified in the NA-1&2 operating 
licenses. In addition, a review was 
conducted by the licensee to identify 
any potential unreviewed safety 
ouestion that might occur as a result of 
the increased powe r rati ng in 
accordance with 10 CFR 50.59. The 
structural design of NSSS equipment 
was reviewed to assure that compliance 
hod been maintained at the increased 
power rating with industry codes and 
standards that applied when equipment 
was originally built. In addition, the 
review encompassed the verification 
that NSSS components and systems will 
continue to meet functional 
requirements specified in the FSAR at 
the increase power rating. Currently 
approved NRC analytical techniques 
were used for analyses performed at the 
increased power rating. Also, the 
definition of NSSS/Balance of Plant 
(BOP) safety related interfaces were 
reviewed for any impact at the increase 
in power rating. Based on the scope of 
review as outlined above, the licensee 
states that NA-1&2 are capable, in their 
present design configuration, of 
operating at the proposed core power 
rating of 2893 MWt and a NSSS power 
rating of 2905 MWt without violating 
any of the design criteria or safety limits 
specified in the NA-1&2 FSAR and 
currently required in Facility Operating 
Licenses NPF-4 and NPF-7 for NA-lftZ 
respectively. 

Based on the above, the licensee 
states that the review for the proposed 
power increase has verifted that the 
probability of a malfunction of NSSS 
equipment imporatant to safety 
previously evaluated in the FSAR will 
not be increased at the proposed power 
rating. Also, the consequences of a 
malfunction of NSSS equipment 
important to safety previously evaluated 
in the FSAR will not be increased at the 
proposed power rating. And, Anally, the 
possiblity of a malfimction of NSSS 
equipment important to safety different 
from any already evaluated in the FSAR 
is not created by operation at the 
proposed power rating. 

A slight change in environmental 
impact can be expected at the proposed 
increase in power. However, the 


Environmental Report for NA-1&2 and 
the NRC's Pinal Environmental Impact 
Statements (FEIS) as amended have 
already add^ssed operation up to the 
stretch core power rating of 2900 MWt 
and a NSSS power rating of 2910 MWt 
Thus, the licensee's proposed core 
power uprate to 2893 MWt and a NSSS 
power rating of 2905 NfWt is enveloped 
by the already reviewed and approved 
NRC's FEIS. 

Prior to issuance of the proposed 
license amendments, the Commission 
will have made Andings required by the 
Atomic Energy Act of 1954. as amended 
(the Act), and the Commission's 
regulations. 

By August 20,1985. the licensee may 
Ale a request for a hearing with respect 
to iifsuance of the amendments to the 
subject facility operating licenses and 
any person whose interest may be 
affected by this proceeding and who 
wishes to participate as a party in the 
proceeding must Ale a written petition 
for leave to intervene. Request for a 
hearing and petitions for leave to 
intervene shall be filed in accordance 
with the Commission's "Rules of 
Practice for Domestic Licensing 
Proceedings" in 10 CFR Part 2. If a 
request for a hearing or petition for 
leave to intervene is filed by the above 
date, the Commission or an Atomic 
Safety and Licensing Board, designated 
by the Commission or by the Chairman 
of the Atomic Safety and Licensing 
Board Panel, will rule on the request 
and/or petition and the Secretary or me 
designated Atomic Safety and Licensing 
Board will issue a notice of hearing or 
an appropriate order. 

As required by 10 CFR 2.714. a 
petition for leave to intervene shall set 
forth with particularity the interest of 
the petitioner In the proceeding and now 
that interest may be affected by the 
results of the proceeding. The petition 
should specifically explain the reas^ 
why Intevention should be permitted 
%vith particular reference to the 
following factors: (1) The nature ofthc 
petitioner's right under the Act 1^ ^ 
made a party to the proceeding: (2) me 
nature and extent of the petitioner s 
property, financial, or other interest m 
the proceeding: and (3) the 
effect of any order which may be 
entered in the proceeding on the 
petitioner's interest. The petition should 
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alto identify the specific aspeci(s) of the 
lubject matter of the preceding as to 
which petitioner wishes to intervene. 

Any person who has filed a petition for 
leave to intervene or who has been 
admitted as a party may amend the 
petition without requesting leave of the 
Board up to fifteen (15) days prior to the 
first prehearing conference scheduled in 
tha proceeding, but such an amended 
petition must satisfy the specificity 
requirements described above. 

Not later than fifteen (15) days prior to 
the first prehearing conference 
scheduled in the proceeding, a petitioner 
shall file a supplement to the petition to 
intervene which must include a list of 
the contentions which are sought to be 
litigated in the matter, and the bases for 
each contention set forth with 
reasonable specificity. Contentions shall 
be limited to matters within the scope of 
the amendments under consideration. A 
petitioner who fails to file such a 
supplement which satisfies these 
requirements with respect to at least one 
copiffntion will not be permitted to 
participate as a party. 

Those permitted to intervene become 
parties to the proceeding, subject to any 
limitations in the order granting leave to 
intervene, and have the opportunity to 
partlcipata fully in the conduct of die 
hearing, including the opportunity to 
present evidence and cross-examine 
witnffsses. 

A request for a hearing or a petition 
for leave to intervene must be filed with 
the Secretary of the Commission. U.S. 
Nuclear Regulatory Commission. 
Washli^ton. D.C. 20565, Attention; 
pocketing and Service Branch, or may 
be delivered to the Commission's Public 
Document Room. 1717 H Street NW.. 
Washington, D.Ch by the above date. 
Where petitions are filed during the last 
ten (10) days of the notice period, it is 
requested that the petitioner or 
representative for die petitioner 
promptly so inform the Commission by a 
toll-free telephone call to Western 
Union at (800) 325-6000 (in Missouri 000 
342-6700), The Western Union operator 
»hoidd be given Datagram Identification 
nurnber 3737 and the following message 
»^aressed to Edward |. Butcher 
(Petitioner's name and telephone 
number), (date petition was mailed). 
(Ptent name), and (publication date and 
page number of this Federal Register 
notice), A copy of the petition should 
be sent to the Executive Legal 
Director, U.8. Nuclear Regulatory 
Co^ssiem. Washington. D.C. 2(»55. 
to Michael W. Matipin. Esq.. 

fc* Gibson. P.O. 

Dox 1535, Richmond. Virginia 23212. 
attorney for the licensee. 


Nontimely filings of petitions for leave 
to intervene, amended petitions, 
supplemental petitions and/or requests 
for hearing will not be entertained 
absent a determination by the 
Commission, the presiding officer or the 
Atomic Safety and Licensing Board 
designated to rule on the petition and/or 
request that the petitioner has made a 
substantial showing of good cause for 
the granting of a late petition and/or 
request. That determination will be 
based upon a b alan cing of the factors 
specified In 10 CFR 2.714(a)(1) (iH^) 
and 2.714(d). 

For furdier details %vith respect to this 
action, see the application for 
amendments dated May 2.1985. which 
is available for public inspection at the 
Commission's I^blic Document Room. 
1717 H Street. NW., Washington. D.C.. 
and at the Board of Supervisors Office. 
Louisa County Courthouse. Louisa. 
Virginia 23093 and the Alderman 
IJbrary, Manuscripts Department. 
University of Virginia, Charlottesville. 
Virginia 22901. 

Dated at Bclhesdo. Maryland, this lath day 
of )uiy 1965. 

Edward |. Biftchoir. 

Acting Chief. Opemling Reactors Branch hfo. 
X Division of Licensing. 

|FR Doc. 65-17824 PUed 7-2S-6S; 8:45 am) 
M.IJNO cooe rso^Mi 


Bl-Weekty Notice; Applications and 
Amendments To Op^ting Licenses 
Involving No Significant Hazards 
Considerations; Correction 

In FR Doc. 85>16988 beginning on page 
29006 in the issue of Wednesday, July 

17.1985, make the following correction 
on paae 29010: 

In the second column. DELETE 
“Florida Power Corporation, el ol.,** and 
all text following the heading to near the 
bottom of the third column ending with 
“Local Public Document Room location: 
Crystal River Public Library, 66 NW 
First Avenue. Crystal River, Florida", 
inclusive. 

This document was erroneously 
published in the Notice of Coxisideration 
of Issuance of Amendment To Facility 
License and Proposed No Significant 
Hazards Consideration Determination 
and Opportunity for Hearing section of 
the report and should have been 
included in the Previously Published 
Notices of Consideration of Issuance of 
Amendments To Operating Licenses and 
Prop(md No Significant Hazards 
Consideration Determination And 
Opportunity for Hearing section of the 
report It will be re-published in the 
report scheduled for publication on July 

31.1985. 


Dated at Bethesdo. Maryland, this 24th day 
of |uly 1965. 

For the Nuclear Regulatory Commission. 
Edward). Butcher. 

Acting Chief. Operating Reactors Branch So. 
X Division of Licensing. 

|FR Doc. 85-17919 Filed 7-25-65: 8:45 am| 
eiuJNO COOK 


SECURITIES AND EXCHANGE 
COMMISSION 


[Release No. 34-22259; File No. SR-NASD- 
S5-4) 

Setf-Regulatory Organizations; 

National Association of Securities 
Dealers, Ine.; Order Extending 
Comment Period 

The National Association of Securities 
Dealers. Inc. ("NASD") submitted on 
March 4.1985. a proposed rule change 
pursuant to section 19(b)(1) of the 
Securities Exchange Act of 1934 ("Act") 
and Rule 19b-4 thereunder to modify the 
definition of "representative" in 
Schedule C of the NASD's By-Laws. The 
proposal would amend the definition to 
include persons who are employed by 
certain non-brokcr-dealor organizations 
and who perform activities on behalf of 
members similar to those performed by 
registered representatives. 

Notice of the proposed rule change 
together with the terms of substance of 
the proposed rule change was given by 
the issuance of Securities Exchange Act 
Release No. 22034 (May 13.1965). 50 FR 
20541 (May 17,1985). In that release, the 
Commission requested public comment 
on the proposal within twenty-one days 
from the date of publication in the 
Federal Register. 

Since the publication of this release, 
the Commission has received a number 
of requests to extend the deadline of this 
proposed rule's comment period to 
afford an additional opportunity for 
public comment. The Commission 
believes that such an extension is 
warranted because the proposal raises 
important issues affecting broker- 
dealers. banks, and other financial 
institutions. Moreov'or, the Commission 
believes additional opportunity for 
public comment is appropriate in light of 
the Commission's recent approval of 
Commission Rule 3b-9.' 

Interested persons are invited to 
submit ivritten data, views and 
arguments concerning the foregoing 


* Stfcuriliet Exchonoc Acl No. 22205 (July 

1.1964). 40 FR 28385 (July 12. 18S5) In gaiwral. 
CoomiMioa Ruit 3b-a raquirat ■ bank to oonducl 
certain a^atr1tlea ocMvRIat (hrough a brnker-ditaler 
raglatared wflh tba Commiotiofi 
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proposed rule change. Persons making 
written submissions should file six 
copies thereof with the Secretary. 
Securities and Exchange Commission. 
450 Fifth Street, NW., Washington, D.C. 
20549. Copies of the submission, all 
subsequent amendments, all written 
statements with respect to the proposed 
rule change that are filed with the 
Commission, and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those that 
may be withheld from the public in 
accordance with the provisions of 5 
U.S.C. 552, will be available for 
inspection and copying in the 
Commission's Public Reference Section. 
450 Fifth Street, NW., Washington, D.C. 
20549. Copies of such Tiling will also be 
available for inspection and copying at 
the principal office of the above* 
mentioned self-regulatory organization. 
All submissions should refer to the file 
number in the caption above and should 
be submitted by September 24.1985. 

For the Commission, by the Division of 
Market Regulation, pursuant lo designated 
authority. 17 CFR 200.30.S|a)(12). 
lohn Wheeler. 

S4KnHQry. 

July 19,1985. 

|FR Doc. 85-17814 Filed 7-2S-85; 8:45 am] 

MJLHIQ coot 8010-0141 


I Release No. 34-22260; RIe No. SR-CBOE- 
65-281 

Self-Regulatory Organizations; 
Proposed Rule Change by Chicago 
Board Options Exchange, Inc^ 

Relating to a Pilot Program foe a 
Performance Appointment System 

Pursuant to section 19(b)(1) of the 
Securities Exchange Act of 1934.15 
U.S.C. 76s(b)(1), notice is hereby given 
that on July 1,1965 the Chicago Board 
Options Exchange. Incorporated filed 
with the Securities and ^change 
Commission the proposed rule change 
as described in Items 1.11 and 111 below, 
which Items have been prepared by the 
self-regulatory organIzatiorL The 
Commission Is publishing this notice to 
solicit comments on the proposed rule 
change from interested persons. 

1. Text of the Proposed Rule Change 

The Exchange files as a rule change 
the following pilot for a Performance 
Appointment Market Maker (PAMM) 
system. The pilot program would be for 
a period of six months at about six 
stations. A station is a location at a post 
on the trading Door, at which location 
one or more option classes are traded. 
The stations in the pilot will be selected 


by the Market Performance Committee. 
The Committee will attempt to select 
stations with different levels of trading 
volume. 

To be eligible for a Performance 
Appointment market makers will have 
to meet certain criteria as determined by 
the Market Performance Committee. 
PAMMs will have special obligations 
and will receive special benefits as 
incentives. A Performance Appointment 
shall extend to all option classes at a 
station. The measurement period for 
selecting PAMMs will be the most 
recent two expiration cycles, in other 
words a six-month period. 

The selection criteria of the Market 
Performance Committee will focus on in- 
person trading patterns. A PA\1M is 
expected to be present at the post on a 
daily basis. A high percentage of a 
PAMM's in-person trades must be in his 
Performance Appointment option 
classes. A PAMM’s pattern of trading 
must have a high degree of correlation 
with the overall patterns of trading for 
each series in the option classes 
involved. The Committee will also 
consider a PAMM's total contract 
volume, capitalization, ability to make 
markets in size, and disciplinary record. 

A PAMM is expected to put up 6rm 
quotes and to make two-sided markets 
in all series of option classes in his 
Performance Appointment. A PAMM 
also Is expected to trade far-term as 
well as near-term series, in-the-money 
series as well as out-of-the money 
series, puts as well as calls and to effect 
buy transactions as well as sell 
transactions. PAMMs will receive 
certain benefits as Incentives. 

To keep published quotes accurate, 
especially in inactive series, a PAMM 
may employ (without incurring a badge 
fee) a special clerk to update quotes. 
PAXfMs collectively will be accountable 
for one contract on a disseminated 
market quote. Upon implementation of 
an automated u^ating system. PAkfMs 
will be accountable for Tive contracts on 
a disseminated quote. 

Because PAMNfs must maintain 
current markets, even in illiquid options, 
PAMMs may match equally with the 
book at a bid or an offer. Tlie combined 
total number of contracts done by a 
PAMM or PAMMs under this 
circumstance only can equal the total 
number of contracts done by the book. 

PAMMs may be disadvantaged 
respecting tra^ng in active option series 
when they are ui^ating markets or 
trading in less active series; however, it 
is anticipated that PAMMs will be able 
to participate equally with other market 
makers and floor brokers in trades in 
their Performance Appointment option 
classes. 


PAMMs shall have access to special 
telephones at their stations for the 
purpose of keeping in direct contact 
with member-firm trading departments 
to assist in facilitating the execution of 
orders at their stations. While a PAMM 
may not use the telephone to accept 
orders, he may use it to negotiate 
transactions. To assist in such 
negotiations (and to enable all market 
makers to make better markets) member 
requests for information regarding book 
depth will be channeled through the 
PAMM to the OBO. 


II. Self-Regulatory OiganizatioD*s 
Statement of the Purpose of. and 
Statutory Basis for. the Proposed Rule 
Change 


In its filing with the Commission, the 
seif-regulatory organization included 
statements concerning the purpose of 
and basis for the proposed rule change 
and discussed any comments It received 
on the proposed mie change. The text of 
these statements may be examined at 
the places specified in Item IV below 
and is set forth in sections (A). (B). and 
(C) below. 

(A) Procedures of the Self-Reguhtory 
Organization 


The purpose of the Performance 
Appointment Market Maker System 
pilot la to enable the Exchange to 
experiment with and to refine s system 
that provides incentives to market 
markers who meet increased 
obligations. The pilot is expected to 
demonstrate that Performance 
Appointment Market Makers (PM'lMs) 
will enhance the Exchange’s ability lo 
service its ctmtoraers in the following 
ways: Increase the depth and liquidity 
of markets, create long-term 
commitments to options classes, 
generate greater flexibility In responding 
to varying market conditions, provide 
current quotes In all scries and 
encourage a continuous commitment to 
trade all options series. 

The Exchange expects increased 
competition In the options business, 
including competition involving 
specialist-based operations. To meet 
increased competition while continuing 
the market-maker system, which 
separate the roles of principal , 
agent, market makers must be cnabieo 
to lake on additional obligations. 

The Exchange believes that Ihe 
proposed pilot will enhance 
market-making capabilities and wUJ 
serve to Improve the mechar^m oi a 
free and open market, to maintain • 
and orderly market and to protect 
investors. For these reasons, the 
slalutorv basis for the proposed nik 










30553 


Federal Register / Vol. SO. No. 144 / Friday. July 26. 1985 / Notices 


changes is section 6(b)(5) of the 
Securities Exchange Act of 1934 (the 
Act)- 

(B) Self-Regulatory Organization *s 
Statement on Burden on Competition 

The Exchange does not believe that 
the proposed rule^change creates any 
burden on competition not necessary or 
appropriate under the Act. 

(C) Self-Regulatory Organization *s 
Statement on Comments on the 
Proposed Rule Change Received from 
Members, Participants or Others 

Formal comments on the rule-change 
filing were neither solicited nor 
received. 

III. Date of Effectiveness of the 
Proposed Rule Change and Timing for 
Commission Action 


Within 35 days of the date of 
publication of this notice in the Federal 
Register or within such longer period (i) 
as the Commission may designate up to 
90 days of such date if it finds such 
longer period to bo appropriate and 
publishes its reasons for so finding or (ii) 
as to which the self-regulatory 
organization consents, the Commission 
will: 

(A) By order approve such proposed 
rule change, or 

(B) Institute proceedings to determine 
whether the proposed rule change 
should be disapproved. 


rv. Solicitation of Comments 

Interested persons are invited to 
submit written data, views and 
arguments concerning the foregoing. 
Persons making written submission 
should file six copies thereof with the 
^cretary. Securities and Exchange 
Commission, 450 Fifth Street, 
Washington. D.C. 20549. Copies of the 
submission, all subsequent amendments, 
all written statements with respect to 
the proposed rule change that are filed 
with the Commission, and all written 
Communications relating to the proposed 
nile change between the Commission 
and any person, other than those that 
may be withheld from the public in 
provisions of 5 

U.S.C 552, will be available for 
inspection and copying at the 

Reference Section. 
450 Fifth Street. NW.. Washington. D.C. 
filing will also be 

available for inspection and copying at 

<he principal office of the abovc^. 
mentioned aelf.regulator>^ organization. 
All submissions should refer to the file 

submitted by August 16. 1985 . 


For the Commission by the Division of 
Market Regulation, pursuant to delegated 
authority. 

John Wheeler. 

Secretary. 

July 19.1985 

(FR Doc. 85-17824 Filed 7-25-85: 8:45 am| 
BtUJMG COOC 


I Release No. 34-22258; File No. SR-PHLX- 
85-18] 

Self-Regulatory Organizations; 
Proposed Rule Change by Philadelphia 
Stock Exchange, lnc„ Relating to 
Margin Requirements 

Comments requested within 21 days 
after the date of this publication. 

Pursuant to section 19(b)(1) of the 
Securities Exchange Act of 1934,15 
U.S.C. 78s(b)(l). notice is hereby given 
that on May 28.1985. the Philadelphia 
Stock Exchange. Inc, (**Phlx**) filed with 
the Securities and Exchange 
Commission the proposed rule change 
as described in Items 1. II and III below, 
which Items have been prepared by the 
self-regulatory organization. The 
Commission is publishing this notice to 
solicit comments on the proposed rule 
change from interested persons. 

I. Self-Regulatory Organization's 
Statement of the Terms of Substance of 
the Proposed Rule Change 

The Philadelphia Stock Exchange. Inc. 
is proposing changes to Rule 722. The 
change provide for the ability of its 
organizations to accept from customers, 
escrow receipts or option guarantee 
letters in lieu of margin required on 
short call or put option contracts on an 
index stock group. The portion of the 
rule change permitting escrow receipts 
for short call index option positions is 
only being proposed for a one year pilot 
period. 


II. Self-Regulatory Organization's 
Statement of the Purpose of, and 
Statutory Basis for, the Proposed Rule 
Change 

In its filing with the Commission, the 
self-rcgulutory organization included 
statements concerning the purpose of 
and basis for the proposed rule change 
and discussed any comments it received 
on the proposed rule change. The text of 
these statements may be examined at 
the places specified in Item IV below 
and is set forth in sections (A). (B) and 

(C) below. 


(AJ Self-Regulatory Organization ‘s 
Statement of the Purpose of and the 
Statutory Basis for, the Proposed Rule 
Change 

The Exchange's margin currently do 
not provide for a customer to carry, on a 
covered basis, short call or short put 
option contracts overlying an index 
stock group. Other exchanges' rules 
have permitted such, although pursuant 
to an escrow receipt or option guarantee 
letter whereby the bank or trust 
company issuing the escrow receipt for 
short call index option positions certifies 
that it (1) holds at least ten (10) qualified 
equity securities of a fixed aggregate 
dollar value at trade date and (2) that it 
agrees to meet the customer's settlement 
obligation upon assignment. 

Although appropriate in theory, this 
approach has proven impractical in 
certain respects. Current recordkeeping 
and segregation system employed by 
issuing banks and trust companies are 
not adaptable to the "basket of 
securities" approach presently required. 
Further, resolution of assignments is 
complicated and delayed as no cash is 
readily available to the bank or trust 
company to meet cash settlement. 

This rule change proposal 
significantly reduces these operational 
difficulties and provides for greater 
flexibility by reducing the number of 
equity securities required to cover each 
short call option contract to one or more 
stocks and also through permitting the 
use of cash and cash equivalents. The 
amendment to its margin rule to reflect 
the ability of its member organizations 
to accept from customers escrow 
receipts or option guarantee letters in 
lieu of margin required on short call 
option contracts on an index stock group 
is being proposed for a one year pilot 
period. 

The rule change also would permit 
margin for short put option contracts, 
including a put on an index option and 
foreign currency option, to be met by 
escrow receipts collateralized by cash 
or cash equivalents valued at not less 
than 100^ of the aggregate current 
exercise price of the put on the day the 
option is written. Other option 
exchanges currently permit the use of 
cash and cosh equivalents to cover short 
put equity options and index options. In 
addition, to these changes, the Exchange 
is proposing certain amendments to its 
Rule 722 on margin accounts that would, 
in effect, merge all its option margin 
rules, including those on index options, 
into one rule for the convenience of its 
members. 

The statutory basis for the proposed 
rule change is section 6(b)(5) under the 
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Securities Exchanges Act of 1054. in that 
the proposal will facilitate the use of 
index options. 

(B) Self-Regulatory Organization 'b 
S tatement on Burden on Competition 

The Exchange does not believe that 
this proposed rule change will impose 
any burden on competition. 

(C) Self-ReguJatary Orgonizalion *a 
Statement on Coaunents on the 
Proposed Rule Change Received From 
Member, Participants or Others 

Comments were neither solicited nor 
received. 

IIL Dale of Enectiveness of the 
Proposed Rule Change and Timing for 
Commission Acikm 

Within 35 days of the date of 
publication of this notice in the Federal 
Register or within such longer penod (i) 
as the Commission may designate up to 
90 days of such date if it Hnds such 
longer period to be appropriate and 
publishes its reasons for so finding or (ii) 
as to which the self-regulatory 
organization consents, the Commission 
will: 

(A) By order approve such proposed 
rule change, or 

(B) Institute proceeding to determine 
whether the proposed rule change 
should be disapproved. 

rV. SolicitafioQ of Comments 

Interested persons are invited to 
submit written data, views and 
arguments concerning the foregoing. 
Persons making written submission 
should file six copies thereof %vith the 
Secretary, Securities and Exchange 
Commission. 450 Fifth Street. NW.. 
Washington. D.C. 20549. Copies of the 
submission, all subsequent amendments, 
all written statements with respect to 
the proposed rule change that are filed 
with the Commission, and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those that 
may be withheld from the public in 
accordance with the provisions of 5 
U.S.C. 552. will be available for 
inspection and copying the 
Commission's Public Reference Section. 
450 Fifth Street. NW.. Washiimton, D.C. 
Copies of such filing will also be 
available for inspection and copying at 
the principal office of the Phix. All 
submissions should refer to the file 
number In the caption above and should 
be submitted by Au^st 16.1985. 

For the Commission by the Division of 
Msckcl RcguUtioo. pyrsiuint to delegated 
authority. 


Dated: July 19.1965. 

|oha Wheeler. 

Secretory, 

[FR Doc 65-17625 Filed 7-25-^* 645 em| 
•luwo cooe sote-et-M 


SMALL BUSINESS ADMINISTRATION 

Reporting and Recordkeeping 
Requirement Under 0MB Review 

ACTION: Notice of Reporting and 
Recordkeeping Requirement Submitted 
for 0MB Review.. 

summary: Under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35), agencies are required to 
submit proposed reporting and 
recordkeeping requirement to OMO for 
review and approval, and to publish 
notice in the Federal Register that the 
agency has made such a submission. 
DATE: Comments must be received on or 
before August 17,1985. If you anticipate 
commenting on a submission but find 
that time to prepare %vill prevent you 
from submitting comments promptly, 
advise the OMB reviewer and the 
Agency Clearance Officer of your intent 
as early as possible before the comment 
deadline. 

Copies: Copies of forms, request for 
clearance (S.F. 63), supporting 
statements, instructions, and other 
documents submitted to OMB for review 
n\ay be obtained from the Agency 
Clearance Officer. Submit comments to 
the Agency Clearance Officer and the 
OMB Reviewer. 

FOR FURTHER INFORSIATION CONTACT: 

Agency Clearance Officer Richard 
Vizachero. Small Business 
Administration, 1441 L Street NW., 
Room 20a Washington, DC. 20416, 
Telephone: (202) 653-6536 
OMB Reviewer: David Reed, Office of 
Information and Regulatory Affairs. 
Office of Management and Budget 
Room 3235, New Executive Office 
Building. Washingtoa DC 20503. 
Telephone: (202) 395-7231. 

InformAtion collections submitted for 
review: 

Title: Disaster Home Loan Application 
Form Nos. SBA 5C, 739 
Frequency: On occasion 
Description of Respondents; lliese 
forms are used to determine eligibility 
and credit worthiness of individual 
victims who seek federal assistance in 
a de^red disaster 
Annual Responses: 52000 
Annual Burden Hours: 34664 
Type of Request: Extension 
Title: Application for Section 502/503 
Loan 


Form Nos. SOA 1244 A&B 
Frequency: On occasion 
Description of Respondents: Small 
businesses or organizations applying 
for a Section 502 or 603 loan 
Annual Responses: 1.300 
Annual Burden Hours; 4.225 
Type of Request: Extension. 

WUllam aine. 

Acting Chief, Information Resources 
Management Branch. 

IFR Doc. 85-17776 Filed 7-25-65; 8:45 sml 
■fUMQ coot a03S-0l-« 


Action Subject to Intergovemmental 
Review 

AQfNCY: Small Business Administration 
(SBA). 

ACnoN: Correction to notice of action 
subject to intergovernmental review 
under Executive Order 12372. 

summary: This corrects a notice 
published in the Federal Register on 
june 10.1985 (50 FR 24335). 

This correction changes the closing 
date for comments from September 3a 
1985, to September 15,1965. This will 
allow SBA to respond to comments 
before the September 30,1965. date 
when the SBDC's are scheduled to be 
fundecL 

date: Effective July 26.1985. 

FOR FURTHER INFORMATION CONTACT: 

Ms. Johnnie L Albertson. (202) 653-6766. 
Deputy Associate Administrator, SBDC 
Programs, U.S. Small Business 
Administration. Washington, D.C. 20416. 

In FR Doc. 85-13834 appearing at page 
24335 in the issue of Monday. June la 
1985. in the first column, subheading 
titled DATE, change the date Scplembpr 
30.1986, to read September 15,1935. 

Dated: July 16,1965. 

Jamet C Sandeni, 

Administrator, 

|KR Doc. 85-17775 FUed 7-25-85; 8:45 «b| 
MtUNQ coot a02S-01-« 


fOeclaratfon of Disaster Loan Area #2t95] 

Cailfomia; Declaration of Economic 
Injury Disaster Loan Ares 

As a resuit of the President’s major 
disaster declaration on July 16.1®^* 
find that the City of Los Angeles and the 
Counties of Monterey. San Diego. San 
Luis Obispo. Santa Clara. Santa Cruz 
and Ventura constitute a disaster loan 
area because of damage from grass, 
wildlands and forest fires beginning on 
or about June 26,1985. Eligible persons, 
firms and organizations may file 
applications for loans for physical 
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damage until the close of business on 
September 16.1985, and for economic 
injury until April 18,1986. at: Disaster 
Area 4 Office. Small Business 
Administration 77, Cadillac Drive. Suite 
158. Sacramento. California 95825. or 
other locally announced locations. 

The interest rates arc; 



Percent 

Humeownera with credit available 


elsewhere .. 

6.000 

Homeowners without credit avaib 

able elsewhere ___ 

4000 

fitisinesses with credit available 


elsewhere. __ 

a.ooo 

Businesses without credit available 

elsewhere.^..,. 

4000 

Businesses (EiDL) without ctedil 

available elsewhere ....^ 

^ 4.000 

Other (non-profit organizations In¬ 
cluding charitable and religious 

organtzalions) ....• 

11 125 


The number assigned to this disaster 
is 219505 for physical damage and for 
economic injury the number is 631700. 

**This time period is subject to 
change in accordance with the 
requirements of the Federal budget. 

(Ciiulog of Federal Domestic Assistance 
Program Nos. 50002 and 59000) 

Dated: July 22 .1985. 

Bernard KuUk. 

Otputy Associate A dmiisiratof. 

IFR Doc 85-17774 Filed 7-25-85; 8:45 am) 
rsXJNO CODE 


lOocbratlon of OtsMter Loan Area No. 
21941 


Pennsylvania; Oeclaratlon of Disaster 
Loan Area 


Westmoreland County and the 
sdjacent Counties of Butler. Fayette, a 
the Townships of Fawn and Harrison I 
^legheny County in the State of 
«nnaylvanla constitute a disaster arc 
t^use of high winds and flooding 
** hich occurred on July 8-9.1985. 
Applications for loans for physical 
oamage may be Hied until the close of 
business on September 19.1985. and f< 
economic Injury until the close of 
business on April 19,1986. at the 
^ress listed below. Diastcr Area 2 
Business Administration 
R'chard B. Russell Federal Building, 7J 
Spring Street SW., Suite 822. Atlanta. 

other locally announced 


Interest rates arc: 



Percent 

tJomeownors with credit available 
elsewhere....... 

8.000 

4 000 

Homeowners without credit avail¬ 
able elsewhere ... 

Businesses with credit available 
elsewhere..... 

8000 

4000 

Businesses without credit available 
elsewhere..... 

Businesses (EIDL) without credit 

available elsewhere 

4.000 

Other (non-profit organizations in¬ 
cluding charitable and religious 
cirganizationi).... .trr,........ 

11.125 



The number assigned to this disaster 
is 219406 for physical damage and for 
economic injury the number is 631600. 

(Ciitolog of Federal Domestic Assistance- 
Program Nos, S9002 and SyOOB) 

Dated: |uly 19.1965. 
lames C. Sanders. 

Administrator. 

|FR Doc. aS-17773 Filed 7-25-85. 8:45 Bm| 

8IUJN0 COO€ 


lUcense No. 01/01-0336) 

Chestnut Capita) International II 
Limited Partnership; Issuance of a 
Small Business Investment Company 
License 

On January 17,1985. a notice was 
published in the Federal Register (50 FR 
2644) stating that an application has 
been filed by Chestnut Capital 
International II Limited Partnership. 45 
Milk Street. Boston Massachusetts 02109 
with the Small Business Administration 
(SBA) pursuant to { 107.102 of the 
Regulations governing small business 
investment companies (13 CFR 
107.102(1984]) for a license as a small 
business investment company. 

Interested parties were given until 
close of business February 18.1985. to 
submit their comments to SBA. No 
comments were received. 

Notice is hereby given that, pursuant 
to section 301(c) of the Small Business 
Investment Act of 1958, as amended, 
after having considered the application 
and all other pertinent information. SBA 
issued License No. 01/01-0336 on July 
10.1985. to Chestnut Capital 
International II Limited Partnership to 
operate as a small business investment 
company. 

Dated: July 16.1965. 


(Catalog of Federal Domefittc Assistanri^ 
Program Na 59.011. Small Business 
Investment Companies) 

Robert G. UnebeiT>‘. 

Deputy Associate Administrator for 
tn vestment 

(FR Doc, 85-17700 Filed 7-25-85. 8:45 am| 
■ILUP4Q COOC tO^S-Ot-M 


lApplicatlon Liconse No. 03/03-0179) 

Enterprise Venture Capital Corp^ 
Application for a License To Operate 
as a Small Business Investment 
Company 

Notice is hereby given that an 
application has been filed with the 
Small Business Administration (SBA) 
pursuant to § 107,102 of the SBA 
Regulations governing small business 
investment companies |13 CFR 107.102 
(1985)1 under the name of Enterprise 
Venture Capital Corporation (the 
Applicant). 227 Franklin Street. Suite 
200. Johnstown. PA 15901 for a license to 
operate as a small business investment 
company under the provisions of the 
Small Business Investment Act of 1958. 
as Regulations promulgated thereunder. 

The proposed officers, directors and 
10 percent or more stockholders of the 
applicant are as follows: 



Tifla 

Slock 

shCJ 

(par 

cant) 

GsrsM Mock. US Ntloniii 

PrasaJant 


Bank. Mam K fnekury Sh. 

Oaactor 


Jorwiioain. PA 1S901 

QaraM SmwAntoniy Johnsiowm 

Vica Piawdant 


Bar* 4 Truac 534 Ma«i 

Oraclor 


Siraac Johmioan PA 
15S01 

RenoftS Ecta^ard* JoTeaiown 

Saoatsry 


Savtno Bar*. Markai at 

Oraclor 


Maai. Johoaiowav, PA tSSOS 
Thomas ZunliaL OtoiMr Bros. 

Traasuar 


Inc. FrankSn 1 Locmt Sta. 

Oaador 


Joteatown. PA 15001. 

Ronald Cod. Oliran Bar*. 

Oiraclor 


1204 Graham Av«, 

Windbar. PA 15965 
fbchard M4an l/zalac. 134 

Oaacsor. Managa* 


Mam Straac Conamsug^. 
PA 15909 

Staphon Gragory Zamaa. 904 

Oiracior _ 


Simnahanna Omm. Johns* 
town. PA 15005 

Unoad Stalat Naaonai Bar*. 

Slockhordar 

2? 

Mam and Frar*Jm Sis 
Jobnsiowrv PA 15901 
Johnaaowm Bar* S Tmat Com¬ 

Stockholder 

15 

pany. S32-S34 Mam Siraat. 
Johnsloan. PA 15901 
Johnalowm Samng Bar*. 

afOCwncuoPF 

10 

Markai at Mam S< Johna- 
lown. PA 15901 




The remaining 53 percent Is owned by 
individuals banks and insurance 
companies none of v^iom own more 
than 10 percent. 

The Applicant will begin operations 
with a capitalization of Sl.000.000 and 
will be a source of both equity and debt 
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financing quaiifted small business 
concerns. 

Matters involved in SBA^s 
consideration of the application include 
the general business reputation and 
character of the proposed owners and 
management and the probability of 
successful operations of the company 
under their management, including 
adequate profitability and financial 
soundness, in accordance with the Act 
and Regulations. 

Notice is further given that any person 
may, not later than 30 days from the 
date of publication of this Notice, submit 
to SBA in writing relevant comments on 
the proposed licensing of this company. 
Any such communicatioos should be 
addressed to the Deputy Associate 
Administrator for Investment. Small 
Business Administration, 1441 L Street 
NW. Washington DC 20416. A copy of 
this Notice shall be published in a 
newspaper of general circulation in the 
Johnstown, PA area. 

Dated June 28.1985. 

(Catalog of Federal Domestic Assistance 
Program No. 59.011. Small Business 
Investment Companies) 

Robert G. linebatry. 

Deputy Associate A dminntralor for 
investment 

[FR Doc, 85-17778 Filed 7-25-8S; 8:45 am] 

SIUJMQ COOC itt2S-S1>«l 


lAppOcatlon No. 02/02-0486) 

Rrst New YorR Small Business 
Investment Coa Application for a 
License To Operate as SmaR Business 
Investment Company 

Notice is hereby given of the filing of 
an application with the Small Business 
Administration (,SBA) pursuant to 
i 107.102 of the Regulations governing 
small business investment companies 
(13 CFR 107.102 (1985)1, by First New 
York Small Business Investment 
Company (the Applicant), Suite 480,20 
Squadron Boulevard, New City. New 
York 10956, for a license to operate as a 
limited partnership small business 
investment company (SBIC) under the 
provisions of the Small Business 
Investment Act of 1958. afl amended (the 
Act). (15 U.S.C 061 ei seg.), and the 
Rules and Regulations promulgated 
thereunder. The formafion and licensing 
of a limited partnership SBIC is subject 
to the provisions of { 107.4 of the SBA 
Regulations. 

The general/limited partners and ID 
percent of more limited partners of the 
Applicant are as follows: 


KamM and addrMiM 

Rmaiorah^ of 
apfiicant 

Pm- 
cam of 

linW MmM. 10 Hadaaa^ 

Qanaral/Umflad 

10 

Una. S(tnn§ VaStf. MY 

Partnar. 


Abraham KMin. 202 Aima 1. 
Bvooklyn. MY 11230. 

—do- 

» 

Lam Ovahlrv 70i Mrwtm 
Aimnua. FranMat Sqaara. 
LonoMwML NY 11010. 

LMadpwtr«r_ 

to 


There are eight additional limited 
partners each owning a less than 10 
percent interest in the Applicant. 

The Applicant will begin operations 
with a capitalization of $l,00aO00 and 
will be a source of long term loan funds 
and equity capital for eligible small 
business concerns. 

Matters involved in SBA*8 
consideration of the application Include 
the general business reputation and 
character of the two general/limited 
partners and the probability of 
successful operation of the Applicant 
under their management, including 
adequate profitability and financi^ 
soundness, in accordance with the Act 
and the SBA Rules and Regulations. 

Notice is further given that any person 
may, not Later than 30 days from the 
date of this Notice, submit written 
comments on the proposed SBIC to the 
Deputy Associate Administrator for 
Investment, Small Business 
Adminisiration, 1441 L Street NW., 
Washington. DC 20416 

A copy of this Notice will be 
published in a newspaper of general 
circulalioo in the New City, New York 
area. 

Dated: July 15.19S5. 

(Catalog of Federal Domeatic Aasiatonce 
Program Na Saoil. Small Buainesa 
Invaetmcnt Companies) 

Robert C. Line b arry. 

Deputy Assoaate Administrator for 
investment 

[FR Doc 85-17777 Filed 7-25-85; 8.45 am) 
BIUJHQ CODE 


(Appllcatiofi No. 09/09-8302) 

Magna Pacific Investment hic.; 
Application for Ucens# To Operate as 
a Smaa Business Investment Company 

Notice is hereby given that an 
application has been filed with the 
Small Business Administration pursuant 
to S 107.102 of the Regulations governing 
small business investment companies 
(13 CFR 107.102 (1984]) for a license to 
operate as a small business investment 
company (SBIC) under the Small 
Business Investment Act of 1958. as 
amended (the Act), (15 U3.C. 661 eL 


seg,) and the Rules and Regulations 
promulgated thereunder. 

AppKcant; Magna Padfic Investment 
Inc. 

Address: 977 North Broadway, Suite 301. 
Los Angeles, California 
The proposed officers, directors, and 
shareholders of the Applicant are as 
follows: 


Nama 

PoflNon 

^rcanl 
Of oiaia 

A flM 

David Wong. $77 Nmlh 
OtoaOmv. 301. Lot 

Angalaa. CbMonaa 00012 


12S 

Moamrd Y Wd»^ 077 Norih 
■roadaay. Suia 301. Ua 
Aegatm, CaUorma 00012 

Oaacior/VIca 

PrmtSanL 

12S 

Siawavt C. Karon. 977 North 
Bioadariy. Suda 301. Ua 
Angataa. Catfomb 00012. 

nrador/SacraWy. 

125 

LSmmO Yu. 977 NorOi Broad- 
wav. SaUa 301. UN Anga- 
laa. CaHoraa 00017 

Oanta/ChW 

f^ianaal 

OfSotr 

1IJ 

Jim Hung. 077 NonVi 8road> 
waf. Swii 301. Lot Anga- 
laa. CaMonwi 00012 

Ovacior- 

125 

Joa Main. 077 Nonh Broad¬ 
way. Soda 301. Ua Anga- 
laa. CaUomN 00012 

......do— - ....... 

125 

Wtrtan a Wong. 977 Norm 
Broadway. Sula 30i. Ua 
Angaiwa. CaMarma 00012 

..-.-do- 

125 

MaMn W Wong. $77 Morffi 
BroadNay. Smaa 30i. UN 
Angalat. CaMoma 00012 

—do-— 

125 

Vamon L SmytMi. MQ lOOf 
Ntodrara Giarada. CaPka- 
na- 


•10 


•ctme 


The Applicant will being operations 
with $1.0a0.(X)0 In private capital. 

As a small business investment 
company under section 301(d) of the 
Act the Applicant has been organized 
and chartered solely for the purpose of 
performing the funcilons and conducting 
the activities contemplated under the 
Act and will provide assistance solely to 
small concerns which %vill contribute to 
a well balanced national economy by 
facilitating ownership in suchtSbneems 
by persons whose participation in the 
free enterprise system is hampered 
because of social or economic 
disadvantages. 

Matters involved in SBA*8 
consideration of the application include 
the geneal business reputation and 
character of the proposed owners and 
management and the probability of 
successful operations of the applicant 
under their management including 
prufitability and finanda! soundness m 
accordance with the Small Business 
Investment Act end the SBA Rules ano 
Regulations. 

Notice is hereby given that any j^rsen 
may, not later than 30 days from 
date of publication of this Notice, su^** 
written comments on the proposed bw 
to the Deputy Associate Adnrinistniior 
for Investment. Small Business 
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Administration. 1441 L Street. NW^ 
Washington. DC 20416. 

A copy of the Notice will be published 
in a newspaper of general circulation in 
the Los Angeles. CaUfoniia area. 

Dated: |uly 16.1965. 

(Catalog of Fedeml Domestic Assistance 
Program No. 50011. Small BaHincus 
Investment Companies) 

Robert G. Lineberry, 

Deputy Assoc/o/e Adminhttator for 
ti}vestm§itL 

|FR Doc 85-17779 Filed 7-25-6S; 8:45 am| 
•axmo oooc aeas-oia 


DEPARTMENT OF THE TREASURY 

Public Information Collection 
Requirements Submitted to 0MB for 
Review 

Date: )uly 23.1985. 

The Department of the Treasury haa 
submitted the following public 
information collection requirementfs) to 
0MB (listed by submitting bureau(8)), 
for review and clearance under the 
Paperwork Reduction Act of 1980. Pub. 

L 96-511. Copierof these submissions 
may be obtained by calling the Treasury 
Bureau Clearance Officer listed under 
each bureau. Comments regarding these 
Information collections should be 
addressed to the 0MB reviewer listed at 
the end of each bureau's listing and to 
the Treasury Department Clearance 
Officer. Room 7221.1201 Constitution 
Avenue NW^ Washington. D.C 20220. 
0MB Number: New 
Form Number None 
Type of Review: New 
Title: Supplemental Financial 
Statements 

Clearance Officer: Eric Thompson (202) 
447-1177, Comptroller of the Currency. 
6lh Floor. LT.nfunt Plaza. Washington. 
D C 20219 ^ 

0MB Reviewer. Robert Neal. (202) 395- 
two. Office of Management and 
Budget. Room 3208, New Executive 
Office Building. Washington. D.C. 
20509 

OMB Number 1545-01S5 
Mnn Number IRS Form 3488 
of Reviowr Revision 
Title: Computation of Investment Credit 
OiVfB Number 1545-0219 
Form Number IRS Form 5864 
ofReviem Revision 
Title: lobs Credit 

0MB Number 1545-0231 
Number IRS Form 6478 
f}7f of Review: Revision 
Title: Credit for Alcohol Used As Fuel 
0MB Number New 


Type of Review: New 
Title: U.S. Income Tax Return of a 
Foreign Sales Corporation and 
Related Schedules. Schedule P- 
Computation of Transfer Price or 
Commission 

Clearance Officer. Garrick Shear (202) 
566-6150. Room 5571,1111 
Constitution Avenue NW., 
Washington, D.C 20224 
OMB Reviewer. Robert Neal, (202) 39S- 
6880. Office of Management and 
Budget. Room 3206, New Executive 
Office Building. Washington. D.C. 
20503 

Public Debt 

OMB Number 1535-0018 
Form Number PD Form 4882 
Type of Review: Extension 
Title: ^plication for United States 
Savings Bonds—Series EE 
Clearance Officer Peter Laugesen, (202) 
378-4902. Bureau of the Public Debt. 
Room 445.999 E. Street NW., 
Washington. D.C 20226 
OMB Reviewer. Milo Sunderhauf. (202) 
395-0680, Office of Management and 
Budget Room 3206, New Executive 
Office Building. Washington. D.C 
20503. 

)oMph F. Maty. 

Departmental ReportM Munoyement Office, 
(FR Doc. 85-17788 Filed 7-^25-65; 8A5 am) 
aiLUNO cooc 


Comptroller of the Currency 
(Docket No. 55-9) 

Privacy Act of 1974; Proposed 
Changes To A System of Records 

AOEricv: Office of the CompIroUer of Ihe 
Currency, Treasury 
action: Notice of Proposed Change to 
System of Records entitled Enforcement 
and Compliance Information System. 

sumisahy: Pursuant to the requirements 
of the Privacy Act of 1974, the Office of 
the Comptroller of the Currency (Office) 
gives notice of a change to the system of 
records entitled Ihe Enforcement and 
Compliance Information System 
(System). 

DATE: Comments must be received no 
later than August 26.1965. If no 
comments are received, the changes to 
the system of records will become 
effective September 24,1985. 

ADDRESS: Comments should be sent to 
Docket No. 85-9. Communications 
Division. Office of the Comptroller of the 
Currency. Washington, D.C. 20219, Alin: 
Lynnette Carter, (202) 447-1800. 

FOR FURTHER INFORMATION CONTACT: 
Jane Rasmussen. Attorney, Enforcement 


and Compliance Division, (202) 447- 
1818, Office of the Comptrdler of the 
Currency, 490 L'Enfant Plaza East S.W., 
Washington. D.C. 20219. 

SUPPLEMENTARY INFORMATION: 

Changes to the System 

The names of bank directors, officers 
and shareholders named in 
administrative enforcement actions will 
be added to the System. Names of 
persons who have been the subject of 
criminal referrals by other federal 
financial institution regulatory agencies 
will also be added. Additional 
information will also be maintained in 
the System regarding criminal referrals. 
Where applicable, the law enforcement 
agency to which referred, indication of 
whether a grand jury subpoena has been 
issued, indication of other action taken, 
and ihe name of the OCC attorney 
handling the case will also be added to 
the System. 

Purpose of System 

The purpose of the system it to 
maintain a system of records containing 
names of persons who are suspected of 
crimes or who have been the subject of 
administrative enforcement actions. 

This information will be used to 
enhance the Office's ability to track 
criminal referrals, to analyze 
applications for bank charters and 
changes in bank control and to evaluate 
proposed bank directors or officers. The 
System provides a method of tracking 
persons involved in actual or suspected 
fraudulent activities related to banks. In 
considering applications for charters for 
national banks, the Office must consider 
the general character of proposed 
management Under the Change in Bank 
Control Act (12 U.5.C. 1818(n(7)) the 
Conptroller may disapprove a proposed 
acquisition of a bank if the competence, 
experience, or integrity of any acquiring 
person or of any of the proposed 
management personnel indicates that it 
would not be in the interest of tbe 
depositors of the bank, or in the interest 
of the public to permit such person to 
control the banlc The System facilitates 
that consideration. Also, the Office may 
also use the system to evaluate 
proposed officers in problem banks. 

Description of the System 

The changed system will contain the 
names of persons who have been the 
subject of civil enforcement actions 
made by the Office, the Federal Reserve 
Board, the Federal Deposit Insurance 
Corporation, the Federal Home Loan 
Bank Board, and the National Credit 
Union Administration. It will also 
contain the names of persons who have 
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been the subject of criminal referrals 
made by these rinancial institution 
regulatory agencies. 

n.ite: July 18.1985. 

John F.VV. Rogers. 

Assistant Secretary' of the Treasury 
f\fanafferrwntf 

Treasury/Comptrolier 00.013 
SYSTEM NAME: 

F.nforcement and Compliance 
Information System. 

SYSTEM UOCATION: 

Comptroller of the Currency, Sixth 
Floor, 490 L'Enfant Plaza. S.W. 
Washington. D.C. 20219. 

CATEGORIES Of INOIVIOUAtS COVERED BY THE 

system: 

Individuals and entities involved in 
actual or suspected fraudulent activities, 
and bank directors, officers and 
shareholders named in administrative 
enforcement actions. 

CATEGORIES Of RECONOS IN THE SYSTEM: 

These records contain information 
identifying the individual, describing the 
known or suspected criminal activity or 
enforcement action in which the 
individual is involved or named, giving 
the bank name and location, and where 
applicable, the law enforcement agency 
to which referred and date referred, 
indicating if a grand jury subpoena has 
been issued, indicating other actions, 
and identifying the OCC attorney. The 
name of the individual is the only 
identifier used. 

AUTHORITY fOR MAINTENANCE Of THE 
SYSTEM: 

12 U.S.C. 481.18ia and 1820. 

ROUTINE USES OF RECOItOS MAINTAINED IN 
THE SYSTEM. l»*CLUDINO CATEGORIES Of 
USERS AND THE fURfOSES Of SUCH USES: 

Information in these records may be 
used: 

a. To provide the Department of 
justice with periodic reports which 
indicate the number, place and 
individual identity of outstanding 
potential criminal violations of the law 
which have been referred to the 
Department. 

b. To provide the Office of the 
Comptroller of the Currency with 
statistical information to respond to 
general information requests from the 
Congress. 

c. To disclose information to foreign 
governments in accordance with formal 
or informal international agreements. 

d. To disclose information to the news 
media in accordance with guidelines 
contained in 28 CFTI 50.2 which covers 


release of information relating to civil 
and criminal proceedings. 

e. To disclose information to third 
parties during the course of an 
investigation to the extent necessary to 
obtain information pertinent to the 
investigation. 

fOUCIES AND fRACTICES FOR STORING. 
RETRIEVING, ACCESSING. RETAINING, AND 
DISfOSINO OF RECORDS IN THE SYSTEM: 

STORAGE: 

Records will be maintained in general 
correspondence files, enforcement 
action files, in card files and on 
computer discs. 

retrievabiuty: 

All records will be indexed by bank 
name and location. In addition, records 
on computer discs will be indexed by 
name of individual, and code provision 
known or suspected to be violated. 

safeguards: 

Correspondence files are stored in the 
Office's central file room and may only 
be retrived by authorized personnel. 
Enforcement files are accessible only to 
authorized personnel. Card files will be 
stored in lockable file cabinets. 
Computer discs will be accessible only 
to authorized personnel. 

RETENTION AND DISPOSAL.* 

Records are periodically updated to 
reflect changes and maintained as long 
as needed. 

SYSTEM MANAOER($) AND ADDRESS’. 

Director. Enforcement and 
Compliance Division. Law Department. 
Comptroller of the Currency. 490 
L'Enfant Plaza East. SW.. Washington. 
D.C. 20219. 

NOTIFICATION PROCEDURE: 

This system is exempt from 
notification requirements under 5 U.S.C. 
552a(k)(2) of the Act as relating to 
investigatory material compiled for law 
enforcement purposes. 

RECORD ACCESS PROCEDURE: 

Same as Notification above. 

CONTESTING RECORD PROCEDURES: 

Same as Notification above. 

RECORD SOURCE CATEGORIES: 

Examination of national banks by 
national bank examiners: investigations 
performed by ogency attorneys and 
notifications from the Department of 
justice, other Federal and State law 
enforcement agencies, and other Federal 
and State bank regulatory agencies. 


SYSTEMS EXEMPTED FROM CERTAIN 
PROVISIONS OF THE ACT: 

Components of this system have been 
designated as exempt from 5 U.S.C 
552a(i)(2). To the extent that the 
exemption under 5 U.S.C. 552a(i)(2) does 
not apply, the exemption under 5 U.S.C. 
552a(k](2) applies. 

|FR Doc. 85-17769 Filed 7-25-85; 845 am| 
StLLINO COOC 


Customs Service 


IT.O. 85-1241 

U.S. Valuation of Imported Carrier 
Media Bearing Data or Instructions for 
Use in Data Processing Equipment 

agency: Customs Service, Treasury. 
action: Notice of decision on valuation. 

SUMMARY: This document advises that 
Customs has been, and will continue to 
value imported carrier media bearing 
data or instructions for use in data 
processing equipment exclusive of a 
value element for the data, instructions, 
or Information component contained on 
such software. A recent decision by the 
Committee on Customs Valuation of the 
General Agreement on Tariffs and 
Trade (GATT) sanctioned the practice 
of valuing software either Inclusive or 
exclusive of a value element for data, 
instructions, or information components. 
Customs has routinely been valuing 
software only on the value of the carrier 
medium, and will continue to use this 
practice. 

FOR FURTHER INFORMATION CONTACr. 

Bruce N. Shulman. Classification and 
Value Division, U.S. Customs Service, 
1301 Constitution Avenue, NW., 
Washington, D C. 20229 (202-566-2938) 

SUPPLEMENTARY INFORMATION 
Background 

On September 24.1984. the Committee 
on Customs Valuation of the General 
Agreement on Tariffs and Trade (GATi) 
adopted a decision regarding the 
customs valuation of carrier media 
bearing data or instructions for use in 
data processing equipment (reprinted as 
Annex A). The decision indicates that 
the merchandise which is the subject of 
the decision may be valued either 
inclusive or exclusive of a value elcxnent 
for the data or instructions. Prior to the 
adoption of the above decision. Customs 
had routinely valued the merchandise 
referred to in the GATT decision only on 
the value of the carrier medium plus 
other incidental costs (e.g., record!^ 
charges), and exclusive of a valuation 
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element for the data or instructions or 
for an information component Because 
the GATT decision affirms the validity 
of the U.S. approach to the valuation of 
carrier media bearing data or 
instructions for use in data processing 
equipment on February 28,1985, 
Customs reaffumed its prior position as 
set forth below: 

On September 24.1QB4. the GAIT 
Valuation Committee adopted the attached 
decision. Customs has previously taken the 
position that the valuation of software (>4*.. 
data or instructions) recorded on carrier 
media be based only on a value for the 
carrier media itself and Is not to include a 
value for an information component Because 
the TSUS item under which such 
im|>ortations are most frequently classified 
(item 724.40, TSUS) carries a spedfle rate of 
duty, the valuation of software has been of 
little concern to Customs held personnel. 
However. In a small number of cases the 
valuation of software may become important 
either because the TSUS item number under 
which it is clasftScd carries an ad valorem 
nta of duty, or because it is not clear 
whether the merchandise involved is a form 
of software. Accordingly, we wish to 
reemphasise our previous position that 
software be valu^ only on the basis of the 
value of the carrier oiediura. In this regard, 
for vsluation purposes carrier media faring 
data or instructions (ie.. software) does not 
include data or instructions recorded or 
encoded by means of integrated circuits, 
lemirnadiictors arx) similar devices, or 
srticlei incorporating such dreuitf or 
devices. Likewise, the expression -^ti or 
Instructions'* is not to be interpreted as 
including sound, cinemsiic, or video 
r**cordiags. in view of tho above GATT 
decision, appropriate steps should be taken 
to onsure that Customs personnel continue 
their current practice of valuing computer 
software only on the basis of the value of the 
curricf media. 

Accordingly, Customs will continue to 
value the merchandise which is the 
subject of the GATT decision exclusive 
of an element for the value of the data 
or Instructions. 

Ahmx a—G eneral Agroemont on 
Tariffs and Trade, Committee on 
Customs Valuation; Dedsioa on the 
Valuadon of Carrier Media Bearing 
Software for Data ProceMing 
fxjuipment. Adopted by the Committee 
on 24 September 1984 

The Committee on Customs Valuation 
Uecides as Follows: 

I* It is reaffirmed that transaction 
value is the primary basis of valuation 
under the Agreement on Implementation 


of Article VII of the General Agreement 
on Tariffs and Trade (the AgreemenQ 
and that Us application with regard to 
data or instructions (software) recorded 
on carrier media for data processing 
equipment Is fully consistent with the 
Agreement. 

2. Given the unique situation with 
regard to data or instructions (software) 
recorded on carrier media for data 
processing equipment and that some 
Parties have sought a different 
approadi. it would also be consistent 
with the Agreement for those Parties 
which wish to do so to adopt the 
following practice: 

In determining the customs value of 
imported carrier media bearing data or 
instructioiis. only the cost or value of the 
carrier mediura itself shall bo taken koto 
account The customs value ihall not 
therefore, Indude the cost or value of the 
data or instmetions, provided that this is 
distinguished from the cost or the value of the 
carrier medium. 

For the purpose of this Decision, the 
expression **carrier mediani"shail not be 
taken to include integrated circuits, 
semiconductors and similar devices or 
articles incorporating such drtaiits or 
devices; the expression •'data or Instructions** 
shall not tie taken to include sound, cinematic 
or video recordings. 

3. Those Parlies adopting the practice 
referred to in paragraph 2 of this 
Decision shall notify the Committee of 
the date of its application. 

4. Those Parties adopting the practice 
in paragraph 2 of this Decision will do 
so on a most-favoured-nation (m.f.n.) 
basis, without prejudice to the continued 
use by any Party of the transaction 
value practice. 

Robert P. Schstfar. 

Acting CommiBSionerof Customs, 

Approved: |uly a 1965. 
lohn M. Walker. |r.. 

Assistant Secniary of the Tteasury, 

[kit Doc 85-17760 Piled 7-25-8S: fr46 am] 
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UNITED STATES INFORMATION 
AGENCY 

Reporting and Information Collection 
Requirement Under 0MB Review 

AGENCY: United States Information 
Agency. 

ACTION: Notice of reporting requirement 
submitted for OMB review. 


summary: Under the provisions of the 
Paperwork Reduction Act (44 U.S.C, 
Chapter 35) agencies are required to 
submit proposed or established 
reporting and recordkeeping 
requirements to OMB for review and 
approval and to publish a notice in the 
Federal Register notifying the public that 
such a submission has been made. USIA 
is requesting approval of a form that will 
be to collect data on prospective 
grantees who will implement USIA 
youth exchange programs. 

date: Comments must be received by 
August 30.1985. 

Copies: Copies of the request for 
clearance (SF-83). siipporting statement 
instructions, transmittal letter and other 
documents submitted to OMB for review 
may be obtained from the USIA 
Clearance Officer. Comments on the 
item listed should be submitted to the 
OfHce of Information and Regulatory 
Affairs of OMB, Attention D^ Officer 
for USIA. 

FOR FURTHER INFORMATION CONTACT: 
Agency Clearance Officer, Charles N. 
Canestra United States Information 
Agency, M/M, 3G1 Fourth Street, SW^ 
Washington, DC 20S47, telephone (202) 
485-6676. And OMB review: Michael 
Weinstein, Office of information and 
Regulatory Affairs, Office of 
Management and Budget New 
Fj(ecutive Office Building. Washington. 
DC 20503. telephone (202) 395-4614. 

SUPPLEMENTARY INFORMATION: Title: 
**Inlernational Youth Exchange 
Organization Index'*. This form will be 
provided to prospective grantees 
applying for USIA international youth 
exchange grants to facilitate the 
selection process. Data provided by 
youth exchange oiganizatioos will bo 
retained by USIA for review upon 
receipt of subsequent grant appbeations, 
thus facilitating the process of 
evaluating candidates' qualifications for 
conducting youth exchange programs. 
Having data available to USIA grant 
application reviewers will eliminate the 
need for candidates to resubmit the 
same information with each new grant 
application. 

Dated: |uly 22.1965. 

Chariea N. Caneftro, 

Stanogeaient AnolysL Federal Bngister 
Uoisan, 

|FR Doc. 85-17772 Filed 7-25-65; 5:45 am| 
BOJJNO OOOC SOS^Y-N 
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This seebon of Iho FEDERAL REGISTER 
contains notices of fTieetir)gs published 
under the “Government in the Sunshine 
Act" (Pub L. 94 409) 5 U.S.C. 552b(e)(3) 
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1 

FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Agency Meeting 

Pursuant to the provisions of the 
•‘Government in the Sunshine Act** (5 
U.S.C. 552bh notice is hereby given that 
at 6:31 p.m. on Friday, July 19,1985, the 
Board of Directors of the Federal 
Deposit insurance Corporation met in 
closed session, by telephone conference 
call, to: 

(A) (1) Receive bids for the purchase of 
certain assets of and the assumption of the 
liability to pay deposits made in Gilpin • 
County Bank. Black ilawk, Colora^. which 
was dosed by the State Bank Commissioner 
for the State of Colorado on Friday. |uly 19. 
1965: (2) accept the bid for the transaction 
sumbitted by First Interstate Bank of Golden. 
National Assodation. Golden. Colorado; and 
|3) provide such finandal assistance, 
pursuant to section 13(cH2) of the Federal 
Deposit Insurance Act (12 U.S.C. 1623(c)(2)), 
as was necessary to facilitate the purchase 
and assumption transaction: and 

(B) (1) Receive bids for the purchase of 
certain assets of and the assumption of the 
liability to pay deposits made in Linn County 
State Bank, Linneus. Missouri, which was 
closed by the Commissioner of Finance for 
the State of Missouri on Friday, July 19.1985; 
(2) accept the bid for the transaction 
submitted by United Missouri Bank of Linn 
County. Linneus. Missouri, a newly-chartered 
Stale nonmember bank: (3) approve the 
applications of United Missouri Bank of Linn 
Ciounty. Linneus, Missouri, for Federal 
deposit insurance, for consent to purchase 
certain assets of and assume the liability to 
pay deposits made in Linn County Slate 
Bank. Linneus. Missouri, and for consent to 
establish the sole branch of Linn County 
Stale Bank as a branch of United Missouri 
Bank of Linn County: and (4) provide such 
Finandal assistance, pursuant to section 13(c] 
(2) of the Federal Deposit Insurance Act (12 
U.S.C 1623(c)(2)). as was necessary to 
fadlitate the purchase and assumption 
transaction. 


In calling the meeting, the Board 
determined, on motion of Chairman 
William M. Isaac, seconded by Director 
Irvine H. Sprague (Appointive), 
concurred in by Mr. John F. Downey, 
acting in the place and stead of Director 
n. Joe Selby (Acting Comptroller of the . 
Currency), that Corporation business 
required its consideration of the matters 
on less than seven days* notice to the 
public: that no earlier notice of the 
meeting was practicable: that the public 
interest did not require consideration of 
the matters in a meeting open to public 
observation; and that the matters could 
be considered in a closed meeting 
pursuant to subsections (c) (6). (c)(8), 
(c)(9){A)(ii). and (c)(9)(B) of the 
“Government in the Sunshine Act** (5 
U.S.C. 552b(c)(6). (c)(8). (c)(9)(A)(li). and 
(c)(9)(B)). 

Dated: July 22.1985. 

Federal Deposit Insurance Corporation. 

Hoyle L. Robinson. 

Executi ve Secretary, 

(FR Doc. 65-17866 Filed 7-24-85; 12:15 pm| 
MUINO CODE f7l4-01-«l 


2 

FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Notice of Changes in Subject Matter of 
Agency Meeting 

Pursuant to the provisions of 
subsection (c)(2) of the **Govemment in 
the Sunshine Act** (5 U.S.C. S52b(e)(2)), 
notice is hereby given that at its open 
meeting held at 2:00 p.m. on Monday, 
July 22.1965. the Corporation*s Board of 
Directors determined, on motion of 
Chairman Wiliam M. Isaac, seonded by 
Director Irvine H. Sprague (Appointive), 
concurred In by Director H. Joe Selby 
(Acting Comptroller of the Currency), 
that Corporation business required the 
addition to the agenda for consideration 
at the meeting, on less than seven day's 
notice to the public, of the following 
matters: 

Application of The Fifth Third Bank. 
Cincinnati Ohio, a State member bank, for 
consent to purchase certain assets of an 
assume the liability to pay deposits made in 
the Delhi. Ohio, branch of Hunter Savings 
Assodation. Cindnnati. Ohio, a non-FDIC- 
insured institution. 

Memorandum re: Awarding of a contract to 
ATT1S for telecommundations system. 

By the same majority vote, the Board 
further determined that no earlier notice 


of these changes in the subject matter of 
the meeting was practicable. 

Dated; )uly 23.1985. 

Federal Deposit Insurance Corporiitlon 
Hoyle L Robinson. 

Executive Secretary. 

|FR Doc B5-17867 Filed 7-24-85:12:18 pm| 
ftlLLMO COOC f7l4-01-« 


3 

FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Notice of Change in Subject Matter of 
Agency Meeting 

Pursuant to the provisions of 
subsection (e)(2) of the “Government in 
the Sunshine Act" (5 U.S.C. 552b(e)(2), 
notice is hereby given that at its closed 
meeting held at 2:30 p.m. on Monday. 
July 22,1985, the Corporation's Board of 
Directors determined, on motion of 
Chairman William M. Isaac, seconded 
by Director Irvine H. Sprague 
(Appointive), concurred in by Director 
H. Joe Selby (Acting Commptrollcr of 
the Currency), that Corporation business 
required the addition to the agenda for 
consideration at the meeting, on less 
than seven days' notice to the public of 
a request for Financial assistance 
pursuant to section 13(c) of the Federal 
Deposit Insurance Act. 

The Board further determined, by the 
same majority vote that no earlier notice 
of this change in the subject mailer of 
the meeting was practicable; that the 
public interest did not require 
consideration of the matter in a meeting 
open to public observation; and that 
they could be considered in a closed 
meeting by authority of subsections 
(c)(4). (c)(6). (c)(8). and (c)( 9 )(A)(ii) of the 
“Government In the Sunshine Act** (5 
U.S.C. 552b(c)(4). (c)(6). (c)(0). and 
(c)(9)(A)(ii)). 

Dated: July 23,1985. 

Federal Deposit Insurance Corporotion. 

Hoyle L. Robinson. 

ExecutJve Secretary 

|FR Doc, 85-17068 Filed 7-24-65:12:18 pm) 
eituMO COOC sris-oi-M 


4 

INTERSTATE COMMERCE COMMISSION 
TIME AND DATE: Postponed from 9'.^ 
a.m„ Wednesday. July 31.1985 until 
10:00 a.m., Wednesday. September 11 
1985. 
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PiACC Hearing Room A. Interstate 
Commerce Commission, 12th and 
Constitution Avenue. NW., Washington. 
DC. 20423. 

STATUS: Open Special Conference. 
MATTCR TO BE DISCUSSED: Ex Parte 445 
(Sub-No. 1)—Intramodai Rail 
Competition. 

COMTACT PERSON FOR MORE 
mFORMATtOK Robert R. Duhlgten. Omce 
of Public Affairs, Telephone: (202) 275- 
7252. 

(ames H. Bayne, 

Spcreftwy. 

|FR Doc. 85-17804 Filed 7-24-8S: 2:35 pm] 
Muan coot Tow-oiHi 


place: 1333 H Street. NW.. Suite 300 
(Conference Room)—Washington, D.C. 
20288-0001. 

STATUS: Open, 

MATTERS TO BE CONSIDERED: Postal Rate 
Commission. Fiscal Year 1980 Budget 
CONTACT PERSON FOR MORE 

information: Charles L Clapp. 
Secrelary, Postal Rate Commission, 
Room 30a 1333 H Street NW.. 
Washington. D.C. 20288-0001, Telephone 
(202) 769-6810. 

Charlaa L. Clapp, 

Secretary. 

|FR Doc. 85-17871 Piled 7-24-85:12:21 pm| 
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PACtFK NORTHWEST ELECTRIC POWER 
AND CONSERVATION PLANNING COUNCIL 
(Northwest Power Planning Council) 
ACTION: Notice of meeting to be held 
pursuant to the Government in the 
Sunshine Act (5 U.S.C 552b). 

STATUS: Open. 

TIME AND DATE: 9:00 a.m.. August 7-8, 
1985. 


PLACE: Council Offices. 850 SW. 
Broadway, Suite IIOO. Portland, Oregan. 
mattehs to bc considered: 


• Staff Presentation of Draft 1965 Power 
Plan and Coundi Consideration of Entering 
Rulemaking on the Draff. 

• Staff l^sentaHon of Issue Paper on 
Salflion and Steelhead Productivity 
Analysts.* 

• Staff Presentation of Issue Paper on 
Siral^ for Investments In Salmon and 
Steelhead Production.* * 

• Staff Presentation of Issue Paper on 
Retidenl Fish Substitutions for Salmon and 
Steelhead Losses. 

• Cotincil Business. 


^hlic comment will follow each item. 

I.. ***** Wildlife licma on the agenda wl 

M UkCT up no looner than liao a.m.. Augui 
7. UeliberaUona on the draft 1985 plan could 
require that Ash and wlldUfe iiema be uken 
up on Auguit & 

'* *''*** * **'“* 


^ further information contact: 

^68 Wong, (503) 222-5181. or tol 
“?«1^222-3355 (Montana. Idaho 
Washington) or 1-800-452-2324. 
Edward Sheets, 

^ecutive Director. 


int Doc 85-17845 Filed 7-24-85; 10:42 am] 

coot 00SHJO4I 


B 


POSTAL RATI COMMISSION 


POSTAL SERVICE 

Notice of a Meeting 
The Board of Governors of the United 
States Postal Ser\ice, pursuant to its 
Bylaws (39 CJ^.R. 7^) and the 
Government in the Sunshine Act (5 
U.S.C. 552b), hereby gives notice that it 
intends to hold meetings at 9:30 a.m. on 
Monday, August 5.1985, In Anchorage, 
Alaska, and at 6:00 a.m. on Tuesday, 
August 6.1985, In the Federal Building, 
701 C Street, Anchorage, Alaska. As 
indicated in the following paragraph, the 
August 5 meeting is closed to public 
observation. The August 6 meeting is 
open to the public. The Board expects to 
discuss the matters stated in the agenda 
which is set forth below. Requests for 
information about the meetings should 
be addressed to the Secretary of the 
Board. David F. Harris, at (202) 245- 
3734. 

At its meetiiifl on July a 1985, and by 
telephone on July 19.1985, the Board 
vot^ In accordance with the provisions 
of the Government in the Sunshine Act 
to close to public observation its 
meeting scheduled for August 5, (See 50 
FR 29042, July 17,1985.) 

Agetiibi 

Monday Se$sion---Augu$t 5, loes, 9:SO a.m. 
(Closed) 

1. Discussion of personnel matters. 

2. Consideration of court ruling in Gridin v. 

Carlin. 

3. Consideration of possible sale of the B- 

COM system. 

4. Consideration of proposed procurement for 

mall sorting equipment. 

Tuesday Session^August A 1985, SM ojit 
(Open) 

1. Minutes of the Previous Meeting. luly 8 and 

ia 1985. 

2. Remarks of the Postmaster General. 

3. Quarterly Report on Financial 

Performance. 

(Mr. Cummings, Senior Assistant 
Postmaster GeneraL Finance Croup, will 


present the qualerly summary of 
financial pciformance.) 

4. Quarterly Report on Service Performance. 
(Mrs. Strange. Deputy Postmaster General. 

will present the quarterly summary on 
service performance.) 

5. Review of Legislative Matters and 

Government Relations. 

(Mr. lohnstone. Assistant Postmaster 
General. Government Relations, will 
report on airrent legislative matters.) 

5. Briefing on Alaska Mailhandling 
Operations. 

7. Capital Investments: 

a. Adding, California. General Mail 
Facility. 

b. Denver CO. General Mall Facility. 

(Mr. Caraveo, Regional Postmaster 

General. Western Region, will present 
the two proposed investments.) 

8 Consideration of Tentative Agenda for 
September 5-8,1965. in Washington, D.C 
David F. Harris, 

Secretary. 

|FR Doc. 65-17848 Plied 7-24-85:12:24 pm) 
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POSTAL SERVICE 

Vote to Close Meeting 

By telephone vote on July 19,1985 a 
majority of the members contacted and 
voting, the Board voted to add to the 
agenda for the closed session on 
Monday. August 5.1985 (See 50 FR 
29042, July 17,1985), the following items: 

(1) Consideration of a court ruling in Griffin 
V. Carlin. 

(2) Consideration of possible sale of the E- 
COM system. 

(3) Cmsideration of proposed procurement 
for roaii sorting equipment. 

As to the first item, the Board 
determined that pursuant to section 
552b(c)(10) of title 5. United States Code, 
and S 7.3(j) of title 39 Code of Federal 
Regulations, consideration of the matter 
ia exempt from the open meeting 
requirement of the Government in the 
Sunshine Act because It is likely to 
specifically concern the participation of 
the Postal Service in a dvil action or 
proceeding. As to the second and third 
items, the Board determined that 
pursuant to section 552b(c)(9)(B) of title 
5 United States Code, and i 7.3(i) of title 
39 Code of Federal Regulations, the 
consideration of the matters ere exempt 
from the open meeting requirements 
because the premature disclosure of 
information to be discussed would be 
likely to frustrate actions the Postal 
Service may wish to take regarding the 
sale of E-COM and the procurcmonl of 
equipment 

In accordance with section 552b(f)(i) 
of title 5, United States Code, and 
I 7.6(a) of title 39 Code of Federal 
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Regulotiona* the General Counsel of the 
United Stater Postal Service has 
certified that in his opinion the meeting 
may properly be cios^ to public 
observation pursuant to sections 
522b(c)(9)(B) and (tO) of title 5 United 
States Code and | 7J3 (i] and (j) of title 
39. Code of Federal Regulations. 

David F. Harris. 

Secffrtory. 

(FR Doc. 85-17849 Piled 7-24-65:12:24 pffl| 
SitLIMO COOK 77l»-1f-ll 
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Gas Operations In Portions of the Gulf 
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ENVIRONMENTAL PROTECTION 
AGENCY 

|FRL-28e7-9] 

Draft General NPOES Permit for Oil 
and Gas Operations In Portions of the 
Gulf of Mexico; Fact Sheet 

agency: Environmental Protection 
Agency. 

action: Notice of Draft General NPDES 
Permit. 

SUMMARY: The Regional Administrators 
of Regions IV and VI are proposing to 
issue a general NPDES permit for 
certain discharges in the Offshore 
Subcategory of the Oil & Gas Extraction 
Point Source Category, which 
implements a best professional 
jud^ent (BP|) determination of the best 
available technology economically 
achievable (BAT) and best conventional 
pollutant control technology (BCT) 
effluent limitations for these discharges. 
This general NPDES permit will 
establish effluent limitations, 
prohibitions and other conditions on 
discharges from oil and gas facilities. 
The facilities covered by this draft 
permit are located In Federal waters in 
the Gulf of Mexico seaward of the outer 
boundary of the territorial seas as 
defined in the Clean Water AcL off the 
states bordering the Gulf of Mexico. 

This fact sheet sets forth the principal 
facts and the significant factual legal 
and policy questions considered in 
developing this draft permit. A copy of 
the draft permit is also being published 
today immediately after this fact sheet. 
date: Comments must be received by 
October 7,1985. 

ADDRESS: Comments should be sent to: 
Regional Administrator. Region VI U.S. 
&\ironmental Protection Agency. 

1201 Elm Street InterFirst Two 
Building, Dallas. Texas 75270. 

Regional Administrator. Region IV. U.S. 
Environmental Protection Agency, 345 
Courtlond Street NE.. Atlanta, 

Georgia 30305 

FOR FURTHER INFORMATION CONTACT: 
Region VI. Ms. Ellen Caldwelt Permits 
Branch (6W-PS) U.S. Environmental 
Protection Agency, 1201 Elm Street. 
InterFirst T>ivo Building, Dallas, Texas 
75270. Telephone (214) 767-2705 
Region IV. Mr. Lloyd Wise. Facilities, 
Performance Branch (4W). U.S. 
Fjivironmental Protection Agency, 345 
Courtland Street. N.E., Atlanta, 
Georgia 30365, Telephone (404) 881- 
4980 

Hearings: 

Four hearings regarding this draft 
permit and fact sheet have been 
scheduled by the Regions as follows: 


(1) Time: 7:00 p.m. Date: August 27.1905. 

Council Chambers. City Hall, 1300 

Perdido. Room 1E04. New Orleans. 

Louisiana 

(2) Time: 7:00 p.m. Date: August 29.1965. 

Houston Lifting and Power Building. 

Lower Level 611 Walker Street, 

Houston. Texas 

(3) Time: 7:00 p.m. Date: September 4, 

1985. Curtis Hixon Convention Center. 

600 Ashley Drive. Tampa, Florida 

(4) Time: 7.-00 p.m. Date: ^ptember 6, 

1985. Mobile Municipal Auditorium, 

401 Auditorium Dnve, Mobile, 

Alabama 

The purpose of these public hearings 
is to receive written and oral comments 
from interested persons and the public 
on the draft permit proposed by EPA. 
The following is a summary of the 
procedures which will be followed at 
the hearings: 

1. The Pt^siding Officer shall have the 
authority to open and conclude the 
hearing and to maintain order. 

2. Any person appearing at the 
hearing may submit oral or written 
statements and data concerning the 
draft permit. 

3. The Presiding Officer may set 
reasonable limits on the time allowed 
for oral statements. 

Any written comments, requests for 
information, or requests for copies of the 
draft permit should be sent to the 
contact persons named above. The 
administrative record containing all 
documents relating to the permit is 
located at the above Regional addresses 
and is available for public inspection 
between 8:00 a^n. and 4:30 p.m. Monday 
through Friday, except holidays. 

EPA's comments and public hearing 
procedures may be found at 40 CFR 
124.10 and 124.12 (as amended at 49 FR 
38051. September 26,1984). 

EPA will notify each person who has 
submitted written comments or 
requested notice of the Hnal permit 
decision, of the decision on the final 
permit. A final permit decision means a 
final decision to issue, deny, modify, 
revoke or reissue, or terminate a permit 

FACT SHEET AND SUPPLEMENTARY 
INFORMATION 

I. Background 

A, General NPDES Permits 

Section 301(a) of the Clean Water Act 
(the Act) provides that the discharge of 
pollutants Is unlawful except in 
accordance with a National Pollutant 
Discharge Elimination System (NPDES) 
permit. Although such permits generally 
have been issued to Individual 
dischargers, EPA*8 regulations authorize 
the issuance of general permits to 
categories of dischargers (40 CFR 


122.28). EPA may issue a single, general 
permit to a category of point sources 
located within the same geographic area 
whose discharges warrant similar 
pollution control measures. The Director 
of an NPDES permit program (in this 
case the Regional Administrator) is 
authorized to issue a general permit if 
there are a number of point sources 
operating in a geographic area that: 

1. Involve the same or substantially 
similar types of operations; 

2. Discharge the same types of wastes; 

3. Require the same effluent 
limitations or operating conditions; 

4. Require the same or similar 
monitoring requirements; and 

5. In the opinion of the Director, are 
more appropriately controlled under a 
general permit than under individual 
permits. 

In addition, under Fi’A regulations (40 
CFR 122.28(c)(1). the Regional 
Administrator is required to issue 
general permits covering discharges 
from offshore oil and gas facilities 
within the Region^s jurisdiction. Where 
the offshore area includes areas, such as 
areas of environmental concern, for 
which separate permit conditions may 
be required, a separate individual or 
general permit may be required by the 
Regional Administrator. 

As In the case of individual permits, 
violation of any condition of a general 
permit constitutes a violation of the Act 
and subjects the discharger to the 
penalties specified in section 309 of the 
Act Any owner or operator authorized 
by this general permit may be excluded 
from coverage by applying for an 
individual permit. This request may be 
made by submitting an NTOES permit 
application, together with reasons 
supporting the request, no later than 90 
days after publication. Authorization to 
discharge under the applicable general 
permit will automatically expire upon 
issuance of an individual permit. 

The Regional Administrator may 
require any person authorized by the 
fmal general permit to apply for and 
obtain an individual permit. In addition, 
any interested person may petition the 
Regional Administrator to take this 
action. However, an Individual permit 
will not be issued for an oil or gas 
fadlity covered by the general permit 
unless it can be clearly demonstrated 
that inclusion under the general permit 
is inappropriate. The Regional 
Administrator may consider the 
issuance of Individual permits 
to the criteria in 40 CFR 122 . 28 (b)( 2 ). 
These criteria include: 

1. The dlscharge(s) is a significant 
contributor of pollution; 
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2. The discharger is not in compliance 
with the terms and conditions of the 
general permit 

3. A change has occurred in the 
availability of demonstrated technology 
or practices for the control or abatement 
of pollutants applicable to the point 
source; 

4. EfRuent limitations guidelines are 
subsequently promulgated for the point 
sources covered by general permit; 

5. A Water Quality Management Plan 
containing the requirements applicable 
to such point sources it approved; or 

6. The requirements listed in 40 CFR 
122.28(a) and identified in the previous 
paragraphs arc not met. 

B. OH and Gas Operations in the Gulf of 
Mexico 


General permits were issued on April 
3,1981 under the Offshore Subcategory 
of the Oil and Gas Extraction Point 
Source Category. (40 CFR Part 435) 
implementing best practicable control 
technology cturently available (BPTJ to 
cover the then existing facilities in 
Region VI operating In the Gulf of 
Mexico including: 

1. Federal waters, (west of 87* 40' 
west lon^tude) 

2. Territorial seas of the State of 
Texas, and 

3. Territorial seas of the State of 
louisiana. 


Permits were re-issued by 
Rf^gion VI through public notice in the 
Federal Register on September 15.1983. 
and continued past their expiration date 
of |une 30,1984. by the Administrative 
Procedure Act for current lease 


operators that notified of their intent to 
be covered prior to June 30.1984. 

Certain areas of biological concern were 
excluded from those general permits. 

The Regions are now proposing to issue 
one gene/al permit that will also cover 
the areas excluded from the BPT general 
permit and expand the area of coverage 
for Federal waters to include all Federal 
waters (as defined in the Clean Water 
Act) in the Gulf of Mexico. This general 
permit for Federal waters has been 
wrillen jomlly by EPA Regions IV and 
VI the permit area is within the 

lunsdiction of both Regions. Lease 
operators making notifications and 
^^eporting under Ihc permit will send 
correspondence to cither Region IV or 
Rrgion VI. based on the location of the 
cderal or State lease. A demarcation 
bne between Regions IV and VI has 
wn ofttablished at the western 
^undary of Outer Continental Shelf 
lease areas identified as: Mobile. Viosca 
Knoll (north part). Destin Dome. Desoto 
Canyon. NC18-2 and NGltW. 

^«ed on notifications made by 
existing lease operators under the 


current general permits there are 1480 
lease blocks with facilities discharging 
in Federal waters. Region VI has issued 
11 individual permits for discharges 
adjacent to areas of biological concern 
in the Gulf and Region IV has issued 22 
individual permits for Gulf oil and gas 
discharges. All 1493 lease blocks will be 
covered by this general permit along 
with any new lease blocks purchased 
after |uly 1.1984 until the expiration 
date of this permit. 

This draft permit applies to **n6w 
dischargers'* and "existing sources" for 
all facilities in the Offshore Subcategory 
of the Oil and Gas Extraction Point 
Source Category located within and 
discharging into Federal waters in the 
Gulf of Mexico. It does not apply to 
facilities located in the territorial seas 
located within 3 miles of the territorial 
seas baseline along the coast of any 
State. Separate permits for operations in 
the state waters of Texas and Louisiana 
will be issued by EPA shortly. 
Operations within the Alabama and 
Mississippi State waters will be 
permitted by these states. The Regional 
Administrators have determined that the 
permit conditions and effluent 
limitations in the draft permit contain 
sufficient pollution controls to allow one 
general permit to cover all Federal 
waters of the Gulf of Mexico. 

The states of Texas and Florida own 
mineral rights to a distance of three 
marine leagues (approximately 10 
statute miles) seaward of the baseline 
from which the territorial seas are 
measured. The Gean Water AcL 
however, authorized states to issue 
NPDES permits only within the three 
mile wide territorial seas, therefore this 
permit's boundary off Texas and Florida 
is the outer boundary of the territorial 
seas, not the boundary for federal oil 
and gas leases as defined by the 
Minerals Management Service. 

This draft permit does not apply to 
"new sources" because under the 
NPDES regulations new sources are 
defined by the publication of new source 
performance standards (NSPS) under 
section 306 of the Gean Water Act and 
40 CFR 122.2 and 12Z29 (as amended 
September 28,1984.49 FR 37998). The 
Agency has not yet established NSPS 
for the oil and gas industry. When NSPS 
are established, either a separate 
general permit will be issued 
implementing those NSPS standards or 
this permit will be modified to 
incorporate the NSPS for "new sources". 
However, permittees are required under 
this proposed general permit to submit 
information with their notice of intent so 
that Fi*A may determine what facilities 
are new sources when necessary. 


II. Nature of Discharges From Oil and 
Gas Facilities Point Source Categories 

The Oil and Gas Extraction Point 
Source Category includes facilities 
engaged in Reid exploratiom 
developmenL and production. 
Exploration includea drilling multiple 
wells to define a hydrocarbon reserve. 
Development ia the process of drilling 
production wells and treating those 
wells to stimulate production. 

Production tncludi» extraction of the 
hydrocarbon along with further 
stimulation or enhanced recovery. 
Depending on the subcategory involved, 
discharges can be divided into district 
types such as: Drilling fluids, drill 
cuttings, produced water, produced 
sands, deck drainage, sanitary wastes, 
domestic wastes, cooling water, 
discharges from desalinization units, 
blowout preventer fluid, fire control 
system test water, and uncontaminated 
ballast and bilge water. The proposed 
permit will authorize discharge from 
exploration, development, and 
production facilities. 

A. DriHing Fluids 

Drilling fluid is defined as any fluid 
sent down the hole, including drilling 
muds, gelling compounds, weighting 
agents, and any specialty products, from 
the time a well is begun until final 
cessation of drilling in that hole. 
Generally, two basic types of muds 
(water-based or oil-based) are used in 
drilling. Water-based muds usually are 
mixtures of fresh water or sea water 
with clays. Oil-based muds (invert 
emulsion muds or oil emulsion muds) 
are mixtures of diesel or mineral oil and 
clays with water or brine emulsified in 
the oiL Drilling fluids are used in both 
exploration and development drilling to 
maintain hydrostatic pressure control in 
the w'ell, lubricate the drilling bit. and 
remove drill cuttings from the well. Oil- 
based muds are used for special drilling 
requirements such as tightly 
consolidated subsurface formations, 
water sensitive clays, and shales. 
Specific needs of a drilling program may 
also require additives to the drilling 
fluids. 

B, Drill Cuttings 

Drill cuttings are mineral particles 
generated by drilling Into subsurface 
geologic formations. Drill cuttings are 
carried to the surface of the well with 
the circulation of the drilling fluids and 
separated from the fluids by solids 
separation equipment (screens and 
shakers) on the platform. 
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C. Produced Water pTormation Water** 
or **Brine**) 

Produced water includes water and 
suspended particular matter brought to 
the surface in conjunction with the 
recovery of oil and gas from 
underground geologic formations. 
Produced waters are generated 
primarily during the production phase of 
oil and gas operations with the amount 
generated dependent upon the method 
of recovery and the nature of the 
formatiorL Geologic formations contain 
different oihwater or gas-water mixtures 
which are produced at different times: 

1. In some formations, water is 
produced with the oil and gas in the 
early stages of production: 

2. In others, water is not produced 
until the formation has been 
signiricantly depleted: and 

3. In still others, water is never 
produced. 

Generally, older wells produce a 
higher percentage of water than new 
wells. 

D. Produced Sands 

Produced sands include sands and 
other solids removed from the produced 
waters. 

E. Deck Drainage 

Deck drainage Includes all waste 
resulting from platform washings, deck 
washings, tank cleaning operations, and 
runoff from curbs, gutters, and drains 
including drip pans and work area 
drains. 

F. Sanitary Wastes 

Sanitary wastes include human body 
waste discharges from toilets and 
urinals. 

C. Domestic Wastes 

Domestic wastes include materials 
discharged from sinks, showers, 
laundries, and galleys. The galley 
discharge is waste food which is 
discharged after maceration. 

//. Cooling Water 

Cooling water means once-through, 
noncontact cooling water. 

/. Desalinization Unit Discharge 

Desalinization unit discharge means 
any wastewater associated with the 
process of creating fresh water from sea 
water, 

/ Blowout Preventer Fluid 

Blowout preventer fluid is used to 
actuate the hydraulic equipment 
installed at or near the mud line as 
required by the Minerals Management 
Ser\'ice. The Huid is a mixture of 1 to 2% 
biodegradable oil in potable water, and 


usually includes ethylene glycol. During 
periodic testing of the blowout 
preventer, this fluid is released without 
treatment. 

K. Fire Control System Test Water 

This discharge is sea water released 
during the training and testing of 
personnel in fire protection. T^is water 
is discharged overboard without 
treatment. 

L Uncontaminated Ballast Water 

Seawater is introduced into or 
removed from ballast water to maintain 
the proper ballast floater level and ship 
draft during drilling operations. No 
chemicals are introduced and 
uncontaminated ballast water is 
discharged without treatment. 

M. Uncontaminated Bilge Water 

Seawater that seeps into the bilge of a 
vessel is discharged if it is 
uncontaminated. 

III. Statutory Basis for Permit Conditions 

Sections 301(b). 304. 308,401, 402, and 
403 of the Clean Water Act provide the 
basis for the permit conditions 
contained in the draft permit. The 
general requirements of these sections 
fall into three categories, which are 
described below. A discussion of the 
basis for specific permit conditions 
follows in Part IV. 

A. Technology-Based Effluent 
Limitations 

1. BPT Effluent Limitations 

The Clean Water Act requires 
particular classes of industrial 
dischargers to meet effluent limitations 
established by EPA. EPA promulgated 
effluent limitations guidelines requiring 
Best Practicable Control Technology 
Currently Available (BPT) for the 
Offshore Subcategory of the Oil and Gas 
Extr action Point ^urce Category (40 
CFR Part 435. Subpart A) on April 13. 
1979 (44 FR 22069). 

BPT effluent limitations guidelines 
required **no discharge of free oil** for 
discharges of deck drainage, drilling 
muds, drill cuttings, and well treatment 
fluids. This limitation required that a 
discharge shall not cause a film or sheen 
upon or discoloration on the surface of 
the water or adjoining shorelines or 
cause a sludge or emulsion to be 
deposited beneath the surface of the 
water or upon adjoining shorelines (40 
CFR 435.11(d)). The BPT effluent 
limitations guideline for sanitary waste 
required that the concentration of 
chlorine be maintained as close to 1 mg/ 
1 as possible in discharges from 
facilities housing ten or more persons. 
For facilities continuously manned by 


nine or fewer persons or only 
intermittently manned by any number of 
persons, the BPT effluent limitations 
guideline required no discharge of 
floating solids. BPT limitations on oil 
and grease in produced water allowed a 
daily maximum of 72 mg/l and a 
monthly average of 48 mg/l. BPT 
effluent limitations were incorporated 
into previous general permits issued for 
oil and gas facilities for the Gulf of 
Mexico (48 FR 41494. September 5.1983). 

2. BAT and BCT Effluent Limitations 

All permits issued after July 1.1984. 
are required by section 301(b)(2) of the 
Act to contain effluent limitations for all 
categories and classes of point sources 
which: (1) Control toxic pollutants (40 
CFR 401.15) through the use of Best 
Available technology Economically 
Achievable (BAT), and (2) represent 
Best Conventional Pollutant Control 
Technology (BCT). BCT effluent 
limitations apply to conventional 
pollutants (pH. ^D. oil and grease, 
suspended solids, and fecal coUform). In 
no case may BCT or BAT be less 
stringent than BPT. Permits In effect 
after July 1.1987, must impose effluent 
limitations which control 
noncoventional pollutants by means of 
BAT. 

BAT and BCT effluent limitations 
guidelines and New Source Performance 
Standards (NSPS) are currently under 
development and will be proposed in the 
near future for the Offshore 
Subcategory. In the absence of effluent 
limitations guidelines for the Offshore 
Subcategory, permit conditions must be 
established using Best Professional 
Judgment (BPJ) procedures (40 CFR 
122.43,122.44. and 125.3). This proposed 
permit incorporates BAT and BCT 
effluent limitations based on the 
Agency’s Best Professional Judgment. 

As required by section 304(b)(2](6) of 
the Act, in developing the BPJ/BAT 
permit conditions, the Agency 
considered: The age of equipment and 
facilities involved, the process 
employed, the engineering aspects of the 
application of various types of control 
techniques, process changes, the cost of 
achieving such effluent reduction, non¬ 
water quality environmental impact 
(including energy requirements), and 
such other factors os the Director 
deemed appropriate. 

The type of equipment and processes 
employed in production and drilling 
operations are well known to the 
Agency. Region 6 has issued general and 
individual permits for such operations. 
The records for this permit and those 
earlier permits discuss the types of 
equipment, facilities and processes 
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employed in drilling and production 
operations. Concerning the factor of 
engineering aspects of the application of 
various types of control techniques, the 
only permit Itmitatioo based un 
installation of control equipment is the 
limitation on the oil content of produced 
water. All other new proposed permit 
limitations can be achieved through 
product substitution, (he technology 
basis for the limitations in this permit. 
Any costs of achieving (he effluent 
limitations and any non>water quality 
tnvironmental impacts were also 
evaluated and a discussion of such 
evaluations is presented below with 
respect to any limitation where 
ipplicable. 

As required by section 304(b)(4)(B) of 
the Act, the Agency considei^ the 
same factors in determining BP|/BCT 
permit conditions, but with one 
exception. Rather than considering •‘the 
cost of dchic\1iig such effluent 
reduction.** any BCT determination 
includes **con8idcration of the 
reasonableness of the relationship 
between the costs of attaining a 
reduction in effluents and the effluent 
reduction benefits derived, and the 
comparison of the cost and level of 
reduction of such pollutants from 
publicly owned treatment works to the 
cost and level of redyction of such 
pollutanis from a class or category of 
industrial sources.'* BCT effluent 
limitations cannot be less stringent than 
BFF; therefore, if (he candidate 
industrial technology fails the BCT “cost 
irst'*. BCT effluent limitations are set 
equal to BPT. 

The Agency's evaluation of the BAT 
isctors, as discussed above, is also 
■PplicaWe to BCT, as well as to the 
Agency's best professional judgment 
ueterminatsona of BPT in instances 
'vhere there is no BPT effluent limitation 
guideline for a particular waste stream, 
^h respect to the BCT •'cost test.** all 
“CT limitations are equal to the BPT 
affluent limitations guidelines or to the 

^ions best professional judgment 
determinations of BPT. Therefore, no 
incremental cost would be incurred. 


Ocean Discharge Criteria 

Se^on -103 of the Act requires that t 
wtliES permit for a discharge into 
marine waters located seaward of the 
jnner boundary' of the territorial seas I 
waned in accordance with guidelines f 
<3clcrralning the degradation of the 
^Jrinc environment. These guidelines, 
rl. to as (he Ocean Discharge 
Criteria (40 CTTt Part 125. Subpart M). 
•ud section 403 are intended to “preve 
nreasonable degradaUon of the marir 
authorize impositf 
« ernuent limitations, including a 


prohibition of discharge, if necessary, to 
ensure this goal** (4S FR 65942. October 
3. 1990). 

If FPA determines that the discharge 
will cause unreasonable degradation, an 
NPDES permit will not be issued. If a 
determination of unreasonable 
degradation cannot be made because of 
a lack of sufficient information. EPA 
must then determine whether a 
discharge will cause irreparable harm to 
the murine environment and whether 
there are reasonable alternatives to on* 
site disposal. To assess the probability 
of irreparable harm. EPA is required to 
make a determination that the 
discharger, operating under appropriate 
permit conditions, wilt not cause 
permanent and significant harm to the 
environement during a monitoring 
period in which additional information 
is gathered. If data gathered through 
monitoring indicate (hat continued 
discharge may cause unreasonable 
degradation, the discharge must be 
halted or additional permit limitations 
established. 

The determination of unreasonable 
degradation must be based on the 
fallowing factors: Quantities, 
composition, and potential for 
biouccumulation or persistence of the 
pollutants discharged; potential 
transport of such pollutants: the 
composition and vulnerability of 
biological communities exposed to such 
pollutants: the importance of the 
receiving water area to the surrounding 
biological community: the existence of 
special aquatic sites: potential Impacts 
on human health: Impacts on 
recreational and commercial fishing: 
applicable requirements of appruv^ 
Coastal Zone Management Plans: 
marine water quality criteria developed 
pursuant to section 301(a)(1) of the Act: 
and other relevant factors. A final 
Ocean Discharge Criteria Evaluation 
(ODCE) has been completed for those 
discharges in the area covered by this 
permit. The following is a summary of 
the ODCE. 

The effects of drilling muds, cuttings, 
and produced waters when discharged 
in compliance with the proposed 
limitations arc measured in terms of 
meters to hundreds of meters for 
chemical effects on benthic sediments or 
biological effects on bentic communities; 
and in terms of hundreds to a few 
thousands of meters for effects of 
suspended solid loads. The effect on 
biological populations in the water 
column is virtually negligible. All of 
these effects, singly, are local and 
ephemeral. 

The major lo(\g>(6nn effects are 
expressed as effects of the industry's 


coastal socioeconomic development, 
land use changes to accommodate the 
industry, and apace/use conflicts. These 
effects are not a result of discharges and 
are not addressed in this document. 

They are presented and assessed in the 
NEI^A process requiring Environmental 
Impact Statements on major federal 
actions, in (his case the lease sales that 
are managed by the Department of 
Interior. The NEPA regulations. 

Si 1502.20 and 1506.28. encourage 
''tiering** of environmental documents if 
there is to be subsequent environmental 
analysis at future stages of the project 
when potential impacts can be assessed 
with more certainty. This Is generally 
the case with OCS oil and gas activities, 
which are subject to post-lease NEPA 
reviews at times when site-specific 
impacts cun be identified. The 
Department of Interior, Minerals 
Management Service has an ongoing 
environmental studies program that 
funds pertient studies where information 
is needed to better assess potential 
impacts. DOI and EPA are currently 
working under a Memorandum of 
Understanding (MOU) which formalizes 
procedures for coordination in 
determining these data requirements 
and the type of information needed to 
address future Clean Water Act 403(c) 
Ocean Discharge Criteria assessments. 

The Regional Administrators have 
concluded that, oil and gas fadhties 
operating under the effluent limitations 
and conditions in this general permit 
will not cause unreasonable degradation 
of the marine environment pursuant to 
the Ocean Discharge Criteria guideline.s. 

C. Section 308 of the Clean Water Act 

Under section 306 of the Act and 40 
CFR 122.44(i) the Administrator must 
require a discharger to conduct 
monitoring to determine compliance 
with effluent limitations and to assist in 
the development of effluent limitations. 
EPA has proposed several monitoring 
requirements for the effluent limitations 
proposed in this permit, as listed in the 
(able below. 

rv. Spedfic Permit CoadltUms 

A. Approach 

The determination of appropriate 
conditions for each discharge was 
accomplished through: 

(1) Consideration of technology-based 
effiuent limitations to control 
conventional pollutants under BCT; 

(2) Considerution of technology-based 
effluent limitations to control toxic and 
nonconventional pollutants under BAT: 
and 
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(3) Evaluation of the Ocean Discharge 
Criteria assuming conditions in parts (1) 
and (2) were in place. 

Discussions of the specific effluent 
limitations and monitoring requirements 
derived from (1) through (3) appear 
below in Parts D. through D., 
respectively. For convenience, these 
conditions and the regulatory basis for 
each are cross-referenced by discharge 
in the following table: 


Oacfiar^A and parmd contSbon 

StaMory bM 

Orftng fnudt 


Auinonr«tf mudt onfy 

BAT 

No oMMMd mudi_ 

BAT 4 BCT 

NodOMi _ - 

IBAT. 

S«c«on4(XXa 

1 BAT 4 BCT 

OiocNofiia ntt ivniiabona 

NofTMOi 

To«iOily bffltUilion. 

! BAT. 

Monitor ¥0Mnt daefttrgad 

j Soc»on304 

Mmomotv oi iddtd fcibnancot 

I SdCMSOS 

OnN cuAnga 

1 

No (tm o< - 

BAT 4 BCT 

No (Hchorgt If oi boaod muds uoad 

; BAT 4 BCT 

Monitor volim dAcNargod 

! Socion 304. 

Dock drotntgo 

\ 

No troo oi __...._ 

Momlor dnehorya rota 

, BAT 4 BCT 
S«Aon300 

Producod wator 

i 

Oi 4 grooM Imito: 44 mg/l monthly 

BCT 

avg. 72 mg/f dMy mv. 

1 

Monitor volumo Aotfwgod 

' SoctonSOB 

Somtory wiaataa 

No noting toldt 

BCT 

Dionnt 1.0 mg/i <ficilni. 

WHh mom than 10 poopM) 

BCT 

Mooior (Sochorga rMo.... . 

; Stcfion 304 

OomoMic 

No Hoatmg toidt - 

BCT 

Mondor dochorga rota . 

Socnon 304 

Miocoimaoua doohorgM 


NolTMOi ^ - 

BAT 4 BCT 

Moniordocfmrgamla . 

SodionSOB 

Immntory ol oddod lubatanct . 


Wtf bMitmant and Mat nuda 


Oi 4 griMna iimii 44 mg/l moniNy 

BCT 

•<rg. 72 mg/l dtiy max. 


Mondor voiiimt dochorgod 

Sacnon304 

A« dtMrhtrgM: 


No httogml«d dhonolt 

BAT 

No noiirig 00404 

BCT 


B. BCT Requirements 

1. Oil and Grease in Produced Water 

Under BPT, oil and grease in 
discharges of produced water were 
limited to a 48 mg/1 monthly average 
and a 72 mg/I daily maximum based on 
oil/water separation technologies. This 
limitation is equal to BCT because the 
Regions do not have technology 
periormance data available at this time 
on which to base a more stringent 
limitation. As this limitation is equal to 
the BPT level of control, there is no 
incremental cost involved. The 
discharge of oil is also controlled under 
BAT limits as discussed below. 

2. Free Oil 

No discharge of free oil is permitted 
from discharges authorized by this 
permit. The Regions hove determined 
that the DPT effluent limitations 
guideline of no discharge of free oil from 
the discharge of deck drainage, drilling 
muds, drill cuttings, and well treatment 


fluids should apply to other discharges, 
including uncontaminated bilge water, 
uncontaminated ballast water, 
desalination unit wastes, non-contact 
cooling water, blowout preventer fluid, 
and fire control system test water. Thus, 
the no free oil limitation is the Regions 
best professional judgment 
determination of BPT controls for these 
discharges. No technology performance 
data available to the Regions indicate 
that a more stringent standard is 
appropriate at this time. For this permit, 
therefore, the Regions have proposed 
BCT effluent limitations equal to the 
DPT level of control and. as such, these 
proposed limitations impose no 
incremental costs. 

The BCT effluent limitation on free oil 
for drilling muds is equal to the BPT 
limitation. The discharge of oil-based 
drilling muds (with oil as the continuous 
phase and water as the dispersed phase) 
is therefore prohibited since oil-based 
muds would violate the BCT effluent 
limitation of no discharge of free oil. 
Likewise, the prohibition on discharge of 
drill cuttings associated with oil-based 
drilling mud is based on the data which 
demonstrates that approximately nine 
percent by weight oil is retained on 
cuttings after washing. The Regions 
have determined that this concentration 
of oil on cuttings will result in a 
violation of the BCT effluent limitations 
of no discharge of free oil. The 
monitoring requirement for determining 
compliance with the effluent limitation 
on free oil is a visual observation of the 
receiving water. Regions IV and VI are 
proposing the use of the visible sheen 
test in the draft permit. Uow»ever, the 
Regions do recognize that EPA Region X 
has proposed and is using the static 
(laboratory] sheen test for certain 
discharges. EPA Headquarters is also 
studying the reproducibility of 
modifications to the static sheen test 
with the possibility of modifying the test 
as it has been use in the past by 
reducing the volume of mud required to 
be tested. When this study is completed 
and the results are evaluated, the static 
sheen test may be required for facilities 
covered by this permit. Regions IV and 
VI request comment on which test is 
appropriate for discharges of drilling 
muds and cuttings, the possible cost 
consequences of using the static sheen 
test, and any other pertinent comments 
or relevant information. 

3. Flouting Solids 

The BCr prohibition on floating solids 
is equal to the BPT level of control for 
sanitary wastes. As with the free oil 
limitations for other waste streams, the 
Regions have determined that the BPT 
effluent limitations guideline of no 


discharge of floating solids from the 
discharge of sanitary wastes should 
apply to all other discharges as well, 
llms. the no floating solids limitation is 
the Regions' best professional judgment 
determination of DPT limitations for 
these discharges. No technology 
performance data available to Regions 
IV and VI indicate that a more stringent 
standard is appropriate at this time. 
Therefore, the Regions have determined 
that the BCT effluent limitation on 
floating solids from these discharges is 
equal to the BPT level of control. As 
such, the extension of this limitation to 
all discharges will involve no 
incremental cost. 

4. Chlorine 

’l*he requirement of maintaining 
residual chlorine levels as close as 
possible to. but no less than 1 mg/l in 
sanitary waste discharges for facilities 
manned by 10 or more people is a BCI 
determination equal to BPT. There is 
therefore no incremental cost to the 
industry. 

C, BA T Requirements 
1. Diesel Oil 

The discharge of muds which have 
been contaminated by diesel oil (i.e.. 
those drilling muds which have 
contained diesel) or drill cuttings 
associated with these muds is 
prohibited. Diesel, which is sometimes 
added to a water-based mud system, is 
a complex mixture of petroleum 
hydrocarbons, known to be highly toxic 
to marine organisms and to contain 
numerous toxic and nonconventional 
pollutants. While this limitation thereby 
controls the toxic as well as 
nonconventional pollutants present in 
diesel, the Agency's primaiy- concern is 
to control the toxic pollutants. The 
pollutant •"diesel oil" is being used as an 
“indicator" of the toxic pollutants listed 
below present in diesel oil which are 
controlled through compliance with the 
effluent limitation (i.e.. no discharge). 
The technology basis for this limitation 
is product substitution of less toxic 
mineral oil for diesel oil. 

The Agency selected "diesel" as an 
"indicator" as an alternative to 
establishing limitations on each of the 
specific toxic and nonconventional 
pollutants present in the dieseb 
contaminated waste streams. The listed 
toxic pollutants found in various diesel 
oils include naphthalene, benzene, 
ethylbenzene, phenanthrene. toluene, 
fluurene, and phenol. Diesel oil may 
contain from 20 to 60 percent by volume 
aromatic hydrocarbons. The light 
aromatic hydrocarbons, such as 
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benzenes, nappthulenes. and 
phenanthrenes, constitute the most toxic 
major components of petroleum 
products. Mineral oils, with their lower 
aromatic hydrocarbon content and 
lower toxicity, contain lower 
concentrations of toxic pollutants than 
do diesel oils. Diesel oil also contains a 
number of nonconventional pollutants, 
including polynuclear aromatic 
hydrocarbons such as 
meihylnaphthalene. 
dimethylnaphthalene. 
methylphenanlhrene. and other 
alkylated forms of each of the listed 
toxic pollutants. 

The Regions have determined that 
eliminating the discharge of drilling 
fluids contaminated with diesel oil will 
reduce the levels of toxic pollutants 
present in discharged fluids. Studies 
show that when the amount of diesel is 
reduced in drilling muds, the 
concentrations of toxic pollutants and 
overall toxicity of the fluid generally is 
reduced. Available data dearly 
establish that diesel oils as a class 
contain significantly higher levels of 
loxic pollutants than do mineral oils as 
a class. It is reasonable and appropriate 
to conclude that BAT-level control of 
toxic pollutants (i.e., reduction in 
concentrations through substitution of 
mineral oil for diesel oil) will be 
achieved by regulating diesel oil as an 
tadicator pollutant. Regions IV and VI 
believe that the limitations achieved by 
product substitution represent the 
technically feasible and economically 
achievable BAT level of control for the 
various loxic pollutanU to be controlled. 
Establishing limitations of these 
pollutant parameters as indicator 
pollutants avoids the costly and 
technically complex requirement of 
complying with specific limitations on 
ea^ of the toxic pollutants. Monitoring 
and analyzing all waste streams to 
c^firm compliance with specific 
emuen! limitations for each of the toxic 
pollutants is not considered by the 
Elions to be economically justiBed at 
mis lime. Low toxicity mineral oils are 
available as product substitutes for 
uicsel oil and do not impose 
jmrcasonablo additional costa on 
Industry. 

In this permit proposal the Agency 
wied primarily on the lower effecUve 
^«t of mineral oil over diesel oil as a 
Mils for this determination. The Draft 
Monitoring Program prepared 
j>y LPA and the American Petroleum 
institute gives data for comparative 

oil pill for Gulf of Mexico operator, 
jpage 5 Draft Diesel Pill Monitoring 
rngram). For example, a mineral oil pill 


costs Gulf operators $19,200 for 
components, storage, and disposal, 
whereas a diesel pill would cost $28,500 
if the operator takes part in the diesel 
pill monitoring program, and $118. 300 if 
the operator does not take part in the 
program. Therefore, operators would 
actually have a savings of several 
thousand dollars by using mineral oil in 
the Gulf rather than diesel oil for pill 
formulations for stuck drilling pipe. 

2. Free Oil and Oil-Based Muds and 
Associated Cuttings 

The free oil limitation is a BPT 
effluent limitations guideline for the 
major waste streams, and. as discussed 
above, the Regions have made a BP) 
determination that it is an appropriate 
BPT effluent limitation for other minor 
waste streams. Therefore, no 
incremental costs are incurred by 
establishing the no free oil limitation as 
a BAT effluent limitation in this permit. 

In addition, no oil-based muds may be 
discharged. The prohibition on the 
discharge of free oil for BPT effectively 
prohibited the discharge of oil-based 
drilling fluids. The limitation is also 
Included under BAT to explicitly control 
the discharge of toxic and 
nonconventional pollutant components 
of the oils in oil-based muds and oil- 
contaminated cuttings. 

3. Toxicity Effluent Limitation 

Treatment to remove toxic pollutants 
from drilling fluids is not feasible 
because the only demonstrated 
treatment is desimed to control the 
solids in drilling fluids by removing drill 
cuttings and other solids from the 
drilling fluid. In order to control toxic 
pollutants and nonconventional 
pollutants it is the best professional 
judgment that the type and 
concentration of these pollutants can 
most efficiently be controlled by 
establishing a toxicity limitation on the 
discharge of drilling fluids. The 
proposed permit will control the toxicity 
of discharged drilling fluids through two 
provisions. First only drilling muds 
listed In Table 1 of the draft permit can 
be discharged (i.e.. the discharge is 
restricted to an approved drilling fluids 
list (generic drilling fluids) which 
specifies concentration limits for the 
major components). This list includes 
the major water based drilling fluids for 
which EPA has extensive toxicity data. 

Second, to control the toxicity of 
additives used in generic muds, the 
permit limits the total LC50 toxicity of 
any mud plus all the additives to that 
mud. A toxicity effluent limitation is 
proposed which establishes a maximum 
96 hr LC50 value of 7,400 ppm (for 
Mys/dopsia bahta) on the suspended 


particulate phase, which discharged 
drilling fluids cannot exceed. 

In the Gulf of Mexico, individual 
permits have allowed the addition of 
drilling additives provided the permittee 
demonstrates that the additive does not 
increase the toxicity of the most toxic of 
the approved drilling fluid. This 
procedure requires the review of toxicity 
data by the permit writer and it 
unmanageable for the number of 
facilities covered by this permit 

The limitation is a 96 hr LC50 value of 
7.400 ppm (for Mysidopaia bahia] on the 
suspended particulate phase of drilling 
fluid. This toxicity effluent limitation U 
based on the results of toxicity data for 
drilling fluids as determined by EPA. 
These data reveal that five percent 
mineral oil added to generic drilling 
fluid number eight yields a 96 hour LC50 
value of 7,400 ppm (lower 95 percent 
confldence limit) suspended particulate 
phase using Myaidopaia bahia as the 
test organism. 

Generic drilling fluid number eight is a 
common drilling fluid for the Gulf of 
Mexico and based on current data the 
five percent mineral oil is considered an 
adequate concentration to satisfy 
lubrication needs. Also, the toxicity test 
data indicate that the other generic 
drilling fluids will meet the proposed 
toxicity effluent limitation. This limit 
can be achieved through product 
substitution. 

The toxicity effluent limitation will 
allow operators to discharge drilling 
fluid additives, which have been added 
to the generic drilling fluids, but the 
limitation will assure the selection of 
less toxic additives or minimal 
concentrations of the more toxic 
additives. 

Consideration was given to requiring 
two toxicity effluent limitations; a lower 
LCSO for drilling fluids containing 
lubricants and a higher LC50 for drilling 
fluids with no lubricants. The Agency 
rejected this approach because it would 
in effect be giving an incentive, in the 
form of a more lenient toxicity 
limitation, for the discharge of 
lubricants. With only one toxicity 
limitation, which will allow lubricants to 
be discharged, there is no permit 
imposed incentive to use and discharge 
lubricants. The other single toxicity 
effluent limitation which the Regions 
considered is a 96 hour LC50 value of 
30,000 ppm for the suspended particulate 
phase for Myaidopaia bahia. Tliis LC50 
represents the most toxic of the generic 
drilling fluids (Mud No. 1) without 
additives. This would be a reasonable 
toxicity effluent limitation if an 
additives approval process were 
proposed in the permit. Since this draft 
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permit does not establish an additives 
approval process, the Regions needed to 
establish a toxicity limitation that would 
allow the use of mineral oil lubrrcant. 
Therefore, the Regions selected the 7,400 
ppm 96 hr LCSO suspended particulate 
phase %vith Mysidopsis bakia. as a 
limitation that would allow selective use 
of mineral oil but also control the 
overall toxicity of the drilling Huid. 
Comments are solicited on the 
appropriate toxicity effluent Hmit to 
control the discharge. 

4. Diesel Pill Monitoring Program 

While the permit prohibits the 
discharge of drilling muds and cuttings 
contaminated with diesel oil the permit 
also includes one exception to that 
prohibition. That exception provides 
that water-based drilling muds and 
associated cuttings may be discharged 
despite the presence of some residual 
diesol oil if the diesel oil was used as 
part of a diesel '‘pill** or ‘‘spotting fluid" 
to free stuck pipe aad the operator 
participates and campUes with EPA/API 
Diesel Pill Monitoring Program. A copy 
of the draft Program (dated January 
1985) has been made a part of the 
Administrative Record for the draft 
permit 

The Diesel Pill Monitoring Program 
(“DPMP'T has been developed by EPA’s 
industrial Technology Division 
cooperatively with the American 
Petroleum Institute to assist in 
evaluating the effectiveness of recovery 
of diesel oil from drilling mods when a 
diesel pill is useck Industry has 
requested that the discharge of diesel oil 
should be allowed when the diesel oil is 
the residual oil left in the cmid following 
use of a diesel pill and stringent pill 
recovery techniques. The Agency 
currently has miniinal informatian on 
the effectiveness of pili recovery. This 
fact coupled with the increasing 
avaiiabiUty of mineral oil pills has 
resulted in a prohibition of the discharge 
of any muds contaminated with diesel 
oil. including residual diesel oil from a 
pill. However, the Agency has 
determined that an opportimily should 
be made available to demonstrate 
whether a diesel pill can be effectively 
removed from a mod sy stem after use. 
The Gulf of Mexico was selected for this 
study because of the large number and 
diversity of drilling operations. The 
Agency expects tl^t a large number of 
operations will choose to use a 
substitute to a diesel oil pill and 
therefore not participate in the DPMP. 
For those operators that choose to use a 
diesel oil pill, the DPMP establishes 
stringent conditions for pill recovery, 
bioaasay testing and monitoring to 


generate data on the effectiveness of pill 
recovery. 

The DPMP requires that an operator 
who uses a diesel pill and intexids to 
discharge the drilling muds, recover the 
diesel ptU plus at least 50 barrels of drill 
muds ^m either side of the pill. These 
drillings muds and recovered pills may 
noi be disdiarged; they must be 
Iran^orted to shore for disposal or 
reuse. The DPMP also requires the 
operator to purchase a sp^ial sampling 
kit and take samples of his drilling mud 
system prior to use and after recovery of 
the diesel pill, as well as samples of the 
pill formulation and diesel oil used the 
in pilL These samples must be sent to 
the laboratory specified in the DPMP for 
analysis including bioassay testing of 
the mud samples. 

The DPMP will last one year from the 
issuance of this permit. EPA will 
evaluate the data from the DPMP to 
determine the effectiveness of pill 
recovery. Based on the conclusions of 
the DPKff’, a permit modification will be 
proposed following the procedures of 40 
CFR 124.5 to inclum a final provision 
regarding whether discharge of drill 
muds and cutHngs following use of a 
diesel pill will be allowed, and if so 
under what conditions. 

Any operator participating in the 
DPMP will be required to meet all 
permit limitations with the exception of 
the diesel oil prohibition (a mud system 
with residual diesel oil from the pill may 
be discharged) and the time of 
compliance with the toxicity limitation. 
Compliance with the toxicity limitation 
will be demonstrated by the sample 
taken of the imid 83 rstem prior to use of 
the diesel pill ratlm than the end-of- 
well sample. When die prior-to-piH mud 
sample is used for toxfeity compliance, 
the operator stiO must take and submit 
an end-of-well sample but it will not be 
used to determine compliance with the 
toxicity limitation. Afrer conclusion of 
the DPMP and prior to permit 
modifleatkm, any operator using a diesel 
pHl must continue to follow the DPMP 
requirements for pill removal and 
continue to comply with the toxfeity 
limitations prior to use of the pill. They 
also will be required to coniniie to 
submit an end-of-well sample but it will 
not be used to determine compliance. 

5. Other Toxic Compounds 

Under the draft permit discharge of 
the following pollatant would be 
prohibited: Halogenated phenol 
compounds. The class of halogenated 
phenol compounds includes toxic 
pollutants. The discharge of this 
compound %vas previously prohibited in 
the BPT general permits for the Western 
Gulf of Mexico (48 FR 41494, September 


15,1983], This class of compounds it 
subject to BAT limitations. Because 
operators complied with this prorision 
In the BPT permit, there is no additional 
cost to the industry. 

D, Requirements Based an the Ocean 
Discharge Criteria Evaluation 

1. No Discharge in Areas of Biological 
Concern 

The draft permit prohibits discharge in 
areas of biological concern, which are 
defined as locations identified by MMS 
as "no activity" or "live bottom". 
General permits previously issued for oil 
and gat facilities located in the Gulf of 
Mexico (48 FR 41494, September 15, 

1963) designated specific lease blocks 
which were exclu^d from coverage by 
the general permits. These excluded 
lease blocks were based on the MMS 
designated "no activity" areas, however, 
these areas were not the same because 
the "no activity" locations are defined 
by isobaths encompassing topographic 
highs (banks) and lease bloclu are 
surveyed plots defined by coordinates. 
Additional lease blocks were also 
excluded from coverage by the previous 
general permits which were not related 
to MMS "no activity" areas. These lease 
blocks were excluded from coverage 
baaed on a request from the National 
Marine Fisheries Services. This permit 
provides NPDES permit coverage for the 
formerly excluded areas because it 
controls the discharge to toxic pollutants 
to these potentially sensitive areas. 

The no discharge requirement for 
areas of biological concern Is necessary 
to ensure no unreasonable degradation 
of the environment. 

2. Drilling Fluids Discharge Rate 
Limststioa 

A controlled discharge rate for drilling 
fluids is required within 2000 meters of 
areas of biological concern to ensure no 
unreasonable degradation of the 
envirorunent The discharge rale is 
based on establishing a toxicity criterion 
at a specific boundary, assuming s 
discharge at the permitted toxidly limit 
of 7,400 ppm 96 hr. LC50 suspended 
particulate phase with Mysidopsis 
bahsa. A safety factor of 0.01 was used 
in consideration of dironic versus acute 
effects, test species sensitivity versus 
sensitivity of spedes in situ, and 
synergistic interactions. A factor of 35 
was used to represent whole drilling 
fluid toxicity since the 7,400 limit is 
based on the suspended particulate 
phase. These two factors function to 
derive the safety factor as: 
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0,01 X . ppm = 2.1 ppm 
35 


Dispersion ratios that were derived as a 
function of discharge rate and transport 
time were developed to calculate the 
discharge rate limitation as; 

DiKharge rate (bbl/hr)==^10i*‘^"'»^ 

This limitation assures that the toxicity 
criterion is met at the boundary of the 
areas of biological concern. 

A maximum drilling fluids discharge 
rate of 1,000 barrels per hour is required 
because reliable dispersion data are 
available only up to this discharge rate. 

3. Minimized Discharge of Cleaning 
Compounds 

Surfactants, dispersants and 
detergents are used to clean up spills on 
drilling facilities to maintain safe 
working conditions. The permit 
requirement to minimize the discharge 
of these compounds is necessary to 
determine no reasonable degradation. 

The Regional Administrators have 
determine that all discharges 
authorized by this permit will not cause 
unreasonable degradation of the marine 
environment. 

V, Other Legal Requirements 

A. Stole Certification 

Section 301(b)(l)(Cl of the Act 
requires that NTOES permits contain 
conditions which ensure compliance 
with applicable State water quality 
standards or limitations. Under section 
‘Rn(a)(l) of the Act EPA may not issue a 
NPDES permit until the State in which 
the discharge will originate grants or 
Waives certification to ensure 
compliance with appropriate 
requirements of the Act and State law. 
State waters are not included within the 
area of coverage by the draft permit, 
therefore State certification is not 
required. 

B. Oil Spill Requirements 

Section 311 of the Act prohibits the 
dis^arge of oil and hazardous materials 
In harmful quantities. In the 1978 
amendments to section 311, Congress 
clarified the relationship between this 
section and discharges permitted under 
•P^ion 402 of the Act. It was the intent 
01 Congress that routine discharges 
^rmilted under section 402 be excluded 
from section 311. Discharges permitted 
onder section 402 are not subject to 
»^lion 311 if they are: 

L In compliance with a permit under 
section 402 of the Act: 


2. Resulting from circumstances 
identified, reviewed and made part of 
the public record with respect to a 
permit issued or modified under section 
402 of the Act, and subject to a 
condition in such permit; or 

3. Continuous or anticipated 
intermittent discharges from a point 
source, identified in a permit or permit 
application under section 402 of this Act 
which are caused by events occurring 
within the scope of the relevant 
operating or treatment system. 

To help clarify the relationship between 
discharges permitted under section 402 
and section 311 discharges EPA has 
compiled the following list of discharges 
which it considers to ^ regulated under 
section 311 rather than under a section 
402 permit. The list is not to be 
considered all-inclusive. 

1. Discharges from a platform or 
structure on which oil or water 
treatment equipment is not mounted. 

2. Discharges from burst or ruptured 
pipelines, manifolds^ pressure vessels or 
atmospheric tanks. 

3. Discharges from uncontrolled wells. 

4. Discharges from pumps or engines. 

5. Discharges from oil gauging or 
measuring equipment, 

6. Discharges from pipeline^craper, 
launching, and receiving equipment. 

7. Spills of diesel fuel during transfer 
operations. 

8. Discharges from faulty drip pans. 

9. Discharges from well heads and 
associated valves. 

10. Discharges from gas-liquid 
separators, and 

11. Discharges from flare lines. 

C. The Endangered Species Act 

The Endangered Species Act (ESA) 
and its implementing regulations (50 
CFR Part 402) require ll^t each Federal 
Agency shall ensure that any of their 
actions, such as permit issuance, do not 
jeopardize the continued existence of 
any endangered or threatened species or 
result in the destruction or adverse 
modifications of their habitats. 

The Minerals Management Service 
(MMS) has undertaken endangered 
species reviews including full 
consultation with the Department of 
Commerce, the National Marine 
Fisheries Service (NMFS) and the 
Department of the Interior. Fish and 
Wildlife Service (FWS). with respect to 
all oil and gas leasing in the general 
permit area for this permit. Based on 
information in the Ocean Discharge 
Criteria Evaluation, which summarizes 
the consultation, and in the 
Environmental Impact Statements 
prepared by MMS for the Gulf of 
Mexico, EPA has concluded that the 


discharges authorized by this general 
permit will neither jeopardize the 
continued existence of any endangered 
or threatened species nor adversely 
affect their critical habitat. EPA is 
requesting comments from the U.S. Fish 
and Wildlife Service and the National 
Marine Fisheries Service and will 
consider their comments in making the 
final permit decision. EPA will initiate 
consultation should new information 
reveal impacts not previously 
considered, should the activities be 
modified in a manner beyond the scope 
of the original opinion, or should the 
activities affect a newly listed species. 

D. The Coastal Zone Management Act 

The Coastal Zone Management Act 
(CZMA) and its implementing 
regulations (15 CFR Part 930) require 
that any federally licensed or permitted 
activity affecting the coastal zone of a 
State with an approved Coastal Zone 
Management Program (C2^fP) be 
determined to be consistent with the 
CZMP (section 307(c)(3)(A) Subpart D). 
For facilities operating in Federal 
waters, a decision to require a 
consistency determination might 
arguably require a demonstration that 
the permitted discharge will affect the 
territorial seas or coastal waters of the 
approved State (44 FR 37142, June 25, 
19^ 15 CFR 930.50). Since there are no 
applicants identified in the general 
permit process, EPA in effect becomes 
the applicant certifying consistency and 
submitting a general permit for 
consistency review to the appropriate 
State agency. EPA is submitting a copy 
of the draft permit along with the 
consistency certification to each State 
with a CZMP. (Louisiana. .Mississippi, 
Alabama and Horida). 

Formal Slate review of EPA's 
consistency certification begins at the 
time the State agency receives a copy of 
the certification along with the 
information required in 15 CFR 930.58. 

£, The Marine Protection, Research and 
Sanctuaries Act 

iTie Marine Protection, Research and 
Sanctuaries Act (MWtSA) of 1972 
regulates the dumping of all types of 
materials into ocean waters and 
establishes a permit program for ocean 
dumping. In addition the MPRSA 
establishes the Marine Sanctuaries 
Program implemented by the National 
Oceanic and Atmospheric 
Administration (NOAA), which requires 
NOAA to designate ocean waters as 
marine sanctuaries for the purpose of 
preserving or restoring their 
conservation, recreational, ecological or 
asthetic values. 






30572 


Federal Register / Vol. 50. No. 144 / Friday. July 26. 1985 / Notices 


Section 302(0 of MPRSA requires that 
the Secretary of Commerce, after 
designation of a marine sanctuary, 
consult with other Federal agencies, and 
issue necessary regulations to control 
any activities permitted within the 
boundaries of the marine sanctuary. It 
also provides that no permit. license, or 
other authorization issued pursuant to 
any other authority shall be valid unless 
the Secretary shall certify that the 
permitted activity is consistent with the 
purpose of the marine sanctuaries 
program and/or can be carried out 
within ita promulgated regulations. 

There are presently no existing marine 
sanctuaries In the Gulf of Mexico. 

F. Economic Impact (Executive Order 
12291) 

The Office of Management and Budget 
has exempted this action from the 
review requirements of Executive Order 
12291 pursuant to section 8(b) of that 
order. 

G. The Paperwork Reduction Act 

EPA has reviewed the requirements 
imposed on regulated facilities in this 
draft general permit under the 
Paperwork Reduction Act of 1980. 44 
U.S.C 3561 et geq. The Information 
collection requirements of this permit 
have already been approved by the 
Office of Management and Budget in 
submissions made for the NPDES permit 
program under the provisions of the 
Clean Water Act. 

//. The Regulatory Flexibility Act 

After review of the facts presented In 
the notice of intent printed above. I 
hereby certify, pursuant to the 
provisions of 5 U.S.C 60S(b). that this 
genera] permit will not have a 
significant impact on a substantial 
number of small entitles. This 
certification is based on the fact that the 
regulated parties have greater than 500 
employees and are not classified as 
small businesses under the Small 
Business Administration regulations 
established at 49 FR 5024 et seq. 
(February 9.1984). These facilities are 
classified as Major Croup 13—Oil and 
Gas Extraction SIC 1311 Crude 
Petroleum and Natural Gas. 

Dated: faly 18.1965. 

France! Phillip!, 

Deputy Regional Admini$tixUor, Acthig 
Regional Administraton EPA Region VI 

Dated: |uly 16.1985. 
lack E. Ravon. 

Rpgtonol Administrator. EPA Region IV, 
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DRAFT PERMIT 

Authorization to Discharge Under the 
National Pollutant Discharge Elimination 
System 

KMlL-aMa-l Permit No. GMC280000| 

In compliance with the provisions of 
the Federal Water Pollution Control Act. 
as amended, (33 U.S.C. 1251 et. seq; the 
‘'AcF*h Operators of lease blocks in the 
Offshore Subcategory of the Oil and Gas 
F.xtraction Point Source Catc^gory, 
located in lease areas seaward of the 
outer boundary of the territorial seas off 
the States bordering the Gulf of Mexico, 
are authorized to discharge to receiving 
waters named the Gulf of Mexico in 
accordance with effluent limitations, 
monitoring requirements, and other 
conditions set forth.in Parts I U. and 111 
hereof. 

Operators of lease blocks within the 
general permit area who: |1) Fail to 
notify the Regional Administrator of 
their Intent to be covered*by this general 
permit, or (2) who have not received 
written notification from the Regional 
Administrator of their coverage by the 
general permit, are not authorized under 
this general permit to discharge from 


those facilities to the receiving waters 
named. 

This permit does not authorize 
discharges from **new' sources** as 
defined in 40 CFR 122.2, 

This permit shall become effective on 
the date of final publication. 

This permit and the authorization to 
discharge shall expire at midnight. 5 
years from effective date. 

Signed this-day of-. 1985 

Myron O. Knudson. P.E-. 

Director. Water^fanogoment Division (6W), 
Rvfiion Vi 

Signed this—day of-. 1985 

Bruce R. Barrett, 

Director, Water Management Division ( 4 ), 
Region IV. 

Part I.—Requirements For NPDES 
Permits 

Section A. Effluent Limitations and 
Monitoring Requirements 

1. During the period beginning the 
effective date and lasting through the 
date of expiration the permittee is 
authorized to discharge Drilling Fluids. 

Such discharges shall be limited and 
monitored by the permittee as specified 
below: 



(a) Generic Drilling Fluids. Only 

drilling fluids, as identified in 
Table 1 shall be discharged; however, 
additives are allowed subject to other 
umitations. 

(b) 0/7 Based Drilling Fluids 
Discharge Prohibition. The discharge of 
oil-^sed drilling fluids, and inverse 
imulsion drilling fluids are prohibited 

(c) 0/7 Contaminated Drilling Fluids 
Discharge Prohibition. The discharge of 
anlling fluids which contain waste 
^nginc oil, cooling oil, gear oil. or any 
mbneants which have been previously 

for purposes other than borehole 
‘ubneation. is prohibited. 


(d| Diesel Oil Discharge Prohibition, 
If diesel oil is added to the drilling fluid, 
the drilling fluid may not be discharged 
uless: 

1. The diesel oil is added in an 
attempt to free stuck pipe only and, 

2. The diesel pill and at least 50 
barrels of drilling fluid on either side is 
removed from the active drilling fluid 
system and not discharged to waters of 
the United States, and 

3. Samples of the drilling fluid, after 


pill removal, and additional data are 
provided to EPA in accordance with the 
requirements of the Diesel Pill 
Monitoring Program. 

Item 3. above will be effective fur one 
year from the permit effective date. 
Thereafter, items 1. and 2. apply until 
this permit is modified following the 
procedures of 40 CFR 124.5. 

If residual diesel oil is di.scharged in 
compliance with items 1, 2 and S above; 
the end of well toxicity testing will be 
required fo*r reporting purposes only as 
part of the Diesel Pill Monitoring 
Program. 

' In all cases where a diesel spot is 
used the drilling fluid toxicity shall be 
monitored prior to spotting by following 
the procedures of this section A.l. llie 
amount, brand name, and chemical 
description of any drilling fluid lubricant 
shall be reported for each well where 
spotting is required. 

(e) Drilling Fluids Additives ApprovoL 
When a drilling fluids additivies 
approval programs is developed, the 
permittee shall discharge only drilling 
fluids and additives which are approved 
or alternatively shall continue to meet 
the toxicity effluent limitation if 
additives are discharged which have not 
been approved. Under no circumstances 
shall a disapproved additive, or an 
approved additive at greater than 
approved concentration, be authorized 
for discharge by this permit. Toxicity 
compliance monitoring shall be used for 
reporting purposes only if approved 
additives, at approved concentrations, 
are discharged. 

(f) Drilling Fluids Inventory. The 
permittee shall maintain a precise 
chemical inventory of all constituents 
and their volume added downhole for 
each well. For each constituent (he 
inventory shall specify the estimatedi 
maximum concentration in the 
discharged drilling fluid and the total 
volume or mass added downhole. 
Toxicity compliance monitoring shall be 
used for reportingpurposes only if 
approved additives at approved 
concentrations are discharged. 

(g) Applicability. All discharged 
drilling fluids, including those fluids 
adhering to cuttings must meet the 
limitations of this section A.I.. except 
the discharge rale limitations do not 
apply during initial drilling t.e., before 
installation of the marine riser. 


Ttgure 1.—Oriliing Fluids Discharge Role Graph 
Drilling fluid discharges equal to or less than 2000 meters from specified araas 
shall comply with the discharge rate obtained from the graph below. 
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Discharge Rate (bbl/hr) = 10 
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(a) Cuttings From OH Based Drilling 
Fluids Discharge Prohibition The 
discharge of cuttings, produced when 
using oil based or inverse emulsion 
drilling Huids. is prohibited. 

3. During the period beginning the 
effective date and lasting through the 


Table 1—Autmopizeo Driujpmo Fluids— 
Continued 
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2. During the period beginning the 
effective date and lasting through the 
date of expiration the permittee is 
authorized to discharge Drill Cuttings. 

Such discharges shall be limited and 
monitored by the permittee as specified 
below: 


date of expiration the permittee Is 
authorized to discharge the effluents 
listed in the following table. Such 
discharges shall be limited and 
monitored by the permittee as specified 
below: 
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Seciiofi B. Other Discharge Limitations 

1. Floating Solids or Visible Foam. 
There shall be no diecharge of floating 
iolide or visible foam in other than trace 
aniounte; 

2. Halogenated Phenol Compounds* 
There shall be no discharge of 
halogenatad phenol compounds. 

3. Surfactants, Dispersants, and 
ih^tergents. The discharge of 
surfactants, dispersants, and detergents 
shall be minimized exc*ept as necessary 
to comply with the safety requirements 
of the Minerals Management Service. 

4 Rubbish, Traeh and Other Refuse. 
The discharge of any solid material not 
»n compliance with other parts of this 
P^nnit is prohibited. Incineration 
residue from paper and plastic only ia 
exempt from this prohibition. 

5. v^ reas of Biological Concern. There 
snail be no discharge in areas of 
hlological concern 


Part II.—Standard Conditions for 

NPDES Permits 

Section A. General Conditions 

1. Duty to Comply. The permittee must 
comply with all conditions of this 
permit. Any permit noncomplianoe 
constitutes a violation of the Clean 
Water Act and is grounds for 
enforcement action; or for requiring a 
permittee to apply for and obtain an 
individual NPDES permit. 

2. Penalties fbr Vioialionsof Permit 
Conditions, The Clean Water Act 
provides that any person who violates a 
permit condition implementing sections 
301. 302. m 307. m 3ta or 40S of the 
Clean Water Act is subject to a dvil 
penalty not to exceed S10.000 per day of 
such violation. Any person who willfully 
or negligently violates permit conditions 
inplementlng sections 301.302, 306.307. 
or 308 of the Clean Water Act is subject 
to a fine of notless than S2.300 nor more 
than $25,000 per day of violation, or by 
imprisonment for not more than 1 year, 
or both. 

3. Permit Actions. This permit may be 
modified, revoked and reissued, or 


terminated for cause including; but not 
limited to. the following; 

a. Violation of any terms or conditions 
of this permit: 

b. Obtaining this permit by 
misrepresentation or failure to disclose 
fully all relevant facts; or 

c. A change in any condition that 
requires either a temporary or a 
permanent reduction or elimination of 
the authorized discharge: or 

d. A determination that the permitted 
activity endangers human health or the 
environment and can only be regulated 
to acceptable levels by permit 
modification or termination. 

The fliing of s request by the permittee 
for a permit modification, revocation 
and reissuance. or termination, or a 
notification of planned changes or 
anticipated noncompliance, does not 
stay any permit condition. 

In accordance with regulations 
promulgated under section 403 (40 CFR 
125.123(d)|4)) of the Qean Water Act. 
this permit shall be modified or revoked 
arany time if; on the basis of any new 
date, the Regional Administrator 
determines that continued discharges 
may cause unreasonable degradation of 
the marine environment. 

This permit shall be modified, or a 
alternatively, revoked end reissued, to 
comply with any applicable effluent 
standard or lirnitation issued or 
approved under section 301(b)(2)(Cl. and 
(D). 304(b)(2). and 307(a)(2) of the Clean 
Water Act, if the effluent standard or 
limitation so issued or approved: 

a. Contains different conditions or is 
otherwise more stringent than any 
effluent limitation in the permit: or 

b. Controls any polhitant not limited 
in the permit. 

The permit as modified or reissued 
under this paragraph shall also contain 
any other reqpiremenls of the Act then 
applicable. 

4. To^dc Pollutants, Notwithstanding 
Section A. paragraph 3 above, if any 
toxic effluent standard or prohibition 
(including any schedule of compliance 
specified in such effluent standard or 
prohibition) is promulgated under 
section 307(a) of the Clean Water Act 
for a toxic pollutant which is present in 
the discharge and that standard or 
prohibition is more stringent than any 
limitation on the pollutant in this permit, 
this permit shall be modified or revoked 
and reissued to conform to the toxic 
effluent standard or prohibition and the 
permittee so notified. 

The permittee shall comply with 
effluent standards or prohibitions 
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established under Section 307(a) of the 
Clean Water Act for toxic pollutants 
within the time provided in the 
regulations that established those 
standards or prohibitions, even if the 
permit has not yet been modified to 
incorporate the requirement. 

5. Civil and Criminal Liability, Except 
as provided in permit conditions on 
**Bypassing** section B, paragraph 4.b. 
and **Upset8*' section B. paragraph 5.b., 
nothing in this permit shall be construed 
to relieve the permittee from civil or 
criminal penalties for noncompliance. 

6. 0/7 and Hazardous Substance 
Liability. Nothing in this permit shall be 
construed to preclude the institution of 
any legal action or relieve the permittee 
from any responsibilities, liabilities, or 
penalties to which the permittee is or 
may be subject under section 331 of the 
Clean Water Act. 

7. State Laws. Nothing in this permit 
shall be construed to preclude the 
institution of any legal action or relieve 
the permittee from any responsibilities, 
liabilities, or penalties established 
pursuant to any applicable State law or 
regulation under authority preserved by 
section 510 of the Clean Water Act 

8. Property Rights. The issuance of 
this permit does not convey any 
property rights of any sort, or any 
exclusive privileges, nor does it 
authorize any injury to private property 
or any invasion of personal rights, nor 
any infringement of Federal. State, or 
local laws or regulations. 

9. Severability. The provisions of this 
permit ore severable, and if any 
provision of this permit or the 
application of any provision of this 
permit to any circumstance is held 
invalid, the application of such provision 
to other circumstances, and the 
remainder of this permit, shall not be 
affected thereby. 

10. Definitions. The following 
definitions shall apply unless otherwise 
specified In this permit: 

a. **Daily Discharge" means the 
discharge of a pollutant measured 
during a calendar day or any 24-hour 
period that reasonably represents the 
calendar day for purposes of sampling. 
For pollutants with limitations 
expressed in terms of mass, the "daily 
discharge" is calculated as the total 
mass of the pollutant discharged over 
the sampling day. For pollutants with 
limitations expressed in other units of 
measurement, the "daily discharge" is 
calculated as the average measurement 
of the pollutant over the sampling day. 
"Daily discharge" determination of 
concentration made using a composite 
sample shall be the concentration of the 
composite sample. When grab samples 
are used, the "daily discharge" 


determination of concentration shall be 
the arithmetic average (weighted by 
flow value) of all samples collected 
during that sampling day. 

b. "Monthly Avera^" discharge 
limitation means the highest allowable 
avera^ of "daily discharges" over a 
calendar month, calculated as the sum 
of all "daily discharges" measured 
during a calendar month divided by the 
number of "daily discharges" measured 
during that month. 

c. "Daily Maximum" discharge 
limitation means the highest allowable 
"daily discharge" during the calendar 
montk 

Section B. Opera(ion.and Maintenance 
of Pollution Controls 

1. Proper Operation and Maintenance. 
The permittee shall at all times properly 
operate and maintain all facilities and 
systems of treatment and control (and 
related appurtenances) which are 
installed or used by the permittee to 
achieve compliance with the conditions 
of this permit. Proper operation and 
maintenance also includes adequate 
laboratory controls and appropriate 
quality assurance procedures. This 
provision requires the operation of 
backup or auxiliary facilltieB or similar 
systems which are installed by a 
permittee only when the operation is 
necessary to achieve compliance with 
the conditions of the permit 

2. Need to Halt or Reduce not a 
Defense. It shall not be a defense for a 
permittee in an enforcement action that 
it would have been necessary to halt or 
reduce the permitted activity in order to 
maintain compliance with the conditions 
of this permit 

3. Duty to Mitigate. The permittee 
•hall take all reasonable steps to 
minimize or prevent any discharge in 
violation of this permit which has a 
reasonable likelihood of adversely 
affecting human health or the 
environment. 

4. Bypass of Treatment Facilities, a. 
Definitions: 

(1) "Bypass" means the international 
diversion of waste streams from any 
portion of a treatment facility. 

(2) "Severe property damage" means 
substantial physical damage to property, 
damage to the treatment facilities which 
causes them to become inoperable, or 
substantial and permanent loss of 
natural resources which can reasonably 
be expected to occur in the absence of a 
bypass. Severe property damage does 
not mean economic loss caused by 
delays in production. 

b. Bypass not exceeding limitations. 
The permittee may allow any bypass to 
occur which does not cause effluent 
limitations to be exceeded, but only if it 


also is for essential maintenance to 
assure efficient operation. These 
bypasses are not subject to the 
provisions of section E paragraphs 4.c. 
and 4.d. of this section. 

c. Notice: 

(1) Anticipated bypass. If the 
permittee knows in advance of the need 
for a bypass, it shall submit prior notice, 
if possible at least ten days before the 
date of the bypass. 

(2) Unanticipated bypass. The 
permittee shall submit notice of an 
unanticipated bypass as required in 
section D. paragraph 6 (24-hour notice). 

d. Prohibition of bypass. 

(1) Bypass is prohibited, and the 
Regional Administrator may take 
enforcement action against a permittee 
for bypass, unless: 

(a) Bypass was unavoidable to 
prevent loss of life, personal injury, or 
severe property damage; 

(b) There were no feasible 
alternatives to the bypass, such as the 
use of auxiliary treatment facilities, 
retention of untreated wastes, or 
maintenance during normal periods of 
equipment downtime. This condition Is 
not sotisRed if adequate back-up 
equipment should have been installed in 
the exerdse of reasonable engineering 
judgment to prevent a bypass which 
occurred during normal periods of 
equipment downtime or preventive 
maintenance: and 

(c) The permittee submitted notices as 
required under section B, paragraph 4.c 

(2) The Regional Administrator may 
.approve an anticipated bypass, after 
considering Its adverse effects. If the 
Regional Administrator determines that 
it will meet the three conditions listed 
above In section B. paragraph 4.d.(l)- 

5. Upset Conditions, a. Definition. 
"Upset" means an exceptional incident 
in which there is unintentional and 
temporary noncompliance with 
technology-based permit effluent 
limitations because of factors beyond 
the reasonable control of the permittee. 


An upset does not include 
noncompliance to the extent caused 
operational error. Improperly designed 
treatment facilities, inadequate 
treatment facilities, lack of preventive 
maintenance, or careless or improper 
operation. 

b. Effect of an upset. An upset 
constitutes an affirmative defense to an 
action brought for noncomplian^ wiin 
such technology-based permit 
limitaUons if Ae requirements of section 
B. paragraph 5.c. are met. No 

determination made durinn 

administrative review of claims tnai 
noncompliance was caused by «P^;i 
anA twtfnrp an action for noncompuar.ee. 








Federal Register / Vol. 50. No. 144 / Friday, July 26. 1985 / Notices 


30577 


is final administrative action subject to 
judicial review. 

c. Conditions necessary for a 
demonstration of upset. A permittee 
who wishes to establish the affirmative 
defense of upset shall demonstrate, 
through properly signed, 
contemponineous operating logs, or 
other relevant evidence that: 

(1) An upset occurred and that the 
permittee can identify the causels) of 
the upset: 

(2) The permitted facility was at the 
time being properly operated: and. 

(3) The permittee submitted notice of 
the upset as required in section D. 
paragraph 6. 

(4J The permittee complied with any 
remedial measures required under 
section B. paragraph 3. 

d. Burden of proof. In any enforcement 
proceeding the permittee seeking to 
establish the occurrence of an upset has 
the burden of proof. 

ft. Removed Substances. Solids, 
sludges, filter backwash, or other 
pollutants removed in the course of 
treatment or control of wastewaters 
shall be disposed of in a manner such as 
to prevent any pollutant from such 
materials from entering navigable 
waters. 


Section C. Monitoring and Records 


1. Representative Sampling, Samples 
and measurements taken as required 
herein shall be representative of the 
volume and nature of the monitored 
discharge. 

2. Monitoring Procedures. Monitoring 
must be conducted according to test 
procedures approved under 40 CFR Part 
i^36» unless other lest procedures have 
been specified in this permit. 

3. Penalties for Tampering. The Clean 
Water Act provides that any person 
who falsifies, tampers with, or 
knowingly renders inaccurate, any 
monitorli^ device or method required to 
be maintained under this permit shall, 
u^n conviction, be punished by a fine 
of not more than $10,000 per violation, or 
oy imprisonment for not more than 6 
months per violation, or by both, 

4. Reporting of Monitoring Results. 

The operator of each lease block shall 
o« r^ponsible for submitting monitoring 
Insults for each facility within each 
lease block. 


If there is more than one facility 
(platform, drilling ship, 
BemUubmersible). the discharge shall 
following manner: 
W for the first facility; 201 for the 
second facility; 301 for the third facilil 


Monitoring results obtained durinji 
previous 12 months shall be summar 
and reported on a Discharge Monitoi 


Report (DMR) Form (EPA No. 3320-1). In 
addition, the annual average for each 
facility shall be reported and shall be 
the arithmetic average of all samples 
taken during the reporting year. The 
highest daily maximum sample taken 
during the reporting period shall be 
reported as the daily maximum 
concentration. 

If any category of waste (discharge) is 
not applicable due to the type of 
operation (e.g. drilling, production) no 
reporting is required for that particular 
outfall. Only DMR's representative of 
the activities occurring need to be 
submitted. A notification indicating the 
type of operation should be provided 
with the DMR's. 

The first report is due on the 28th day 
of the 13th month from the day this 
permit first becomes applicable to a 
permittee. Signed and certified copies of 
these and other reports required herein, 
shall be submitted to the Regional 
Administrator at the following address: 

(a) For all lease blocks west of the 
western boundary of Outer Continental 
Shelf lease areas identified as: Mobile. 
Viosca Knoll (north part), Destin Dome. 
Desoto Canyon, NG18-2 and NG16-5. 
Director, Water Management Division 

(6W). Region VL U.S, Environmental 

Protection Agency. P.O. Box 50708. 

Dallas. Texas 75250 

(b) For all lease blocks east of the line 
identified in (a) above. 

Director. Water Management Division 

(4W). Region IV, U.S. Environmental 

Protection Agency. 345 Courtland 

Street N.E.. Atlanta, Georgia 30365 

S. Additional Monitoring by the 
Permittee. If the permittee monitors any 
pollutant more frequently than required 
by this permit, using test procedures 
approved under 40 CFR Part 138 or as 
specifled in this permit, the results of 
this monitoring shall be included in the 
calculation and reporting of the data 
submitted in the DMR. Such Increased 
monitoring frequency shall also be 
indicated on the DMR. 

8, A veroging of Measurements. 
Calculations for all limitations which 
require averaging of measurements shall 
utilize an arithmetic mean unless 
otherwise specified by the Regional 
Administrator in the permit. 

7. Retention of Records. The permittee 
shall retain records of all monitoring 
information, including all calibration 
and maintenance records end all 
original strip chart recordings for 
continuous monitoring instrumentation, 
copies of all reports required by this 
permit, and records of all data used to 
complete the application for this permit, 
for a period of at least 3 years from the 
date of the sample, measurement, report. 


or application. This period may be 
extended by request of the Regional 
Administrator at any time. 

8. Record Contents. Records of 
monitoring information shall include; 

a. The date, exact place, and time of 
sampling or measurements; 

b. The individual(s) who performed 
the sampling or measurements; 

c. The datc(s) analyses were 
performed: 

d. The individual[8) who performed 
the analyses; 

e. The analytical techniques or 
methods used: and 

f. The results of such analyses. 

9. Inspection and Entry. The permittee 
shall allow the Regional Administrator 
or an authorized representative, upon 
the presentation of credentials and other 
documents as may be required by law, 
to: 

a. Enter upon the permittee's premises 
where a regulated facility or activity is 
located or conducted, or where records 
must be kept under the conditions of this 
permit: 

b. Have access to and copy, at 
reasonable times, any records that must 
be kept imder the conditions of this 
permit: 

c. Inspect at reasonable times any 
facilities, equipment (including 
monitoring and control equipment), 
practices, or operations regulated or 
required under this permit: and 

d. Sample or monitor at reasonable 
times, for the purposes of assuring 
permit compliance or as otherwise 
authorized by the Clean Water Act. any 
substances or parameters at any 
location. 

Section D. Reporting Requirements 

1. Planned Changes. The permittee 
shall give notice to the Regional 
Administrator as soon as possible of 
any planned physical alterations or 
additions to the permitted facility. 

Notice is required only when: 

a. The alteration or addition to a 
permitted facility may meet one of the 
criteria for determining whether a 
facility is a new source in 40 CFR 
122.29(b) (48 FR 14153, April 1.1983. as 
amended at 49 FR 38046. September 26, 
1984); or 

b. The alteration or addition could 
significantly change the nature or 
increase the quanity of pollutants 
discharged. This notification applies to 
pollutants which are subject neither to 
effluent limitations in the permit, nor to 
notification requirements under 40 CFR 
Part 122.42(a)(1) (48 FR 14153. April 1. 
1983, as amended at 49 FR 38046. 
September 28,1984). 
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2. Anticipated NoncompHance. The 
permittee shall give advance notice to 
the Regional Adininistrator of any 
planned changes in the permitted 
facility or activity which may result in 
noncompliance with permit 
requirements. 

3. Transfers, This permit is not 
transferable to any person except after 
notice to the Regional Administrator. 
The Regional Administrator may require 
modification or revocation and 
reissuance of the permit to change the 
name of the permittee and incorporate 
such other requirements as may be 
necessary under the Clean Water Act 

4. Monitoring Reports, Monitoring 
results shall be reported at the intervals 
and in the form specified in Section C. 
paragraph 5 (Monitoring). 

5. Compliance Schedules, Reports of 
compliance or noncompliance with, or 
any progress reports on. interim and 
final requirements contained in any 
compliance schedule of this permit shall 
be submitted no later than 14 days 
following each schedule date. Any 
reports of noncompliance shall include 
the cause of noncompliance, any 
remedial actions taken, and the 
probability of meeting the next 
scheduled requirement. 

6. Twenty-Four Hour Reporting, The 
permittee shall report any 
noncompliance which may endanger 
health or the environment Any 
information shall be provided orally 
within 24 hours horn the time the 
permittee becomes aware of the 
circumstances. A written submission 
shall also be provided within 5 days of 
the time the permittee becomes aware of 
the circumstances. The written 
submission shall contain a description 
of the noncompliance and its cause; the 
period of noncompliance, including 
exact dates and times, and if the 
noncompliance has not been corrected, 
the antidpated time it is expected to 
continue: and steps taken or planned to 
reduce, eliminate, and prevent 
reoccurrence of the noncompliance. The 
Regional Administrator may waive the 
written report on a case*by-case basis if 
the oral report has been received within 
24 hours. 

The following shall be induded as 
information which must be reported 
within 24 hours: 

a. Any unanticipated bypass which 
exceeds any effluent limitation in the 
permit. 

b. Any upset which exceeds any 
effluent limitation in the permit. 

c. Violation of a maximum daily 
discharge limitation for any of the 
pollutant.^ listed by the Regional 
Administrator in Part Ill of the permit to 
be reported within 24 hours. 


For locations identified in Part ILC.4. 
reporting to Region VL the reports 
should made to telephone number 
(214) 767-2214. Locations reporting to 
Region IV should use telephone number 
(404) 861-4062. The Regional 
Administrator may waive the written 
report on a case-by^case basis if the oral 
report has been received within 24 
hours. 

7. Other Noncompliance, The 
permittee shall report all instances of 
noncompliance not reported under 
section D. paragraphs 4. S. and 6. at the 
time monitoring reporta are submitted. 
The reports shall contain the 
information listed in section D. 
paragraph 6. 

6 Changes in Discharges of Toxic 
Substances, The permittee shall notify 
the Regional Administrator as soon as it 
knows or has reason to believe: 

a. That any activity has occurred or 
will occur which would result in the 
discharge, in a routine qr frequent basis, 
of any toxic pollutant which is not 
limited In the permit, if that discharge 
will exceed the highest of the 
"notification levels" described in 40 CFR 
122.42(a)(1) (48 FR 14153. April 1.1983, 
as amended at 49 FR 38046. Septemlxu' 
26.1984). 

b. That any activity baa occurred or 
will occur which would result in any 
discharge, on a non-routine or infrequent 
basis, of a toxic pollutant which is not 
limited in the permit, if that discharge 
will exceed the highest of the 
"notification levels" described in 40 CFR 
122.42(a)(2) (48 FR 14153. April 1.1983, 
as amended at 49 FR 38046. September 
26.1984). 

9. Duty to Provide Information, The 
permittee shall furnish to the Regional 
Administrator, within a reasonable time, 
any information which the Regional 
Administrator may request to determine 
whether cause exists for modifying, 
revoking and reissuing, or terminatltxg 
this permit, or to determine compliance 
with this permit The permittee shall 
also furnish to the Re^onal 
Administrator upon request, copies of 
records required to be kept by this 
permit. 

10. Signatory Requirements, All 
applications, reports, or information 
submitted to the Regional Administrator 
shall be signed and certified. 

a. All permit applications shall be 
signed as follows: 

(1) For a corporation: By a responsible 
corporate officer. For the purpose of this 
section, a responsible corporate officer 
means: 

(i) A president, secretary, treasurer, or 
vice-president of the corporation in 
charge of a principal business function, 
or any other person who performs 


similar policy or decision making 
functions for the corporation, or 

(ii) The manager of one or more 
manufacturing, production, or operating 
facilities employing more than 250 
persons or having gross annual sales or 
expenditures exceeding $25 million (in 
second-quarter 1980 dollars), if authority 
to sign documents has been assigned or 
delegated to the manager in accordance 
with corporate procedures. 

(2) For a partnership or sole 
proprietorship: By a general partner or 
the proprietor, respectively. 

(3) For a munidpality. State. Federal, 
or other public agency: by either a 
principal executive ofilcer or ranking 
elected official. For purposes of this 
section, a principal executive officer of a 
Federal agency includes: 

(i) The chief executive officer of the 
agency, or 

(if) A senior executive officer having 
responsibility for the overall operations 
of a principal geographic unit of the 
agency. 

b. All reports required by the permit 
and other information requested by the 
Regional Administrator sbaU be signed 
by a person described above or by a 
duly authorized representative of that 

^ person. 

A person is a duly authorized 
representative only if: 

(1) The authorization is made in 
writing by a person described above. 

(2) authorization specifies either 
an individual or a position having 
responsibility for the overall operation 
of the regulated facility or activity, such 
as the position of plant manager, 
operator of a well or a well Held, 
superintendent or position of equivalent 
responsibility, or an individual or 
position having overall responsibility for 
environmental matters for the company. 
A duly authorized representative may 
thus be either a named Individual or any 
individual occupying a named position; 
and 

(3) The written authorization is 
submitted to the Regional 
Administrator. 

c. Certification. Any person signing a 
document under this section shall make 
the following certification: 

1 certify under penalty of law that this 
document and all attachmenlt were prepared 
under the direction or eupervieion in 
accordance with a eyateni deeigned to 
that quaUfied personnel properly gather and 
evaluate the information iubmitted on 
my Inquiry of the person or persone who 
manage the system, or those persons oirtc y 
responsible for gathering the Informatjon. tftc 
information submitted is. to the best of my 
knowledge and belief, true, accurate, on 
complete. 1 am aware that there are 
significant penalties for submitting taise 
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mfomuition, including the possibility of fine 
sod imprisonment for knowing violulions. 

12. AvoUabiUty of Reports. Except for 
data determined to be confidential 
under 40 Ck'R Part 2. all reporta prepared 
in accordance with the terms of this 
permit shall be available for public 
Inspection at the office of the Regional 
Administrator. As required by the Clean 
Water Act. the name and address of any 
permit applicant or permittee, permit 
applications, permits, and effluent data 
shall not be considered confidential. 

13. Penalties for Falsification of 
Reports, The Clean Water Act provides 
that any person who knowingly makes 
any false statement, representation, or 
certification in any record or other 
document submitted or required to be 
maintained under this permit, including 
monitoring reports or reports of 
compliance of noncompliance shall, 
upon conviction, be punished by a fine 
of not more than $10,000 per violation, or 
by both. 

Section E. Notification Requirements 

1. Commencement of Operations, 
Written notification of commencement 
of operations, including the legal name 
and address of the operator, the tease 
block number assigned by the 
Department of Interior or. if none, the 
name commonly assigned to the lease 
area, and the number and type of 
facilities located within the lease block, 
tholl be submitted: 

(a) Within 45 days of the effective 
^le of this permit, by operators of lease 
blocks whose facilities are discharging 
into the general permit area on the 
effective date of the permit. 

(b) Fourteen days prior to the 
commencement of discharge by 
operators facilities commencing 
discharge subsequent to the effective 
date of this permit. 

In addition to the information required 
•hove, lease operators with leases 
located within 2000 meters of areas of 
biological concern shall identify those 
leases within the notification. 

. ^ motion of Operations, Lease 
block operators shall notify the Regional 
Administrator upon the permanent 
e^ination of discharges from their 
lacilitics wjthin the lease block. 

^bon F, Additional General Permit 
Seditions 


L When the Regional Administrai 
May Require Application for an 
Individual NPDES Permit 
The Regional Administrator may 
require any person authorized by thi 
pCTOt to apply for and obtain an 

individual NPDES permit when: 


(a) The dischargels) is a significant 
contributor of pollution; 

(b) The discharger is not in 
compliance with the conditions of this 
permit; 

(c) A change has occurred in the 
availability of the demonstrated 
technology or practices for the control or 
abatement of pollutants applicable to 
the point sources; 

(d) Effluent limitation guidelines are 
promulgated for point sources covered 
by this permit: 

(e) A Water Quality Management Plan 
containing requirements applicable to 
such point source is approved; 

or 

(f) The point source(s) covered by this 
permit no longer: 

(1) Involve the same or substantially 
similar types of operations; 

(2) Discharge the same types of 
wastes: 

(3) Require the same effluent 
limitations or operating conditions; 

(4) Require the same or similar 
monitoring: 

and 

(5) In the opinion of the Regional 
Administrator, are more appropriately 
controlled under a general permit than 
under individual NPDES permits. 

The Regional Administrator may 
require any operator authorized by this 
permit to apply for an individual NPDES 
permit only if the operator has been 
notified in writing ^at a permit 
application is required. 

2. When an Individual NPDES Permit 
may be Requested. 

(a) Any operator authorized by this 
permit may request to be excluded from 
the coverage of this general permit by 
applying for an individual permit. The 
operator shall submit an application 
together with the reasons supporting the 
request to the Regional Administrator no 
later than (90 days after the publication). 

(b) When an individual NPDES permit 
is issued to an operator otherwise 
subject to this general permit, the 
applicability of this permit to the owner 
or operator is automatically terminated 
on the effective date of the individual 
permit. 

(c) A source excluded from coverage 
under this general permit solely because 
it already has an individual permit may 
request that its individual permit be 
revoked, and that it be covered by this 
general permit. Upon revocation of the 
individual permit, this general permit 
shall apply to the source. 

Part Ill 

Section A. General Permit Area 

The area covered by this general 
permit includes the Gulf of Mexico 


located in lease areas seaward of the 
outer boundary of the territorial seas. 

Section B. Other Conditions 

1. Samples of Wastes, If requested, 
the permittee shall provide EPA with a 
sample of any waste in a manner 
specified by the Agency. 

2. Toxicity Test, The approved test 
method for permit compliance is 
identified as: 

U.S. Environmental Protection Agency 
Industrial Technology Division. May 
1985. Appendix 3-Drilling Fluids 
Toxicity Test Proposed Regulation for 
the Offshore Subcategory of the Oil and 
Gas Extraction Point Source Category. 

Section C, Definitions 

1. “Annual average** means the 
average of all discharges sampled and/ 
or measured during a calendar year in 
which daily discharges are sampled and 
measured, divided by the number of 
discharges sampled and/or measured 
during such year. 

2. **Cooling water** means once 
through non-contact cooling water. 

3. '*Deck drainage** means all waste 
resulting from platform washings, deck 
washings, and run-off from curbs, 
gutters, and drains including drip pans 
and wash areas. 

4. **Desalinization unit discharge** 
means wastewater associated with the 
process of creating fresh water from 
seawater. 

5. *'Domestic waste*' means 
discharges from galleys, sinks, showers, 
and laundries only. 

6. '^Drilling cuttings" means particles 
generated by drilling into subsurface 
geological formations. 

7. “Drilling fluids" means any fluid 
sent down the hole, including drilling 
muds and any specialty products, from 
the time a well is begun until final 
cessation of drilling in that hole. 

8. “Produced waters" means waters 
and particulate matter associated with 
oil and gas producing formations. 
Sometimes the terms **formation water" 
or “brine water** are used to describe 
produced water. 

9. *'Produced sands" means sands and 
other solids removed from the produced 
waters. 

10. **Sanitary waste" means human 
body waste dischaiged from toilets and 
urinals. 

11. The term 'Territorial seas" means 
the belt of the seas measured from the 
line of ordinary low water along that 
portion of the coast which is in direct 
contact with the open sea and the line 
marking the seaward limit of inland 
waters, and extending seaward a 
distance of three miles. 
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12. **WeU completion and treatment 
fluids** means any fluids sent down the 
drill hole to improve the flow of 
hydrocarbons into or out of geological 
formations which have been drilled. 

13. *'Uncontaminated Ballast/Bilge 
Water'* means seawater added or 
removed to maintain proper draft. 

14. **Bbw out preventer control fluid" 
means fluid used to actuate hydraulic 
equipment. 

15. *’Fire control system test water" 
means the water released during the 
training and testing of personnel in fire 
protection. 

la "Live bottom areas" means 
seagrass communities or those areas 


which contain biological assemblages 
consisting of such sessile invertebrates 
as sea fans, sea whips, hydroids. 
anemones, ascidians, sponges, 
bryozoans. or carols living upon and 
attached to naturally occurring hard or 
rocky formations with rough, broken, or 
smooth topography; or whose lithotope 
favors the accumulation of turtles. 

Ashes, and other fauna. * 

17. "No activity zones" means those 
areas identified by the Minerals 
Management Service where no 
structures, drilling rigs, or pipelines will 
be allowed. Those zones ore identifled 
as lease stipulations in; U.S. Department 
of Interior. Minerals Management 


Service. January, 1983. Final regional 
environmental impact statement. Golf of 
Mexico. Additional no activity areas 
may be identified by MMS during the 
life of this permit 

18. 'inverse emulsion drilling fluids" 
means an oil*base driUiog fluid which 
also contains a large amount of water. 

19. "Areas of biological concern" 
means locations identified by MMS as 
"no activity zones" or "live tottom 
areas". 

20. "Spotting" means the process of 
adding a lubricant (spot) down hole to 
free stuck pipe. 

|FR Doc. 85-17200 Piled 7-25-65; 8:45 ani| 
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DEPARTMENT OF LABOR 

Employment Standards 
Administration, Wage and Hour 
Division 

Minimum Wages for Federal and 
Federally Assisted Construction; 
General Wage Determination 
Decisions 

General wage determination decisions 
of the Secretary of Labor specify, in 
accordance with applicable law and on 
the basis of information available to the 
Department of Labor from its study of 
local wage conditions and from other 
sources, the basic hourly wage rates and 
fringe benetit payments which are 
determined to be prevailing for the 
described classes of laborers and 
mechanics employed on construction 
proiects of the character and In the 
localities specified therein. 

The determinations in these decisions 
of such prevailing rates and fringe 
benefits have been made by authority of 
the Secretary of Labor pursuant to the 
provisions of the Davis-Bacon Act of 
March 3.1931, as amended (46 Stat. 

1494. as amended 40 US.C. 276u) and of 
other Federal statutes referred to in 29 
CFR 5.1 (including the statutes listed at 
38 FR 306 (1970) following Secretary of 
I.abor’s Order No. 24-70) containing 
provisions for the payment of wages 
which are dependent upon 
determination by the Secretary' of Labor 
under the Davis Bucon Act; and 
pursuant to the provisions of part 1 of 
subtitle A of title 29 of Code of Federal 
Regulations. Procedure for 
Predetermination of Wage Rates. 48 FR 
19533 (1983) and of Secretary of Labor's 
Orders 9-83. 48 hK 35736 (1963), and 6- 
84, 49 FR 32473 (1984). The prevailing 
rates and fringe benefits determined in 
these decisions shall, in accordance 
with the provisions of the foregoing 
statutes, constitute the minimum wages 
payable on Federal and federally 
assisted construction profects to 
laborers and mechanics of the speciFied 
classes engaged on contract work of the 
character and in the localities described 
therein. 

Good cause is hereby found for nut 
utilizing notice and public procedure 
thereon prior to the issuance of these 
determinations as prescribed in 5 U.S.C. 
553 and nut providing for delay in the 
effective date as prescribed in that 
section, because the necessity to issue 
constniction industry wage 
determination frequently and in large 
volume causey procedures to be 
impractical and contrary to the public 
interest. 


General wage determination decisions 
are effective from their date of 
publication in the Federal Register 
without limitation as to time and are to 
be used in accordance with the 
provisions of 29 CFR Parts 1 and 5, 
Accordingly, the applicable decision 
together with any modifications issued 
subsequent to its publication date shall 
be made a part of every contract for 
performance of the described work 
within the geographic area indicated as 
required by an applicable Federal 
prevailing wage law and 29 CFR. Part 5. 
The wage rates contained therein shall 
be the minimum paid under such 
contract by contractors and 
subcontractors on the woric. 

Modifications and Supersedeas 
Decisions to General Wage 
Determination Decisions 

Modifications and supersedeas 
decisions to general wage determination 
decisions are based upon information 
obtained concerning changes in 
prevailing hourly wage rates and fringe 
benefit payments since the decisions 
were issued. 

The determinations of prevailing rates 
and fringe benefits made in the 
modifications and supersedeas 
decisions have been made by authority 
of the Secretary of Labor pursuant to the 
provisions of the Davis-Bacon Act of 
March 3.1931. as amended (46 Stat. 

1494, as amended 40 U.S.C. 276a) and of 
other Federal statutes referred to in 29 
CFR 5.1 (including the statutes listed at 
36 FR 306 (1970) following Secretary of 
Labor's Order No. 24-70) containing 
provisions for the payment of wages 
which are dependent upon 
determination by the Secretary of Labor 
under the Davis^Bacon Act: and 
pursuant to the provisions of Part 1 of 
Subtitle A of Title 29 of Code of Federal 
Regulations. Procedure for 
Predetermination of Wage Rales, 46 FR 
19533 (1963) and of Secretary of Labor's 
Orders 6-84, 49 FR 32473 (1984). The 
prevailing rates and fringe benetits 
determined in foregoing general wage 
determination decisions, as hereby 
modified, and/or superseded shall, in 
accordance with the provisions of the 
foregoing statutes, constitute the 
minimum wages payable on Federal and 
federally assisted construction projects 
to laborers and mechanics of the 
specified classes engaged in contract 
work of the character and in the 
localities described therein. 

Modifications and supersedeas 
decisions are effective from their date of 
publication in the Federal Register 
without limitation as to time and are to 
be used In accordance with the 
prov'isions of 29 CFR Parts 1 and 5. 


Any person, organization, or 
governmental agency having an interest 
in the wages determined as prevailing is 
encouraged to submit wage rate 
information for consideration by the 
Department. Further information and 
self-explanatory forms for the purpose 
of submitting this data may be obtained 
by writing to the U.S. Department of 
Labor, Employment Standards 
Administration, Wage and Hour 
Division, Office of Program Operations. 
Division of Wage Determinations, 
Washington. D.C. 20210. The cause for 
not utilizing the rulemaking procedures 
prescribed in 5 U.S.C 553 has been set 
forth in the original General 
Determination Decision. 

Modifications to General Wage 
Determinations 

The numbers of the decisions being 
modifled and their dates of publication 
in the Federal Register are listed with 
each State. 

Alabama: 

AL8S-1004_May 31.1985. 

ALaS-1005 _ Do. 

Connecticut: CTB&-3023.. June 7,1985 

District of Columbia: DC64- Apr. 8.1964 

3009. 

Indiana; INa3-2072_ Sept. 2.1983 

Montana: MT83-5101-Feb. 18.1983 

Ohio: 

01183-6123-Dec. 2. 1983 

OH63-5124 -- Do. 

01183-5125_Dec. 23.1983. 

OH8S-502e_May 24.1986. 

01185-5028... June 21.1985 

Oklahoma: OK85-I011-May 10. 1985 

Pennsylvania; PA84-3000— |an-13.1984 

Rhode Island: RI84-3043-Nov. 30 1984 

Virginia: VA82-3034-Dec 3.1962 

Supersedeas Decisions to General Wage 
Determination Decisions 

The numbers of the decisions being 
superseded and their dates of 
publication in the Federal Register ore 
listed with each State. Supersedeas 
decision numbers are in parentheses 
following the numbers of the decisions 
being superseded. 

Alabama: AIAVIOOS Fob. 22,1905. 

(AL85-1006). 

Mar>land: MD83-3010 Juno 3. 1983 

(MD85-3041). ^ 

Missouri: MO84-4054 Sept 14.1984 

(MO85-4022). 

New York: 

NY83-30I3 (NYS5-3039).,«- Aug. 19.198J* 
NY84-3005 (NY85-3040).^.. M-r 2, 1«H 

Signed at Washington. D C. this I9lh day of 
|u)y 1985. 
lamas L. Valin. 

Assistant Administrator 
MUJNO COOC 4S10-77.y 
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Friday 

July 26, 1985 


Part IV 

Nuclear Regulatory 
Commission 


10 CFR Parts 30, 31, 32, 35 and 40 
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NUCLEAR REGULATORY 
COMMISSION 


10 CFR Parts 30. 31.32.35. and 40 

Medical Use of Byproduct Material 

agency: Nuclear Regulatory 
Commission. 

action: Proposed rule. 

summary: The Nuclear Regulatory 
Commission (NRC) is proposing to 
revise its regulations to modify the 
process for licensing and regulating the 
medical use of radioactive byproduct 
material. The proposed revision would 
primarily affect hospitals, dinics. and 
individual physicians. 

By darifying and consolidating all the 
essential radiation safety requirements 
that are now contained in the 
regulations, license conditions, 
regulatory guides, and staff positions, 
the proposed regulation provides a 
single source of requirements related 
specifically to medical use of byproduct 
materials. The proposed regulation also 
provides flexibility for licensees to 
update their day-to-day radiation safety 
procedures. The revision of the 
regulations would provide a more 
efficient method for regulating the 
medical uses of byproduct material. 

DATE: Comment period expires 
November 18.1985. Comments received 
after this date will be considered if it is 
practical to do so. but assurance of 
consideration cannot be given except as 
to comments filed on or before this date. 

ADDRESSES: Submit written comments 
and suggestions to the Secretary of the 
Commission. U.S. Nuclear Regulatory 
Commission. Washington. DC 20555. 
Attention: Docketing and Service 
Branch. 

Copies of the preliminary regulatory 
analysis and the comments received 
may be examined at the Commission's 
Public Document Room at 1717 H Street 
NW., Washington. DC. Single copies of 
the preliminary regulatory analysis and 
environmental impact assessment are 
available from Norman L McElroy. 
Office of Nuclear Material Safety and 
Safeguard. U.S. Nuclear Kegiilator>* 
Commission. Washington. DC 20555. 
Telephone: (301) 427-4108. 

FOR FURTHER INFORMATION CONTACT: 

Norman L McElroy. Office of Nuclear 
Material Safety and Safeguards. U.S. 
Nuclear Regulatory Commission. 
Washington. DC 20555. Telephone: (3011 
427-4108. 


SUPPLEMENTARY INFORMATION: 
Byproduct Material In Medicine 
Lfse for Patient Care 

Radioactive materials are used in 
drugs in the field of nuclear medicine. 
Drugs labeled with radioisotopes are 
known as radlopharmaceuttcaU. In 
diagnostic nuclear medicine, patients 
receive these materials by injection, 
inhalation, or oral administration. 
Physicians use radiation detection 
equipment to visualise the distribution 
of a radioactive drug within the patient. 
Using this technulog)\ it is possible to 
locale tumors, assess organ function, or 
monitor the effectiveness of a treatment. 
In therapeutic nuclear medicine, larger 
quantities of radiophurmaceuticals are 
adminstcrerd to treat hyperactive 
thyroid conditions and certain forms of 
cancer. An estimated 15 to 20 million 
nuclear medicine procedures are 
performed in this country annually. 

Sealed radioactive sources that 
produce high radiation fields are used in 
radiation therapy to treat cancer. A 
radioactive source in a telethorapy 
machine can be adjusted to direct a 
radiation beam to the part of the 
patient's body to be treated. An 
estimated 2 million teletherapy 
treatments are performed annually by 
NRC licensees. Smaller, less radioactive 
sealed sources are designed to be 
implanted directly into a tumor area or 
applied on the surface of an area to be 
treated. This procedure is known as 
brachytherapy. NRC licensees perform 
approximately 10.000 brachytherapy 
treatments annually. 

Sealed radioactive sources can also 
be used in machines that are used for 
diagnostic purposes. The source 
provides a beam of radiation that is 
projected through the patient. A device 
on the other side of the patient detects 
the amount or spatial distribution of 
radiation that goes through the patient. 
This can provide information about 
tissues within the patient. This is a 
relatively new development in the field 
of medicine and the bJRC has no 
estimate of the number of these 
diagnostic procedures performed 
annually. 

State and Federal Regulation 

Twenty-seven states, known, as 
Agreement States, have assumed 
responsibility for regulating certain 
radioactive materials within their 
respective borders by agreement with 
the NRC. (This kind of agreement is 
authonzed by the Atomic Energy Act.) 
They issue licenses for the medical use 
of byproduct material. In non- 
Agrecment States, the NRC issues 
licenses to medical institutions (mostly 
hospitals and clinics) and to individual 


physi(:ian.H. These licenses authorizes 
certain disgnostic and therapeutic uses 
of radioactive materials. 

NRC's Regulatory Program 

Policy Regarding the Medical Use of 
BypfXKluct .Material 

In a policy statement published in 
1979 (44 m 8242). the NRC noted that it 
regulates the medical use of byproduct 
material as necessary to provide for the 
radiation safety of workers and the 
general public, regulates the radiation 
safely of patients where justified by the 
risk to patients, and minimizes its 
intrusion into medical judgments 
affecting patients, and into other areas 
traditionally considered to be the 
practice of medicine. The .NRC does 
have the authority to regulate the 
medicial use of byproduct material to 
protect the health and safety of patients, 
but also recognizes that physicians have 
the primary responsibility for the 
protection of their potients. NRC 
regulations are predicated on the 
assumption that properly trained and 
adequately informed physicians will 
make decisions in the best interest of 
their patients. 

Tliis revision retains NRC's curnml 
balance between adequate controls and 
avoidance of undue interference in 
medical judgments. Too much regtilation 
could result in poorer health care 
delivery to patients. Insufficient 
regulation could result in the 
unwarranted or unsafe use of radiuliun. 

Current Licensing Practice 

The current regulations in 10 CFR Part 
35. "Human Uses of Byproduct 
Material." provide for general and 
specific licenses for mediail use. 

The genenil license in current 5 35.31 
authorizes physicians to use small 
quantities of prepackaged, individual 
dosages of byproduct materials. 
Phvsicians simply submit a registration 
Fomi NRC-482 to NRC. A validated 
copy with a registration number is 
returned to the applicant. 

Most medical institutions and 
physicians who use byproduct maler:al 
need more byproduct material than can 
be permitted* under the general li^nse 
program. A specific license, which 
authorizes a larger inventory of 
byproduct material and a wider variety 
of uses, may be issued for one or more 
of six types of medical use, defined as 
Groups I-VI in the current 8 ^ Each 
group is comprised of a number of 
diagnostic or therapeutic procrKlurcs 
that have been grouped together 
because they require similar physician 
training and radiation safely 
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preoiutions for safe use. A separate 
specific license may also be issued for 
use of a tclethcrapy unit. Applications 
for a specific license arc much more 
detailf^ than a genera! license 
sppMcation and actually contain the 
applicant’s step-by-step radiation safety 
procedures, which are reviewed and 
approved individually by NRC 

The NRC has issued 650 general 
licenses, and in 1983 received seventeen 
new applications. NRC currently has 
about 2500 specific medical licensees 
(2200 hospitals and 300 physicians in 
private practice). In 1983, the NRC 
received 143 new applications for 
specific licenses. 547 license renewal 
applications, and 1.772 license 
amendment requests for a total of 2,562 
licensing actions. 

To help licensees design their 
radiation safety programs, the NRC has 
published many NUREG reports and 
regulatory guides that contain radiation 
safety guidance. These publications 
address three general areas: radiological 
health and safety, personnel training 
snd experience, and facilities and 
tKluipment Experience has shown that if 
licensees follow the guidance in the 
publications, the medical use of 
b>'product material generally poses no 
hazard to workers and the public. 

Probi^itif \\ ith Current Practice 

The GeneroJ license. The general 
license program is based on the fact that 
the quantities and forms of material that 
are authorized by a general license 
present a \ifry low health risk. The NRC 
believes it is no longer efficient to issue 
medical general licenses. The tests 
ftulborizcd under { 3W1 have been 
iiuperseded by newer procedures with 
peater diagnostic accuracy. I’hese 
developmenls have been reflected by a 
signtficant decrease in applications for 
general licenses. As nut^ above. 
sItHough NRC has on file 650 in-vivo 
generj^l licenses under { 35.31. only 
seventeen new applications were 
received by NRC in 1983. 

To determine the status of general 
li^nse use. the staff performed a 
telephone survey of 10 percent of the 
J3i^nt regislrnnls. The survey results 
indicated that less than 9 percent of all 
the current registrants still use material 
Wider a general license: many are now 
byproduct material under a 
stifle license. Because of the low level 
of use of the general license, the NRC 
has concluded that it no longer serv^es a 
osefu! role in licensing the medical use 
01 byproduct material. 

Specific License, Because of the 
*^rlf«tion hazard to workers 
amt the public, the specific license 
Program inrorporntffs three regulatory* 


features: case-byniii&e review of 
applications, on-site inspections, and 
periodic license renewals. 

A ma)or problem with the current 
licensing program is that radiation 
protection requirements are not located 
in one document. Requirements are 
scattered in the regulations. Inspection 
and Enforcement (IE) orders that modify 
a license or group of licenses, and in 
conditions attached to individual 
licenses. Suggestions for good practice 
are contained in NRC regulatory guides 
and technical reports (NUREG’s). For 
example. Regulatory Guide 10.6. ’’Guide 
for the Preparation of Applications for 
Medical Programs.** and NUREC-0267, 
•’Prindples and Practices for Keeping 
Occupational Radiation Exposure at 
Medical Institutions As Low As 
Reasonably Achievable,** contain many 
rHcommendations that the NRC believes 
are important for the safe use of 
byproduct material. The revision of Part 
35 incorporates those recommendations, 
and also corrects the piecemeal fashion 
in which the regulations have been 
amended over the years to address 
specific problems. 

When preparing a specific license 
application for rev iew under the current 
licensing prt>gram. the applicant must 
include sufficient information to assure 
NRC reviewers that byproduct material 
will be used safely. Applicants include, 
as an integral part of the application 
package, copies of their propos€^d step- 
by-step radiation safety procedures. In 
many cates, the procedures are edited 
versions of procedures described in 
Regulatory Guide 10.8. 

When NRC receives the application, a 
licensing reviewer evaluates the 
applicant’s training and experience, 
facility, equipment and radiation safety 
proedures in detail If the application is 
found to lie incomplete or inadequate, a 
“deficiency letter” is sent to the 
applicant explaining what additional 
information is needed. Review of the 
application Is not resumed until a 
written restK)a8e from the applicant has 
been received. Staff studies indicate that 
aliout 40 percent of all applicants 
receive either a deficiency letter or a 
phone call for additional information. 
Tlie need for deficiency letters stems 
from two sources. Guidance on what is 
needed to get a license is unclear and 
scattered in various documents. 
Application review practice must be 
conser\*atlve because the application 
and license comprise the basis for 
regulatory control. Deficiency letters are 
costly for the NRC and the applicant 
and greatly increase the time needed to 
complete licensing actions. 

When the application, including any 
additional submitted information. Is 


approved, the NRC issues a specific 
license that grants the authority for 
medical use of byproduct material in 
accordance with the program described 
in the application. Requirements in 
addition to those contained in the 
regulations are frequently incorporated 
in the license as conditions of use. Since 
the licensee must comply with 
conditions specified in the license, the 
license, rather than the regulations, is 
frequently used to regulate radiation 
safely in the day-to-day use of 
byproduct material 

The specific license is valid for five 
years, llie license must be amended 
before methods of use or procedures 
may be added or changed, or before 
permitting additional physicians to use 
materials. Amendments to a specific 
license involve an applicatioa review, 
and approval process similar to that for 
new licenses. Renewals are treated in 
the same manner as new license 
appUca Lions. 

This regulatory process was 
appropriate during the evolution of the 
use of byproduct material in medicine. 
Radiation safety problems were not well 
defined, regulatory requirements had not 
caught up with developing technology, 
physician training curricula had not 
been established, and there were no 
format training programs for nuclear 
medicine technologists. Therefore, it 
was necessary to regulate by reviewing 
each Individual radiation safety program 
to ensure that the applicant had 
odequate personnel facilities, and 
equipment. 

Proposed Revision of the Regulatory 
Program 

Overview 

NRC intends to modify its regulation 
of the medical use of byproduct 
material The Commission plans to 
revise the regulations to provide a single 
source of requirements specifically 
related to medical use of byproduct 
materials, and within the boundaries set 
by the regulations, allow medical 
licensees to modify their radiation 
safety procedures, facilities, and 
equipment so they can make prompt use 
of new safety methods and also meet 
new needs caused by changes in 
demand for various patient care services 
or in patient load. The proposed revision 
of 10 CFR Part 35 is consistent with the 
Commission's general policy on medical 
use of byproduct material issued 
February 9.1979 (44 FR 8242). It stales 
"NRC will continue to regulate the 
medical uses of radioisotopes, as 
necessary, to provide for the radiation 
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safety of workers and the general 
public.** 

Codification of Requirements in the 
Regulations 

NRC proposes to simplify regulation 
of medical licensees by incorporating all 
medical use requirements in 10 CFR Part 
35. These regulations would become the 
primary means of regulating the medical 
use of byproduct material. General 
safety requirements for worker 
instruction, worker safety, 
noncompliance reports, and materials 
licensing that are in Parts 19, 20. 21. and 
30 will also continue to apply to Part 35 
licensees. The current license 
application process will be unchanged. 
Tlie applicant prepares a complete Form 
NRC-313. That form asks for the 
following information: the name and 
mailing address of the applicant: the 
location of use; a person who can be 
contacted about the application; what 
materials are requested; the purpose (in 
this case, ''medical use*'); the training 
and experience of the authorized users 
and Radiation Safety Officer, the worker 
radiation safety training program; 
facilities and equipment; the radiation 
safety program: and waste management 
Licensees would not face significant 
new regulatory burdens because, in 
most cases, these requirements are 
currently imposed as license conditions. 
Under the proposed revision, the license 
would authorize medical use of 
bj^roduct materials for specified types 
of use. A licensee's day-to-day uses 
would be controlled by the regulations. 
This would simplify inspections for NRC 
because inspectors would only need to 
be familiar with one set of regulations 
rather than a different set of license 
conditions and radiation safety 
procedures at each facility. 

License Application, Issuance, and 
Authority and Responsibility 

New revisions of Regulatory Guide 
10.8, "Guide for the Preparation of 
Applications for Medical Programs," 
and Draft Regulatory Guide TM 608-4, 
"Guide for the Preparation of Licenses 
in Medical Teletherapy Programs," will 
contain instructions on the type and 
extent of information that must be 
submitted based on what byproduct 
materials the applicant has requested. 
They will also contain model procedures 
that the applicant can use to develop 
site-speciHc procedures. (Consistent 
with current practice, applicants will 
alternatively be allowed to simply 
certify that they will follow the model 
procedure developed by NRC staff with 
public comment and published in a 
regulatory guide to meet a certain 
requirement. This method significantly 


reduces the amount of time NRC must 
spend reviewing procedures.) The 
applicant mails the completed 
application, with application fee. to the 
NRC office identified on the form. 

The NRC staff will continue to review 
the application to determine whether the 
applicant's radiation safety program is 
sufficient to meet the requirements of 
the regulations. After completing the 
review, if the applicant's program 
appears incomplete or inadequate. NRC 
will issue a deRciency letter that 
describes the apparent shortcomings in 
the applicant's program and requests 
clarincation or correction. If the 
applicant's response to the deficiency 
letter is satisfactory (or if no deficiency 
letter was needed), the license will be 
issued. 

Licensees will be free to modify their 
procedures after conducting a required 
internal review and approval process. 

At medical institutions, the Radiation 
Safety Committee would review and 
approve a modified procedure before It 
could be implemented. At non¬ 
institution facilities, the Radiation 
Safety Officer (RSO) and management 
would review and approve changes. 

This will allow each licensee to make 
prompt use of new safety methods and 
to adjust radiation safety procedures to 
meet new needs caused by changes in 
demand for patient care services or 
patient load. A list of radiation safety 
topics that should be considered when 
reviewing proposed changes will be 
published as an appendix in Regulatory 
Guide 10.8, The ri^t to modify 
procedures does not relieve the licensee 
from the requirement to comply with the 
regulations. This regulatory scheme 
would not incorporate the current 
requirement that licensees use 
byproduct material in accordance with 
the statements made In the application. 

This proposed regulatory program, 
which gives more discretionary 
authority, and concomitant 
responsibility, to the licensee, represents 
a change in the policy that has guided 
NRC's regulation of medical licensees 
for severd years. The NRC particularly 
invites comment on whether this change 
is appropriate at this time, and whether 
or not it will benefit licensees, workers, 
and the public. 

The proposed regulations require 
specific training and experience for the 
use of material in each use group. 
Proposed authorized user physicians 
and qualified teletherapy calibration 
experts (identified In current Part 35 as 
qualified experts) will have to submit 
summaries of their training and 
experience. This is currently required for 
authorized users and Radiation Safety 


Officers, but would be a new 
requirement for qualified teletherapy 
calibration experts, whose credentials 
are currently reviewed by the licensee. 
The staff will review those individuals' 
training and experience against the 
standards in the regulation before 
authorizing them to work under the 
license. (Also consistent with current 
practice, any individual who does not 
meet the standards may ask for an 
exemption from the training and 
experience requirements. The NRC staff 
will review the individual's training and 
experience with the assistance of its 
Advisory Committee on the Medical Use 
of Isotopes, and may issue the 
exemption as a license condition.) 

Enforcement 

Under this regulatory scheme, a 
licensee will be cited for failure to meet 
the requirements of the regulations or 
license conditions (which would list, for 
example, authorized users, locations of 
use, authorized methods of use. 
authorized byproduct material and 
Inventory limits, and other site-specific 
limitations), failure to have on hand the 
written procedures required by the 
regulations, failure to follow the 
procedures on hand, failure to have the 
records required by the regulations, or 
failure to follow technically valid 
procedures (examples: Using an 
instrument that doesn't work, not 
determining instrument detection 
efficiency, not allowing an instrument 
enough time to respond, or making 
unsubstantiated assumptions in 
calculations). Use of material can be 
authorized either by license or by virtue 
of working under supervision: use 
without authorization would be a 
violation of the regulations and the Ad 
which would subject the user to an 
enforcement action. 

Amendments 

As mentioned above, under the 
current regulatory scheme, the licensee 
is required to handle material exactly 
according to the radiation safety 
procedures submitted with the 
application. The NRC frequently 
receives requests for permission to 
modify day-to-day radiation safety 
procedures. Because the regulations will 
now contain sufficient prescriptive and 
performance criteria on which to baw 
enforcement actions, the NRC would 
allow a licensee to change its radiation 
safety procedures without preparing a 
formal amendment request, paying an 
amendment fee, and awaiting NRC 
approval. This would not relieve the 
licensee from the regulatory requiremen 
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to comply with Ihe regulations in Pail 35 
or in other parts of 10 CFR Chapter L 
Four types of program changes wiU 
still require formal license amenciments: 

(l| New users. The NRC will review 
the training and experience of each 
proposed authorized user* Radiation 
Safety Officer* and qualihed lelotherapy 
calibration expert us described above 
before listing the individual on a license. 

(2) New type of use. A licensee’s 
request to add a type of use (for 
example, adding radiopharmaceutical 
therapy to a license that authorizes 
radiopharmaceuticals for imaging) to an 
existing license will be bandied as a 
new applicatioiL The authorized user’s 
training and experience will be 
reviewed for adequacy with respect to 
Ihe now type of use, and procedures that 
must be submitted in support of the 
request will be reviewed for 
completeness and adequacy with 
respect to the new type of use before the 
amendment Is issued. 

(3) Now method of use. Two 
developments may occur but only one 
type of license amendment will be 
needed: 

(a) If a new radioactive material 
becomes available, and the radiation 
safely procedures needed for Its safe use 
are identical to the procedures already 
cstHbllshed for an already established 
and authorized use (for example, a new 
imaging agent administered by 
Intravenous injection), no license 
amendment will be required. Instead* 
the new material will he added by 
ntlemaking to the list of materials In the 
appropriate use group specified in the 
regulations. The NRC will mail to 
licensees a notice that says those who 
arc authorized to use material in that 
group may begin using the new material 
on the effective date of the final role 
that adds the new material to the 
regulations. 

(b) If a new radioactive material 
becomes available but its safe use 
depends on following a new procedure 
that current licensees have not 
submitted and NRC has not reviewed, 
two actions will be taken. 

(1) The new material will be added by 
rulcmoking to the appropriate use group 
in the regulations but authorization to 
use it will be limited to persons who 
were licensed after it was added to the 
use group and who have submitted the 
new procedure for review in iholr 
application packages. 

(ii) NRC will mail to current licensees 
a notice that says they may apply for 
authorization to use the new material 
With that notice, NRC will also supply a 
model procedure, which would be^me 
a new appendix in Regulatory Guide 
10 8, for the new material Those 


licensees who want to use the new 
material will have to submit a request 
for amendment which includes a 
proposed procedure that will be 
reviewed by NRC for completeness and 
adequacy. 

(4) New location of use. Two types of 
amendment may be needed: 

(a) A request to leave one location of 
use and b^n working in a new 
location, for example when moving a 
private practice to a new office or when 
moving into a new hospital building, will 
have to bo supported by a complete new 
application package. 

fb) Some Liceasees receive packages, 
prepare radiopharmaceuUcals, and 
package waste at a central facility, but 
actually use the byproduct materia) at 
satellite locations. *11118 might be a 
mobile nuclear medicine service that 
provides diagnostic services at clients’ 
bcilitios such as clinics, small hospitals, 
or nursing homes, or it may be a licensee 
that has a principal facility and outlying 
clinics. If the licensee has been 
approved to offer service at satellite 
locations, a request to add another 
satellite location will only have to 
identify the new location. (Due to the 
training, space, and equipment 
commitments needed for safety during 
therapy procedures, the NRC will 
generally not authorize licensees to 
perform therapies at satellite locations. 
This type of request will be handled on 
a case-by-case basis.) 

Renewals 

The NRC license is valid for five 
years. If a person wants to continue 
using bypr^uct material the license 
must be renewed. The renewal 
application must completely describe 
the entire radiation safety program just 
as a new application does. If a 
previously submitted radiation safety 
procedure, facility description, or 
equipment list still accurately reflects 
that part of the licensee’s program, the 
renewal applicant may simply make a 
clear reference to the previous 
BubmissiotL If the licensee has changed 
a procedure. Is using different areas of 
use. or is using different equipment, a 
complete new description of the 
particular procedure, area of use, or 
equipment must be submitted. The 
licensee may also take this opportunity 
to identify new authorized users or 
request authorization for new types or 
methods of use. 

Summary of Changes Proposed in the 
Regulatory Program 

In summary, the regulation will be 
amended to require that licensees meet 
standards that are currently imposed by 
license conditions. The NRC will 


continue to review user training and 
experience. The NRC will review sile- 
spedfic radiation safety procedures for 
completeness and adequacy and Issue 
deficiency letters if necessary, but will 
allow licensees to change procedures 
that were submitted in support of the 
application after conducting an internal 
radiation safety review of each change. 
However, the right to change procedures 
does not relieve the licensee from the 
requirement to comply with the 
regulations. Amendment requests will 
generally be reviewed just as new 
applications are reviewed, but they may 
incorporate by reference the original 
application and any previous 
amendments. 

Notes 

Word Usage 

In preparing the proposed revision of 
Part 35, one goal was to remove 
language that might be misinterpreted. 
The following words used in the revision 
may require darification. 

1. Licensee, The person (individual, 
partnership, corporation, or agency) 
listed on the license as the '‘licensee” Is 
responsible for compliance with 
regulations and license conditions. The 
licensee may effect compliance through 
fulbtime or part-time employees, 
contracts with consultants or service 
organizations, or other business 
arrangements. The word •'licensee” Is 
used throughout the regulation to stress 
the fact that, no matter which method is 
used, the licensee is legally responaibla 
in case of non-compliance. 

2. Type of use and group. In the 
current Part 35 there are six ”group8” of 
use described in t 35.100. Each group is 
comprised of a set of medical 
procedures that require similar training 
and equipment for radiation safety 
purposes. The word "group” has not 
beon used In the proposed revision in 
order to avoid confusion between the 
old and new Part 35. The revision uses 
the phrase "type of use" for this concept 
Some types of use are amalgamations of 
old groups, and some types are new. The 
six types of use are: (1) Uptake, dilution, 
and excretion—Subpail D; (2) imaging 
and localization—Subpart K (3) 
radiophannaceudcal therapy—Subpart 
F: (4) brachytherapy—Subpart G; (5) 
sealed sources for diagnosis—Subpart 
H: and (6) teleherapy-^ubpori I. 

3. Method of use and procedure. The 
word "procedure” is frequently used in 
supporting documentation tor by 
product materials programs. Sometimes 
it refers to a specific set of steps that 
must be taken to effect an end, for 
example a procedure for ordering and 
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receiving packages. Sometimes it is used 
to indicate a type of medical 
examination or treatment for example a 
th>Toid uptake study or a coslum 
implant therapy, without indicating the 
amount of byproduct material used or 
the speciHc steps token in handling it. 
The word may also be used to indicate 
the number of patients cared for over a 
period of time, for example an average 
workload of fifteen procedures each 
day. in order to avoid confusion, the 
phrase ‘‘method of use*’ appears in the 
proposed revision. Each type of use is 
comprised of several methods of use. 
Each method of use should identify, 
explicitly or by context, the 
radionuclide, its chemical and physical 
form, method of administration, and 
purpose (diagnosis or therapy). 

4. Dose and dosage. In pharmacy, the 
word ’’dose** is used to indicate the 
amount of chemical administered; in 
radiation biology it is used to indicate 
the amount of ionizing energy absorbed 
per unit mass; and in radiation safety it 
is used as a shorthand term to indicate a 
worker’s exposure to radiation. In order 
to avoid confusion, the word ’’dosage” is 
used in the proposed revision to indicate 
quantities of radioactivity that ure 
measured with the base unit Curie. The 
word dose is used to indicate quanilies 
of radiation absorbed dose or dose 
equivalent that are measured with the 
base unit rad or rem. 

5. Record and report A record is a 
user-retrievable notation or complete 
document. It may consist of something 
as small as a check-mark on a form or 
something as extensive as a survey of a 
newly installed telctfaerapy unit W!?h 
appended calculations to demonstrate 
compliance with the limits on exposure 
in uncontrolled areas. A report Is a 
transfer of information which might be 
made face to face, by telephone, 
telegram, computer link, or hard copy 
transmittal. 

6. Test and check. For many pieces of 
equipment, drafting committees 
comprised of industry experts have 
prepared standards of performance and 
complete calibration protocols, if a piece 
of equipment is subjected to the protocol 
in the calibration laboratory and meets 
all the standards, then the ability of the 
equipment to perform as expected in 
normal field use it assured In the 
proposed revision this concept of 
complete examination is referred to as a 
’’test.” During field use it is common 
practice to subject a piece of equipment 
to a quick examMiation to determine 
whether it it workjng.*This procedure 
does not examine all parameters of 
equipment performance. In the proposed 


revision this concept of perfunctory 
examination is referred to as a “check.” 

7. Location of use, facility, and area of 
use. The phrase “location of use” is used 
to describe the building or buildings 
(typically idontined by a single street 
address) where byproduct material it 
used. The word ”fadlity” connotes a 
room or contiguous rooms where 
byproduct material is used such as a 
nuclear medicine clinic comprised of an 
office, an imaging room, and a dosage 
preparation and waste storage room. 

The phrase ’’area of use” connotes the 
space used by worker when pL-rforming 

a specific task connected with receiving, 
handling, or storing byproduct material. 

8. Chemical form. The current 
regulation requires that if a radio¬ 
pharmaceutical is used for Indications 
other than those described in the 
packase Insc.ri, the user must 
nevcrdeless follow instructions on 
chemical and physical form, dosage, and 
route of administration. The proposed 
revision has deleted the word chemical 
in its restatement of this requirement 
because to change the chemical form 
would be to create a 
radiopharmaceutical other than the one 
received from the authorized distributor. 
Deletion of this word in the proposed 
revision does not authorize Part 35 
licensees to manufacture 
radiopharmaceuticals. 

9. Available for use. In many cases 
the regulation states an equipment 
possession requirement because the 
piece of equipment is considered by 
experts to be an integral part of the 
radiation safety program. In a few cases 
the need for a piece of equipment is 
sporadic and normally schooled weeks 
in advance. For example, a licensee who 
has a diagnostic sealed source in a 
device (sec i 35.500) usually only needs 
a survey instrument when receiving or 
returning a radioactive source: there is 
no need to have the instrument on hand 
every day. The phrase ’’available for 
use” is intended to connote that the 
licensee either may possess equipment 
or contract for measurement services, 
but is not required to have regular day- 
to-day possession of the described 
equipment. 

10. Dedicated check source. A long- 
lived radioactive source can be used to 
check the day-to-day constancy of an 
Instrument. The some source (a 
’’dedicated” source) must be used every 
day so that the user knows what reading 
to expect from the instrument. The 
source may also be used for other 
purposes. 

11. Operable. The word “operable” is 
not used in the proposed regulation 
because every piece of equipment must 


be operable. If a piece of equipment is 
not operable or reliable, whether duo to 
old or absent batteries, incomplete or 
improper maintenance, damage, 
inappropriate use. or improper use. it 
cannot be used to meet a regulatory 
requirement because there is no 
assurance that it accomplished the task 
for which it was used. 

12. Implement. This verb is used with 
its ordinary definition, which is ”to 
carry out. accomplish, or ensure 
fulfillment of.” 

13. Promptly, This word is U8t»d with 
its ordinary definition, which is 
’’performed readily or Immeilidloly.” 

Record Retention 

The Commission requires that 
licensees make and retain records as 
evidence of compliance with regulations 
and license conditions. A review of 
records during inspections is the least 
burdensome way that the Commission 
may be assured that the licensee hat 
developed and implemented a radiation 
safety program. However, permanent 
retention of all required records, or 
retention between inspections, would be 
unreasonable and would run counter to 
recent guidance to regulatory agencies 
that was issued by the Office of 
Management end Budget. Therefore the 
Commission has, in the proposed 
revision, generally adhered to the 
following policy. 

1. For recurring records that are 
created on a daily basis, for example 
end'Of-day surveys, and for most non¬ 
recurring. sporadic, or periodic records, 
such as individual patient dosage 
measurements or survey Instrument 
calibrations, the Commission has made 
a judgment that records retention for 
two years provides adequate evidence 
of compliance with requirements. 

2. In a few cases a record Is only 
created once or the Commission 
considers the record to be essential 
evidence of compliance with regulations 
that, if not followed, might cause an 
immediate discernible Impact on a 
worker or member of the public (for 
example* requirements for the geometry 
test for a dose calibrator and the 
teletherapy dosimetry equipment 
calibration, respectively). In those cases 
the Commission has made a juctoent 
that retention for the duration of use of 
the equipment or of the license Is 
necessary. 

Effect on Broad Licensees 

In addition to the more common 
“group” licenses which the NRC Issues 
that authorize by product roaterid for 
uses described In the groups. 
has also issued about 100 broad licenses 










30621 


Federal Register / Vol. 50. No. 144 / Friday, July 26. 1985 / Proposed Rules 


under Part 33 that include medical use. 
They are issued to large medical/ 
academic institutions that have had 
several years experience using 
radioactive materials. 

About 50 of the medical use broad 
licenses that have been issued vest in 
each institution's Radiation Safety 
Committee the authority to permit 
medical practitioners to use byproduct 
material for both patient care and 
medical research, to permit individuals 
to use byproduct material for research in 
test tubes and animals, and to review 
the facilities and radiation safety 
procedures that these individuals will 
use. Before NRC issues a broad license 
it reviews the applicant's administrative 
and safety procedures, the training and 
experience of the Radiation Safety 
Officer and of each individual member 
of the Committee, and the standards and 
management procedures it will use 
when reviewing permit requests. This 
type of license is needed to allow for the 
oiderly evolution of the medical 
sciences. The NRC will continue to 
review Committee member 
qualifications on a case-by-case basis 
because the size and individuality of 
each broad license program precludes 
the preparation of generic prescriptive 
qualifications. These licensees would be 
required to comply with the proposed 
prescriptive and performance criteria of 
Part 35, but would be exempted from the 
training and experience requirements of 
Subpart | and the authorized materials 
and authorized use restrictiona in 
proposed H 35.49. 35.100. 35,200. 35.300. 
35.400. and 35.500. 

The other 50 medical broad licenses 
lhat have been issued are similar to the 
license described above, except that the 
Committee only has the authority to 
permit individuals to use material In lest 
tube and animal research, and only 
authorizes medical use in accordance 
with the groups in current { 35.100. The 
NRC would continue to review the 
training and experience of medical 
practitioners before allowing them to 
use material for medical use. Because 
(^nlrol of medical use In these cases is 
the same as that exercised over the 
more common group licensees, the basis 
for a determination of compliance will 
be the same as lhat descried below for 
S^up licensees. 

Because, whether at a group or broad 
Jicense facility, teletherapy is separately 
licensed “for treatment of humans" and 
uecause the NRC reviews qualificaliona 
of proposed users and safety 
procedures, no significant 
inconsistencies with current teletherapy 
programs or new telethcrapy programs 
Are expected. 


Transition Policy for General Licensees 

The general license in current § 35.31 
has been eliminated from the proposed 
regulations. In the future, all medical use 
will be specifically licensed. Current 
general licensees, all of whom are 
physicians, will receive a specific 
license that will be incorporated into 
NRC's filing system for keeping track of 
specific licensees. However, they will be 
limited to the methods of use described 
in the cuirent § 35.31, and relieved, by 
license condition on a pre-printed 
license, from the requirements that are 
more burdensome than the current 
general licensee requirements. The only 
action general licensees will need to 
take is to respond affirmatively to an 
NRC notice that asks if they want to 
continue to have an NKC license that is 
limited to the methods of use authorized 
by the current general license. 

The Commission proposes, under 
§ 170.11(b). to continue to exempt these 
licensees from application and renewal 
fees as long as their programs are 
limited to the material uses described in 
current { 35.31. Under the new specific 
licensing system, former general 
licensees that want to make any 
changes in their programs, amend their 
licenses, or transfer them to other 
physicians, will have to apply under the 
new licensing scheme and will be 
subject to all the fees that apply to other 
specific licensees. 

The Commission proposes to waive 
fees to former general licensees for the 
following reasons. General licensees do 
not now pay fees. About 90% of the 600 
or so general licensees are inactive. 

Each year NRC receives only a very few 
requests for general licenses under 
§ 35.31. There would be no NRC review 
time needed and only a minor NRC 
administrative cost to process these 
licenses. It would be unfair to charge 
these licensees the fees listed in 10 CFR 
Part 170, and it would be more costly for 
NRC to alter that fee structure than to 
grant the exemption. 

The current Part 35 also grants a 
general license for in vitro work 
described in $ 31.11 to group licensees 
without requiring that they submit an in 
vitro registration form. Under the 
proposed regulation, applicants would 
have to specifically request this 
outhorization as a line item on their 
applications. Part 31 will be amended to 
continue the in vitro authorization for 
current medical licensees until their 
licenses are renewed. In either case, the 
use of S 31.11 materials within the 
inventory limits of that section will only 
be subject to the requirements of § 31.11. 


Transition Policy for Specific Licensees 

Under the current regulatory program, 
the license document with the appended 
application is used to regulate each 
individual licensee. Because the 
requirements in the proposed revision 
were taken from commonly used topical 
license conditions and regulatory 
guidance that most licensees have 
incorporated into their applications, the 
Commission does not expect any 
significant inconsistencies between 
current licensee radiation safety 
programs and radiation safety programs 
of applicants lhat apply after the 
effective date of the propsed regulations. 
Therefore, ciurent licensees will 
normally be cited if they do not comply 
with the new regulations. However, 
because each current licensee's 
radiation safety program was reviewed 
individually and license conditions were 
tailored to meet the licensee's individual 
needs, there may be an occasional 
inconsistency between a license 
condition and the regulation (for 
example, a license may require survey 
instrument calibration biennially, but 
the proposed regulation would require 
calibration annually). There Is no health 
and safety reason to undo these licenses 
to effect compliance with the regulation. 
To impose the regulation In addition to 
or in lieu of the license conditions would 
not provide for significant additional 
health and safety. The Commission 
therefore proposes to resolve possible 
temporary inconsistencies between 
license conditions and the regulation by 
providing in the regulation a transition 
period between the effective date of the 
final rule and the expiration date of 
each license. During this transition 
period, if there is an inconsistency 
between a provision in a license (issued 
prior to the regulation) and the 
regulation, the proposed regulation 
states that the license condition would 
take precedence over the regulation. 
Because the license conditions were 
review^ed from the perspective of overall 
safety and approved by the NRC, the 
inconsistency would not result in an . 
increased risk to workers or the public. 

In addition to the topical license 
conditions mentioned above (for 
example, sealed source leak test 
requirements, special bioassay 
requirements, radioactive patient 
surveys and release limits, or waste 
disposal restrictions), each specific 
license has an encompassing license 
condition that requires each licensee to 
possess and use licensed material in 
accordance with the statements, 
representations, and procedures 
contained in the license application and 
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in letters of daiification. Despite this 
encompassing condition, licensees 
would be allowed to make changes in 
their radiation safety programs: 
permissible changes w*ould be restricted 
to those identified in } 35.36. and the 
licensee would have to conduct the 
internal review required by that section. 

In the case of record retention, the 
regulation will generally take 
precedence because, in the past, the 
Commission has not offered much 
guidance on this topic. Many applicants 
have either not specified a period of 
retention or have incorporated a single, 
all encompassing record retention 
phrase ''until the Cnnsmission authorizes 
their disposal.*' rather than shouldering 
the burden of iustifying to NKC a shorter 
period, if a record is substantively the 
same as a record described in the 
proposed regulation and the lioenaee 
has not stat^ a retention period for that 
specific record, licensees could adopt 
the retention period staled in the final 
rulemaking. However, licensees would 
still have to comply with any record 
retention period required by a topical 
license condition or another Part (for 
example Pari 20) of the regulations. (For 
example, surveys that provide the basis 
for occupational dose records or 
measurements of effluent release are 
governed by Part 2a) 

NRC does not currently review 
qualified teletherapy calibration expert 
credentiab. and not identify the 
Radiation Safety Officer on the license. 
Under this proposal. NRC would begin 
to review their credentials and identify 
both of them just as it does now for 
authorized users. To add current 
licensees to this new scheme, licensees 
would be required to submit their 
credentials for review and approval 
when the next amendment or renewal 
request is required. These individuals 
would be identifled on the next license 
amendment. 

The NRC particularly requests public 
comment on this transition policy and 
would like to know if licensees emnsion 
problems of interpretation or 
compliance that the staff might not 
foresee. 

Discussion of Proposed Regulations 

The primary purpose m initiating this 
revision to the regulations is to simplify 
the regulator>' process by providing 
licensees with a single source of 
requirements for the medical use of 
byproduct material. Rachatiao 
protection standards ncm contatned in 
several existing regulations. Inspection 
and Fnforcement c^ers that mc^ify a 
single license or group of licenses, 
technical reports ([Nt.FRECb), standard 
conditions of licenses, and regubtory 


guides would be consolidated into a 
concise set of regulations. The 
requirements that apply to all licensees 
appear first, followed by the specific 
requirements for each of the six basic 
types of use. 

In the proposed regulation. Items of 
general information, general 
administrative requirements, and 
general technical requirements are 
addressed first in Subparts A through C. 
respectively. Subparts O through i 
contain the additional technical 
requirements that apply to iioensees for 
each of the six new types of use. 

Subpart | lists the training and 
exper>exK:e requirements, and Subpart K 
lists the penahies for violations of the 
regulations. 

In order to maintain consistency 
among the various parts of NRCs 
regulations, conforming ajnecuiments 
have been made to the affected sections 
of Parts 30. 31, 32. and 40. These 
conforming amendments can be found 
immediately after the revised Part 35. A 
section^by-secTion discussion of the 
proposed revision of Pari 35 follows. 

Title 

The title of Part 35 has been changed 
from "Human Uses of Byproduct 
Maleriar to "Medical line of Byproduct 
Materiar to better reflect the scope of 
the part. 

Authority 

This listing provides notice of the 
statutory basis for the regulations, it 
also provides xvoUcc that the NRC may 
initiate criminal prosecution of persons 
who knowingly and willfully do not 
comply with the presiuiptive 
requirements issued under section 16lb 
or the recordkeeping and reporting 
requirements issued under section 161a 

Subport A — Cermra! information 
Section 35 .7 Purpose and scope. 

The regulations in thb part apply to 
all persons licensed by the Coi^ission 
to intentionally administer byproduct 
material or the radiation from byproduct 
material to humans, and to individuals 
working under their supervision. 

Section 35,2 License required. 

This section requires that persons 
have a license issued by the 
Commission or an Agreement State 
before they handle byproduct material 
for medical use. The Commission uses 
the specific licensing process to limit the 
use erf byproduct material to persons 
who have the equipment facilities, 
training, and experience needed to 
ensure its safe use. Individuals who are 
working under the superviaion of on 
authorized user do not need a license 


document, but this does not relieve them 
of the requirement to conduct their work 
in accordance with requirements of the 
license and the reguladons of this 
chapter. The licensee remains 
responsible lor the noncompliance of 
such agents or employees, and may be 
subject to sanctions for their failure to 
comply. 

Section 35.6 information collection 
requirements: OSfB Approval 

This section provides notice that the 
OfTioe of Management and Budget has 
reviewed and approved the information 
collection requirements contained in this 
part 

Section 35.15 Definitions. 

The term "Agreement State" applies 
to those states that have entered into an 
agreement with NRC to aasume 
responsibility for regulating (he use of 
byproduct material within their borders. 

The word "ALARA" was added Ion 
identify the acronym for the phrase "as 
low as reasonably achievable." 

The term "area of use" was added to 
identify a plaoe In which bj^product 
materials are received, used or stored 
The term is used hi 13538 to authorize 
licensees to use byproduct materials in 
rooms, suites, or budding wings not 
identified in the appbcatkm. 

The term "authorized user** was 
added to identify indriiduals who are 
identified by name on a lioense and who 
are authorized by the Commission or an 
Agreement Stale to administer 
byproduct material, or the radiation 
therefrom, to humans for medical care, 
and supervise its use by others. 

The term ''dentist" ws added to 
identify a group of practitioners licensed 
by the States who might use byproduct 
materials in their practice. 

The term "mcdiciiJ use*’ was included 
to help identify the scope of this part 
The word "intentionar was included in 
the definition to make it dear that 
occupational and nonoccupational 
exposures under the regulations of Pari 
20. accidental exposures, and unwanted 
exposures from other sources of 
radiation (e.g., nuclear powered cardiac 
pacemakers, smoke detectors, ano 
radioactive waste) are not considered 
medical use. The phrase "in the practice 
of medicine In accordance with a 
license" was induded to make it clear 
that NRC recognizes that Slates mey 
have different difinitions of medlc^ 
practice or different levels of 
and that licensees should nol inlerpw 
that NRC license as a 
State medical regulations or an altemp 
to direct the States* regulation of 
medical practice. 
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llie word **medical institution*' was 
added to identify organizations in which 
the radiation safety program depends on 
the cooperation of individuals from 
several different departments. 

The word ‘^management** was added 
to identify the individual responsible for 
defining the licensee's policies and 
allocating personnel, budget, and space 
resources. 

The word “misadrainislration** was 
included to define those instances in 
which a mistake has been made in the 
medical use of byproduct material. The 
definitions are the same as those in the 
current { 35.41. 

The term "mobile nuclear medicine 
service" was added to describe the 
transport of byproduct material for the 
purpose of offering diagnostic nuclear 
medicine services at addresses other 
than the principal business address of 
the licensee. 

The word "output" was added to 
describe the amount of radiation in a 
teletherapy beam. 

The word "physician" was included to 
identify individuals licensed by the 
States to practice medicine and 
therefore eligible to use byproduct 
meterial in the practice of medicine. 

The word "podiatrist" was added to 
identify a group of practitioners licensed 
by the States who might use byproduct 
materials in their practice. 

The term "qualified teletherapy 
calibration expert" was included to 
replace the term '‘qualified expei1*‘ 
which is used in the current § 35.24. The 
new term better reflects the training, 
experience, and responsibilities of the 
individual who is responsible for 
calibrating a licensee's teletherapy unit 

The term "Radiation Safety Officer" 
WHS added to identify the individual 
named on a license and who is 
responsible for managing the licensee's 
radiation safety program. 

llic term "sealed source" was 
included lo identify byproduct material 
that is specially encapsulated to prevent 
leakage or escape during use and 
storage. It is the same definition as use 
In i 30.4. 

The term "visiting authorized user" 
was added to identify individuals listed 
as authorized users on one license who. 
while working for another licensee on a 
temporary or occasional basis, use 
byproduct material under the 
restrictions of the temporary employer's 
license, which docs not identify the 
visitor as an authorized user. This 
authorization is based on a frequently 
nsed topical license condition. 


Section 35. 26 Application for license, 
amend menu or renewal. 

At an institution, only management 
may apply for a license; individual 
physicians would be listed on that 
license as authorized users. An 
individual physician may not apply for 
use within a medical institution (an 
prganization that provides various 
medical services). This requirement 
reflects the need for coordination with 
other employees who may not be under 
the administrative control of the 
authorized user. For use sited outside a 
medical institution, such as for private 
practice or mobile service, any person 
may apply. An application must be filed 
on Form NR0313 because it elicits 
information in an orderly manner that 
will allow for uniformity in application 
review procedures. 

Teletnerapy applications must be 
submitted separately because the scope 
and nature of information needed is 
much different than that needed for the 
other types of medical use. This 
requirement does not imply that the 
applicant should have two separate 
safety programs. 

This section also reflects the 
Commission's decision to delegate to 
Regional Administrators some licensing 
functions which, until recently, were 
conducted in the headquarters. This 
program was described in Federal 
Register notices published May 27.1982 
(47 FR 23138), April 14. 1983 (48 FR 
16030), May 9.1984 (49 FR 19630). and 
April 15.1985 (50 FR 14692). 

Section 35,17 License amendments. 

The Commission requires that the 
licensee obtain an amendment for any 
changes in the byproduct material 
program that might increase the 
potential for radiation exposure to 
workers and the general public, or make 
it difficult for the Commission to 
conduct its inspection program. The 
Commission has determined that certain 
changes are potentially significant for 
the following reasons and thus will 
require an amendment; 

(1) The .NRC must be assured that the 
licensee has adequate training and 
experience and facilities before 
authorizing a change in the type or 
method of medical use or amount of 
byproduct material used. Such a change 
might also indicate a need for increased 
inspection frequency. 

(2) llie use of byproduct material at 
an address not identified on the license 
would make it impossible for the 
Commission to make unannounced 
inspections. The Commission relies on 
the unannounced inspection to assure 
day-to-day compliance. For the purpose 


of this part, the phrase "location of use" 
refers to a building. (Moving from one 
room to another within a building would 
not constitute a change in location of 
use.) 

(3) The Commission must be assured 
that the training and experience of 
Radiation Safety Officers, authorized 
users, and qualified teletherapy 
calibration experts is sufficient to assure 
that they are able to understand and 
follow regulations for the safe use of 
byproduct material. 

Section 35,16 Notifications. 

A notification requirement was added 
to require the licensee lo notify the 
Commission if an authorized user. 
Radiation Safety Officer or qualified 
teletherapy calibration expert is no 
longer afhliated with the licensee's 
byproduct material program. Without 
this notice :he NRC would not have 
assurance that the collective training 
and experience of the licensee's 
remaining personnel is adequate to 
ensure the safe use of byproduct 
material for all the types of use 
authorized by (he license. The 
Commission has made a judgment (hat 
notification within 30 days is sufficient 
because technicians who have worked 
under the supervision of the authorized 
user can adequately ensure the safe 
receipt and proper storage of byproduct 
material. However, absence of an 
individual to oversee a byproduct 
material program may increase the 
probability of an accumulation of 
unused byproduct material or 
unauthorized use of material. This 
presents an unacceptable potential 
hazard. 

Section 35.28 License issuance. 

The Commission has selected a 
license term of five years. A shorter 
term would not benefit the public health 
and safety because past experience 
indicates that medical programs do not 
generally change significantly over that 
period of time. A shorter term may 
unduly interfere in patient care because 
the licensee would spend an inordinate 
amount of time requesting renewals. A 
longer term may occasionally result in 
unintentional abandonment of the 
license. 

The applicant must use Form NRC- 
313 to provide for an orderly safety 
review of the applicant's program. The 
Commission will apply certain 
standards when reviewing an 
application so as to ensure that the 
safety of workers and the public will not 
be compromised if the license is granted. 
The staff must be assured that the 
applicant's proposed equipment and 
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facilities are adequate to protect health 
and minimixe dat^ger to life or property 
(S 3033(aH2n. and that the authori 2 €?d 
users are qualified by training and 
experience to use the material for the 
purposes listed in the application m 
such a manner as to protect health and 
minimize danger lo life or property 
(§ 30.33(aH3)), and that applicant has 
established procedures actuate to 
assure that safe use of byproduct 
material. 

Concerning fees. Congress has 
directed that agency services, such as 
licensing and inspection, must be self- 
sustaining lo the extent possible. 

Section 35.29 Specific exemptions. 

As part of an application or 
amendment request, a person may 
request an exemption from any 
requirement of this part. The NRC 
occasionally receives requests for 
exemptions from procedural, equipment, 
or training standards. The Commission 
may allow the exemption if the 
applicant can show that it will not 
compromise the health and safety of 
workers and the public. 

Stibpart B — General Administrative 
Requirements 

Section 35.30 ALARA program. 

An ALARA program is a management 
tool needed to assure (hat all reasonable 
efforts arc made to assure that safe use 
of byproduct material. (See 
‘Management Organization and 
Administration for AI.ARA’ by Kathren. 
Health Physics. Vd. 42, No. 2. February 
1982, p. 119-131. and 'Radiation Safety 
in a Nuclear Medicine Department.’ by 
Gandsman et aL, Health Physics, VoL 
38. No. 3, March 1980, p. 399-406.) hi an 
institution many workers from different 
departments might be occasionally 
exposed to byproduct material. The 
Commission has made a judgment that a 
formal AI.ARA program is the only 
management tool that can ensure a 
cooperative effort lo reduce indhiduai 
and collective dose and ensure regular 
safety reviews. Specific requirements 
usually considered pari of an ALARA 
program are required by §5 35.31 amd 
35.32, 

‘Fhe annual briefing of management by 
the Radiation Safety Officer on the 
byproduct material program is intended 
to assure that licensee management 
knows what kinds of byqnroduct material 
are used in which departments, which 
workers are •nvolved. its use, the 
regulatory requirements that govern its 
use. and current and potential radiation 
safety problems. Management needs this 
information to ensure that its decisions 
do not inadvertently result in aclKTties 
contrary to the regulations or kcense 
conditions. 


In this proposed rulemaking the 
Commission has not required non- 
institutionai licensees, such as one or a 
few physicians in private practice, to 
have a formal ALARA program because, 
for those licensees, the physician 
authorized user is usually also the 
Radiation Safety Officer, management, 
and the line manager Hence, any formal 
ALARA report requirement would 
consist of the physician reporting to 
himselL However, Commission 
would appreciate uomments as to 
whether oZ/ medical licensees should 
have a formal ALARA program. If so. 
should small licensees conduct an 
internal annual review or should that 
review be conducted by someone who is 
not associated with the licensee’s 
program on a day-to-day basis? 
Commenters are reminded that the 
exhortation in 10 CFR 20.1(c) lo make 
every reasonable effort to maintain 
radiation exposures and releases of 
radioactive materials ALARA applies to 
medical licensees. 

Section 35,3t Radiation Safety Officer. 

The Radiation Safety Officer is an 
individual with special expertise who is 
needed to coordinate the safe use of 
byproduct material in accordance with 
the license and the Commission’s 
regulations. 

Section 35.32 Radiation Safety 
Committee. 

The proposed Part 35 requires 
institutional licensees to establish a 
Radiation Safety Committee lo oversee 
the use of bypre^uct material. The 
committee is required because, in an 
institution, radiation safety for all 
workers (users and ancillary staff) and 
the public depends on the cooperation of 
employees from administratively 
separate departments. Without the 
benefit of committee discussion, 
authorized users may not be aware of 
radiation safety problems outside their 
own department that are caused by their 
patients, packages, or watte. The 
Committee’s deliberations wtR provide 
management and authorized users with 
information that is needed to optimize 
allocation of resources available for 
radiation safety. A Committee rs not 
required for licensees that are not 
medical 'mstitations because such 
organizations generally do nol have the 
multi-armed, multi-tiei^ management 
structure finical of medical institutions. 
In non-institutions the authorized user is 
likely to be part of management and a 
line supervisor for ancillary workers: 
therefore a formal committee structure 
would serve no useful purpose. A 
similar requirement was published as a 
proposed rule on April 9.1979 (44 FR 


21023). and as a final rule on September 
13.1982 (47 FR 40149). 

Committee membership must include 
a physician identified on the 
institution’s license as an authorized 
user or byproduct material for each type 
of use pon^tted by the license, the 
institution’s Radiation Safety Officer a 
representative of the institution's 
management, and a representative of the 
nursing service. 

Institutions that only request a license 
for diagnostic sealed sources will be 
exempted from this requirement by 
license condition because the radiation 
safety program would not depend on (he 
cooperation of individuals trim several 
different departments. Packages would 
arrive infrequently, there would be no 
chance of contaminating an entire room 
or suite, no radioactive waste, no 
radioactive patients, and little chance of 
loss of material. 


To assure the safety of workers and 
the public m light of site-specific 
exigencies, the Committee must review 
on the basis of safety; (1) The 
qualificattons of each tn^vidual to be 
listed as an authorized user, and (2) 
each proposed method of use. In its 
reviews, the Committee should consider 
compliance with NRC regulations, 
special physical or chemical 
contauiment probleins. the amount of 
byproduct material that will be used, 
and the relative hazard of the material 
all in light of the licensee’s facility and 
staff. 

The Committee must review 
occupational exposures quarterly. A 
more frequent review would 
inappropriately emphasize normal and 
expected statistical variations in 
exposure data. A less frequent review 
would not provide for timely notice of 
unnecessary or unnecessarily high 
doses. 

The quarterly review should be guided 
by two trigger levels for individual 
doses. The lower levd would be a 
minimum level below which no action 
need be taken. Above the minimum 
level, the source of exposure should be 
determined and consideration given to 
methods of reducing the exposure rate- 
The higher level should trigger 
immediate intervention by the Radiabon 
Safety Officer to reduce the exposure. 
The cofiunillee should review the 
appropriateness and completeness oi me 
intervention, and should develop a 
permanent solutioja lo maintain doses a 

a lower level. ^ ^ . 

The annual review of the saieiy 
program is needed lo determine its 
adequacy in light of the current and 
projected use of all byproduct malcnat. 
In (he Commission’s judgment, a review 

fc.1 lonat oiiph vpaT is adeouatc 0 
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(insure (hat exposures remain ALARA 
considering the few program 
adjustments typically made during any 
single year. More time between reviews 
might not permit the committee to make 
timely rccommendalions for reducing 
unnecessary' worker, public, or patient 
exposure by. for example, changing 
space allocation, purchasing new 
equipment, or changing procedures. 

Suction S5.33 Requirement for 
authority and statement of 
responsibilities. 

To ensure that material Is used safely, 
the Radiation Safety Officer and 
Radiation Safety Committee need a 
dear statement of their duties from 
management so that questions about 
authority, responsibility, and 
jurisdiction do not keep these 
individuals from acting. 

Section 35 Visiting authorized user. 

The uninterrupted provision of 
medical care occasionally requires a 
visiting authorized user to work for a 
host licensee when its permanent staff 
may be unable to do so. This was 
allowed in the past by a standard 
license condition. If (he licensee had a 
copy of anolher licensee's NRC lioense 
that listed the visitor as an authorized 
user, the visitor could work under the 
license for sixty days each year without 
requesting a license amendment The 
•cope of this concept has been 
expanded to allow NRC licensees to 
employ Agreement State authorized 
users. Because the visiting authorized 
user's training and experience has been 
reviewed for health and safety 
consideration by a regulatory agency, 
this short>terxn authorization will not 
pose an undue risk to public health and 
Safety. The purpose of written 
pt'rmisston is to ossure that the required 
records have lieen reviewed and found 
complete. 

When exercising this privilege, host 
licensees should identify each individual 
method of use authorized by their 
license, each individual method of use 
authorized by the visitor's license, and 
each individual method of use that the 
visitor will be allowed to do at the host 
facility. Note (hat in some cases the 
Agreement States* groups, schedules, or 
•ubparts do not correspond to those of 
the NRC The visitor can only do those 
pr<Kedures authorized by both licenses. 

Section 35.35 Mobile nuclear medicine 
^rvice administrative requirements, 

i^bile nuclear medicine service has 
been limited to diagnostic medical use 
twause the inherent hazard of 
therapeutic amounts of byproduct 
material makes it unsuitable for use in 


locations where the licensee might not 
have clear and direct cemtroi over 
personnel, facilities, or equipment. The 
Commission will continue, on a case^by* 
case basis, to authorize provision of low 
level radiopharmaceutical therapy by 
mobile nuclear medicine services. These 
licensees are required to have a letter of 
permission from the management of 
each client to assure that the client 
management is aware of and in 
agreement with the medical use of 
byproduct material within the facility. 

Mobile service may not be provide to 
licensed clients because, in case of a 
spill or dose rates above regulatory 
limits, the responsibility for corrective 
action may be clouded. 

Section 3536 Radiation safety 
program changes. 

This section allows the licensee to 
make changes in the radiation safety 
program that w'as described in the 
application if the changes are within the 
requirements of the regulation. The 
purpose of this authorization is to allow 
the licensee to respond to changes in 
staff levels, available equipment or 
patient load that may require 
reallocation of floor space, or to make 
changes that may be necessary for 
patient care, adi^istrative. radiation 
safety, or economy needs. Before 
implementing any change, the licensee 
must make a record of safety matters 
that were considered when planning the 
change. The record will be used during 
unannounced inspections to determine 
whether the licensee has made changes 
that are contrary to the regulations, 
license conditions or orders, and during 
termination sun'eys to provide an 
indication of every area where material 
was used. 

The Commission notes that this 
change in the current licensing process 
under which aii radiation safety 
program changes must be approved by 
license amendment, recognizes that in 
the end. public health and safety is 
based on three features; (1) NRC 
regulates who may use byproduct 
material for medical use by listing 
authorized users on the license: (2| NRC 
regulates the degree of hazard, balanced 
with medical needs, by only ollowing 
certain chemical and physical forms for 
medical use; and (3) NRC regulates 
where byproduct material may be used 
to allow for unannounced inspections of 
licensee radiation safety programs. This 
proposal would retain those regulatory 
features by requiring licensees to 
receive a license amendment before 
using material for new clinical methods 
of use not permitterd by the license: 
l)eforc permitting new authorized users 
to use material: before receiving more 


material or different kinds of material 
than permitted by the license: and 
before using material a! locations not 
listed on the license. These are major 
changes in a licensee's radiation safety 
program for which a license amendment 
would still be required (see S 35.17). 
Under this proposal all other changes 
(such as selecting replacement 
equipment. re*arranging the nuclear 
medicine clinic, switching from one 
service contractor to another, or 
switching to an alternative equipment 
quality assurance procedure) would be 
minor changes. 

The Commission would appreciate 
comments on this major/minor dividing 
line or threshold Is this dividing line 
clear and complete? Are there other 
features that should be considered as 
major changes, or are some of these 
major changes really not important to 
health and safety? Is there some other 
dividing line, either fixed or flexible, 
that would clarify which changes are 
really not important to health and safety 
and may therefore be made by the 
licensee? Alternatively, should the 
Commission continue to require 
licensees to submit all radiation safety 
program changes for agency approval? 

Section 3537 Records and reports of 
misadministrotions. 

The proposed Part 35 retains the 
misadministration dermitions and 
reporting and recordkeeping 
requirements of the current Part 35. A 
discussion of these requirements 
appears at 45 FR 31701. published May 
14,1980. 

Although the Commission hat not 
revised its misadministration reporting 
and recordkeeping requirements, it 
would like to take this opportunity to 
ask for public comment on these 
requirements based on the experience 
gained since the requirements were first 
published in final form five years ago. 
For both diagnostic and therapeutic 
misadministrations. are the current 
requirements adequate to protect the 
public health and safety or should they 
be made more or less stringent? Should 
the regulations require prompt 
notification of the patient who received 
the misadministration? Do the 
regulations provide the public with a 
clear notice of the Commission's role 
when there is misadministration? Should 
the Commission take enforcement action 
against licensees who misadminister by 
product materia) or radiation to 
patients? If so, what type of enforcement 
action should be taken? 
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Section XS,3S Supervision. 

The authorized user is allowed to use 
byproduct matehul in the practice of 
medicine. Frequently, specific tasks may 
be delegated (under §§ 35.2(b) and 
35.38) to individuals with less training 
and experience. However, it is 
necessary that a qualified individual 
instruct them, oversee their work on a 
frequent basis, and be available to 
promptly respond in unusual or 
emei^ency situations. The regulation 
requires that supervised individuals 
comply with instructions, procedures, 
and the regulations. 

The NRC has not specified which 
tasks may be delegated to whom 
because the practice of medicine is 
regulated differently in each State and 
because medical services must also be 
responsive to each community*s 
particular needs. The NRC particularly 
requests comment on whether special 
training elements should be clearly 
identified for certain tasks that are 
delegated or whether the general 
guidance is sufficient. 

Section 35.49 Suppliers, 

In order to authorize only the use of 
materials reviewed by the government 
for safety and effectiveness 
considerations, authorized users may 
use only byproduct material that has 
been manufactured and distributed 
under procedures that were reviewed 
for safety by the NRC. the Food and 
Drug Administration (FDA), or an 
Agreement State. 

The NRC will continue its current 
practice of allowing, on a case-by^case 
basis, re-transfer of 
radiophaimaceuticals between Pari 35 
licensees if an applicant specifically 
requests an exemption from this section 
and shows the exemption is in the 
public interest. 

Subpart C—Cenero! Technical 
Requirements 

Section 35^50 Possession, use, 
calibration, and check of dose 
calibrators. 

A dose calibrator is needed to ensure 
that the dosage of material given is the 
dosage that was prescribed. It must be 
tested for accuracy, the ability to 
exactly measure a specified quantity, 
and linearity, the ability to exactly 
measure a range of quantities. The 
requirements are generally consistent 
with the recommendations of the 
American National Standards Institute. 
(See ANSI N42.13-1978). Copies may be 
purchased by contacting Sales 
Department. American .National 
Standards Institute. 1430 Broadway, 

New York. NY 10018. In the Interest of 


economy and efBciency, the NRC uses 
voluntary national standards in its 
regulatory program if they provide 
adequate assurance of safety.) The 
activity levels of the accuracy check 
sources were chosen because a lower 
activity would invalidate the accuracy 
test due to expected statistical 
fluctuations, and a higher activity would 
present an unnecessary source of 
radiation exposure to workers. The 
radionuclides required reflect the fact 
that dose calibrators are not as accurate 
as mi^t be expected for the photon 
energies commonly used for imaging 
(see **)oint NCDRH and State Quality 
Assurance Surveys In Nuclear 
Medicine.” HHS Publication FDA 83- 
8209). The linearity test should only be 
done over the range between highest 
individual dosage measured and 10 
microcuries to ensure that the dosage 
given is the dosage that was prescribed. 
It is not necessary to test for linearity 
for all amounts that might be measured, 
for example the first elution from a fresh 
generator or a multidose vial, because 
this would subject the worker to 
unnecessary radiation dose. Dosages 
below 10 microcuries cannot be 
accurately measured on a conventional 
dose calibrator because they are so tiny. 
Also, these dosages present only a 
trivial risk to the patient and therefore 
need not be so accurately measured. 

The geometry test assures that the shape 
of the syringe or vial containing the 
byproduct material does not affect the 
dosage measurement. The daily 
constancy check assures that the dose 
calibrator has worked consistently since 
It was last tested. 

Licensees whose level or scope of use 
does not indicate need for a dose 
calibrator may request an exemption 
from this section. The request should be 
supported by a description of an 
alternative method that the licensee will 
use to measure radiopharmaceutical 
dosages. 

Section 35,51 Calibration and check of 
survey instruments. 

The 1000 mR/hr limit was chosen 
because that is the highest radiation 
exposure rate that is likely to be 
encountered in the medical 
environment. The calibration frequency 
and the other prescriptive and 
performance requirements in this 
section are generally consistent with 
ANSI N32a-197a 

Section 35.53 Measurement of 
radiopharmaceutical dosages. 

This section requires that the licensee 
assay the radioactivity of each 
radiopharmaceutical dosage before it Is 
administered to a patient and keep a 


record of the assay results, ’rhis is 
required to ensure that the patient 
receives the intended dosage. The time 
at which the measurement must be 
made has been purposefully omitted to 
allow for flexibility in licensee's 
procedures. 

A similar requirement was published 
as a proposed rule on SeptemW 1,1981 
(4^1 FR 43840). llie comment period on 
the proposed rule expired November 3a 
1981. The NRC is incorporating the 
dosage measurement proposal in this 
revision. Hie proposed Part 35 dosage 
measrrement requirement differs from 
the 1981 proposal in its recordkeeping 
requirement. The Part 35 proposal 
requires the dosage measurement record 
to include the patient's name, and 
identification number if one has been 
assigned, and prescribed dosage. This 
information was not required by the 
1961 proposal. 

Section 35,58 Authorization for 
calibration and reference sources. 

These sources ore needed to check 
and test radiation instruments and to 
mark images. They represent a small 
radiation hazard In relation to the 
amount of radioactivity used in patient 
care. The activity level was chosen to 
allow licenses to have a range of 
sources with several energies and half- 
lives available. 

Section 35.59 Requirements for 
possession of sealed sources and 
brachytherapy sources. 

The user must follow the 
manufacturer’s instructions because 
they have been reviewed for safety 
considerations by the Commission or an 
Agreement State. 

The six-month test interval has been 
recommended by the National Council 
on Radiation Protection and 
Measurements (NCRP)* in Report No. 57. 
"Instrumentation and Monitoring 
Methods for Radiation Protection.” Mors 
frequent testing is inconsistent with 
AI-ARA considerations because it 
would cause worker dose when making 
t)ie lest but provides only a slightly 
greater probability of funding a leaking 
source. The test procedures dc8cril)od 
are intended to maximize the 
probability of detecting contamination 
from a leaking source. Report No. 57. 
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Section a.3.5.3 recommends a minimum 
detectable limit of 0.005 microcuries for 
equipment used to measure leak test 
samples. This level is also consistent 
with the requirements of other parts of 
the current regulations (see. for 
example, ${ 31.5 and 34.25), and is only 
liightiy higher than the minimum 
detectable activity exhibited by 
ioslrumentation available to licensees. 
The Commission has made a judgment 
that this level provides the most 
conservative detection level technically 
icbievable at a reasonable cost. It is 
noted that this requirement would 
reduce the current permissible amount 
of detectable contamination from 
teteiherapy sources ten-fold, from 0.05 
microcuries to 0.005 microcuries for 
purpose of consistency. 

The Commission has made a judgment 
that the exempted sources do not 
present a contamination hazard because 
of the small amount of radioactivity In 
the sources, the method in which they 
•re constructed, or the small hazard of 
the byproduct material. To conduct a 
physical inventory more frequently than 
quarterly is inconsistent with AI.ARA 
exposure goals. To inventory less 
frequently may, in case of a misplaced 
loorce, allow an unacceptable radiation 
exposure to go on for too long without 
detection. The radiation survey assures 
that sources are safely stored. 

Section 35S0 Syringe shields, 

Syringes that contain byproduct 
material can be an external radiation 
source and should therefore be shielded 
it all times. In some cases the use of a 
•hield when making an injection could 
i^erfere significantly with the injection. 
This would jeopardize patient benefit In 
•t*ch cases the higher radiation exposure 
to the hands that is received by the 
technician who does not use a 8>Tinge 
Jhield If warranted. A shield need not 
w us^ when the risk of spoiling the 
motion is greater than the benefit of 
reduced worker exposure. 

The NRC considered requiring the use 
01 syringe shields when drawing 
individual dosages from multiKlose 
yiaU; That requirement is not included 
tn this proposed revision because it 
Appears that the increased handling 
^nired to remove the shield when 
"louring the dosage may actually 
increase radiation dose to the hands, 
however, the NRC U solidting 
c^n^nts on whether syringe shields 

used when drawing Individual 

Section 35,61 Vial shields. 

A vial radiation shield can 
jWincantly reduce the radiation 
exposure to the fingers and hands of an 


individual handling a vial of byproduct 
material 

Section 35.62 Syringe labels, and 
§ 35.63 Vial shield labels. 

Some misadministrations have been 
caused by acddcntally transposing vials 
or syringes. The proper labelling of 
containers will help to avoid this type of 
mistake. 

Section 35.70 Surveys for 
contamination and ambient radiation 
exposure rate. 

Since radiopharmaceuticals are 
frequently handled, it is plausible that a 
syringe or some radioactive waste may 
be misled. This would result in 
unnecessary radiation exposure to 
workers and the public, llie exposure 
rate survey will bring this to the 
attention of workers. The weekly 
exposure rate survey of waste storage 
^reas will ensure that exposure rates In 
that area will be monitor^^ so that 
spedal steps can be taken if greater 
than average use of 
radiopharmaceuticals results in higher 
than average exposure rates In the 
waste storage area. 

The Commission knows that a 
removable contamination wipe test 
made several days after spillage of a 
short-lived radiopharmaceutical will 
probably not detect any contamination. 
The periodic contamination survey 
serves as a check of workers* physical 
control of radiopharmaceuticals. 

If contamination is found, it indicates 
that controls or safety measures may be 
inadequate or are not always being 
used. 

Section 35.75 Release of patients 
containing radiopharmaceuticals or 
permanent implants. 

A patient whose body contains 
b 3 rproduct material is a source of 
external radiation and can be a source 
of radioactive contamination. The 
patient should not be released from the 
clinic or hospital until the residual 
radioactivity in the patient is at an 
acceptable level The Commission 
proposes to allow patient release limits 
based on residual activity in the patient 
or exposure rate at a specified distance 
from the patient at the licensee's option. 
The 30 millicuries burden limit is t^sed 
on a recommendation of the NCR? and 
current licensing practice. The 8 mR/hr 
at one meter limit is based on the 
exposure rate from 30 millicuries of 
iodine-13t, the most conunonly used 
therapeutic radiopharmaceutical; some 
individuals believe that the exposure 
rate is more relevant and easier to 
measure. The Commission believes that 
either limit provides an adequate 


measure of safety for the general public, 
and that further reductions in public 
exposure are not reasonably achievable 
considering the cost and potential for 
dctcrimental effect from an 
unnecessarily long hospital confinement. 

Section 35.60 Mobile nuclear medicine 
service technical requirements. 

The Commission has limited 
radiopharmaceutical transportation by 
these licensees to unit dosage and multi- 
dose vials of prepared 
radiopharmaceuticals. 

The Commission did not authorize 
transportation of generators because 
they are needed by persons who do not 
have daily access to prepared 
radiopharmaceuticals. lliat lack of 
access would bo contrary to the 
geographic proximity required by 
i 35.3a 

The service must remove all 
radioactive waste generated during the 
use of byproduct material at a client 
location of use because the Commission 
has no assurance that the client is 
equipped to safely receive and process 
radioactive waste. Because there is no 
assurance that the licensee can control 
access to areas of use while working in 
a facility that is under another person's 
administrative control client facilities 
should be considered as unrestricted 
areas, and the licensee must therefore 
constantly exercise physical control of 
b>T)roduct material 

Equipment checks are needed to 
assure the proper function of equipment 
after transport and before byproduct 
material is handled. A survey is needed 
to assure that all byproduct material has 
been removed from the cMcnl location of 
use. The mobile nuclear medicine 
service must carry a calibrated survey 
meter to monitor exposure and 
contamination in case of any accident 
that mav result In a release of byproduct 
material 

Section 35.90 Storage of volatiles and 
gases. 

Some radiopharmaceuticals present 
an inhalation or immersion source (e.g.. 
volatile iodine-131 and xenon-133 
respectively). The chance of exposure 
can be reduced by storing these 
materiab in a fume hood or multiple 
barriers (such as a folded plastic bag 
within a folded plastic bag). 

Section 35,92 Decaydn-storoge. 

For most hosptial 

radiopharmaceutical waste, decay to 
backhand levels is essentially 
complete over a period of days or 
months. The waste disposal 
requirements of { 20.301, directed 
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primarily at longer hulMived material, 
are not necessary for short halMived 
radiopharmaceutical waste. Therefore, 
short halMived waste can be exempted 
from the requirements of $ 20.301. A 
decay period of ten halMives was 
chosen because it represents a 
thousandfold reduction In radioactivity. 
This ensures that, tn most cases, 
byproduct material will have decayed to 
levels below those in § 30.71, which are 
quantities that, under certain ordinary 
conditions, are exempt from a 
requirement for a specific license. The 
Hfgulation would only allow decayfn* 
storage for radioactive material with a 
half'life of 65 days or less because 
storage for the required ten halMives 
would be in excess of 650 days and 
more appropriately consider^ 
permanent storage. (Consistent with 
current practice, the Commission will 
consider, on a case^by-case basis, 
requests to decay longer*!ived material 
or to decay for fewer halMives.) Waste 
must be monitored to assure that long- 
lived waste was not accidentally mixed 
with short-lived waste and that no 
waste has been added to the container 
since it was sealed. When the waste is 
monitored, neither the waste nor the 
survey instrument may have any 
radiation shielding because it might hide 
the presence of long-lived byproduct 
material in the waste. The requirement 
to remove or obliterate radiation labels 
is in i 20.203(f)(4) and Is included here 
for completeness. Generator columns 
must be individually monitored because 
they contained larger amounts of 
radioactivity and also may have small 
amounts of long-lived contaminants. 

Subpart Uptake, Dilution, and 
Excretion 

Section 35.100 Use of 
radiopharmaceuticals for uptake, 
dilution and excretion studies, and 
§ 35.200 Use of radiopharmaceuticals. 
generators, and reagent kits for imaging 
and localization studies f§ 35.200 is also 
discussed later). 

Drugs approved for human use by the 
FDA have a label or package insert that 
specifies the FDA^approved use, 
physical form, route of administration, 
and dosage range. NRC relies primarily 
on I-DA's determination of a radioactive 
drug's safety and effectiveness when it 
is used according to the package insert. 
By restricting the physician to the FDA- 
approved physical form, route of 
administration, and dosage range, NRC 
assures the safety of the public while 
allowing the physician flexibility 
regarding the choice of the clinical 
procedure. 


The Commission notes that the FDA is 
considering a change in its regulations 
for reviewing the safety of 
investigational new drugs and new uses 
of approved drugs (see 48 FR 26720, 
published June 9,1983). The Commission 
may revise its regulations regarding 
investigational new drugs and new uses 
of approved drugs after revie%ving FDA’s 
final rulemaking. 

The FDA also authorizes the 
Radioactive Drug Research Committee 
(RDRC) at an institution to review and 
approve the use of radioactive materials 
for medical use research purposes. The 
Commission believes that the guidelines 
used by the FDA when reviewing the 
credentials of the RDRC members, and 
the guidelines that the FDA requires the 
RDRC to use when evaluating research 
proposals, are adequate to assure the 
safety of workers and the public without 
unduly restricting medical research. 
Therefore, the Commission will continue 
to allow, on a case-by-case basis, 
licensees to administer 
radiopharmaceuticals authorized by an 
RDRC in accordance with FDA 
regulations. This authorization was not 
included in the regulation because only 
a few licensees request it. 

The radiopharmaceuticals listed in 
§ 35.100 were taken from those listed in 
the current Sf 35.31 and 35.100(a). Those 
listed in S 35.200 were taken from 
current SS 35.100 (b) and (c). Mercury- 
203 was not included In the proposed 
revision because the Commission 
believes that there are other 
radiopharmaceuticals available that 
provide equivalent diagnostic 
information with much less radiation 
dose to the patient. 

Manufacturers are currently 
distributing generally licensed 
radiopharmaceuticals under a license 
issued pursuant to S 32.70. If this 
revision is adopted by the Commission, 
these manufacturers would have to 
apply for a license amendment to 
distribute radiopharmaceuticals 
pursuant to S 32.72. 

Section 35.120 Possession of survey 
instrument 

A low level survey instrument is 
needed to check areas of use for 
contamination. Since the total amount of 
radioactivity used for uptake, dilution, 
and excretion studies is relatively small, 
the Commission docs not believe the 
licensee needs an ionization survey 
instrument to measure dose rates. 


Subpart E—Imaging and Localization 

Section 35.200 Use of 
radiophomiaceuticola, generators, and 
reagent kits for imaging and localizotion 
studies. 

Xenon-133 as a gas or as saline 
solution has been added to this group. 
Manufacturers are currently distributing 
the product under a license issued 
pursuant to Part 30. tf this revision Is 
adopted by the Commission, these 
manufacturers would have to apply for a 
license amendment to distribute xenon 
pursuant to S 32.72. 

Through continuing medical research, 
new uses may be found for existing 
approved radiopharmaceuticals. These 
new uses, which may require a different 
dosage, route of administration, or 
physical form, may not appear on the 
manufacturer’s laM or package insert 
instructions. It was such a situation that 
resulted in a petition filed by Dr. George 
V. Taplin (Docket No. PRM-35-1) 
requesting an exemption for To-99m 
pentetate as an aerosol for lung function 
studies. A proposed rule was published 
on April 13.1982 (47 FR 15798). The 
comment period on this proposed rule 
expired June 14,1982. and 35 comments 
were received. The NRC adopted the 
rule in Tmal form without change on 
February 4,1983 (48 FR 5217); the 
preamble of the final rule also described 
bow to apply for future exemption 
requests. The NRC is incorporating this 
regulation into this revision of Part 35 
without soliciting public comment 
because of the recentness of the 
rulemaking and because there are no 
substantive changes to the rule as 
adopted. 

Section 35.204 Permissible 
molybdenum’99 concentration. 

Technetium-99m Is produced when 
molybdenum-99 undergoes radioactive 
decay. When the technetium Is 
separated from the molybdenum, 
unwanted molybdenum may appear as a 
contaminant in the technetium solution. 
The permissible concentration of 
molybdenum-99 was chosen to be 
consistent with the permissible 
concentration listed in the United States 
Pharmacopeia (USP), the nationwide 
standard for all pharmaceuticals used m 
the practice of medicine. It is the 
judgment of the Commission that the 
USP standard provides an adequ^e 
level of safety and to require a dineren 
standard would be confusing and 
unproductive. Since diagnostic 
of technetlum-99m are generally 30 
millicuries or less, the max^uro 
permissible level of molybdenum-W 
such a dosage would result in a pa 
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receiving an undesired 4.5 microcuries 
of molybdenum*99. The molybdenum 
would be token up primarily by the 
liver. The dose to the liver would be 
about 02 rads as a result of the 
molybdenum concentration. The 
Commission has made a judgment that, 
by holding the permissible concentration 
to the required level, the resulting 
radiation dose la insignificant compared 
to the radiation dose which would be 
received by the patient due to the 
administration of the technetium. 

The licensee that elutes the generator 
must measure and keep a record of the 
molybdenum concentration. Persons 
who receive prepared 
radiopharmaceuticals do not have to 
make this measurement because the 
person who prepared it would have 
made the measurement (see the 
conforming amendment to | 30.34). 

Section 3S.20S Control of aerosols and 
gases. 

The Commission believes that a 
system that provides for the collection 
or controlled dispersal of aerosols and 
Jases is needed to reduce exposure to 
'^rkers and the public. If control is by 
dispersal in the atmosphere, licensees 
should note SS 20.105 and 20.106, which 
limit the amount of radioactivity in the 
effluent stream. 

Unlike solid and liquid byproduct 
materials authorized by this part, gases 
usually cannot be contained or 
tecovered after a spill. To reduce 
exposure to workers and the public after 
■ spill, exhaust and dispersal in the 
itmosphere is commonly used. 

However, because conventional room 
vwtilation rates are seldom sufficient to 
clear spilled gas In a timely fashion, the 
licensee must follow special, room* 

safety measures in case of a gas 
spill. When making the required exhaust 
calculation, the licensee must assume 
Jhat the largest single gas container 
handled in the area is completely 
•pilled, and may use either ambient or 
emergency air exhaust rates. 

^tion 35,220 Possession of survey 
instruments. 

The licensee needs a low level survey 
mslrurnent to check for contamination 
«nd an ionization type instrument to 
m^sure dose rates in areas where large 
umounts of radioactive material are 
stored. 

&C 00 / 1 35.300 Use of 
^diophormaceuticaJs for therapy. 

radiopharmaccutleals listed In 
• 35.300 were taken from those listed in 


the current §§ 35.100 (d) and (e). The 
drugs have been approved for medical 
use by the FDA. 

Section 35.310 Safety instruction, and 
§ 35.410 Safety instruction. 

In the hospital setting, the use of 
byproduct material presents special 
training problems which are not 
addressed in Part 19 because they are 
unique to the medical environment. For 
example, visitor control in a hospital 
cannot be accomplished by physical 
barriers which might impede the 
delivery of emergency medical care to 
patients. After administration, the 
byproduct material is contained in an 
ambulatory human. 

Therefore, the Commission has made 
a judgment that worker instruction in 
addition to that required by Part 19 is 
necessary. (This parallels special 
instruction required, for example, for 
radiographers and radiographers* 
assistants pursuant to § 34.31 of the 
Commi88ion*s regulations.) 

Section 35.315 Safety precautions. 

Because of the special contamination 
hazards of radiopharmaceutical therapy 
patients, a private room with private 
sanitary facilities is needed to protect 
members of the public, who might be 
visiting nearby patients, from 
unnecessary exposure to radiation. The 
RSO must be noUHed in case of the 
patient's death or medical emergency In 
order to determine whether special 
contamination control procedures must 
be implemented. 

Section 35320 Possession of survey 
instruments. 

The licensee needs a low level survey 
instrument to check for contamination 
and an ionization type instrument to 
measure dose rates in areas where large 
amounts of radioactive material are 
stored. 

Subpart GSources for Brachytherapy 

Section 35.400 Use of sources for 
brachytherapy. 

This section identifies brachytherapy 
sources that may be used for medical 
use. The list was taken from the current 
i 35.100(e), which is a list of sources 
commonly used for patient care. 

Section 35.404 Release of patients 
treated with temporary implants. 

A responsibility of the Commission is 
to restrict the movement of byproduct 
material when the public exposure 
would be increased. Brachytherapy 
sources for temporary implants have 
high levels of radiation, and remain 
radioactive for a long period of time. 
Loss of control of these sources and 


their release to unrestricted areas may 
result in potentially lethal radiation 
exposure to members of the public. The 
Commission has made a judgment that 
temporary confinement of the implant 
patient is necessary to ensure public 
safety. Section 35.404 requires that the 
licensee prevent the patient from leaving 
the hospital or clinic until all temporary 
implant sources have been removed. 

The records required by this section 
may be amalgamated with the records 
required by § 35.406; there is no need for 
duplication. 

Section 33.406 Brachytherapy sources 
inventory. 

Because of the particular hazard of 
brachytherapy sources due to their high 
activity and small size, the Commission 
believes that an inventory procedure 
that requires a physical count and a 
radiation survey log entry each time 
sources are handled with help to ensure 
that if a source is misplaced its absence 
will quickly become apparent to the 
licensee, which can then promptly begin 
a search for the source. 

Section 35.415 Safety precautions. 

Because of the high exposure rates 
around implant patients, a private room 
is needed to protect members of the 
public, who might be visiting nearby 
patients, from unnecessary exposure to 
radiation. The RSO must be notified in 
case of the patient's death or medical 
emergency to ensure that control of 
implant sources is retained. 

Section 35.420 Possession of survey 
instrument. 

The licensee needs a high level survey 
instrument to measure exposure rates in 
storage areas around a patient's room, 
and to check to be sure all sources have 
been removed from the patient before 
release from confinement. 

Subpart H—Sealed Sources for 
Diagnosis 

Section 35.500 Use of sealed sources 
for diagnosis 

This Is a new type of use group 
established to incorporate the recent 
development of medical devices that use 
a sealed source of byproduct material to 
create a beam of ionizing radiation. 
These devices are now available to 
persons licensed to use materials listed 
in § 35.100(f). Because the devices 
represent a lower level of hazard than 
the other sources in that group, the 
Commission has determined that these 
devices should comprise a new group. 






30630 


Federal Register / Vol. 50, No. 144 / Friday, July 26« 1985 / Proposed Rules 


Soctwn 35,520 A vaihbility of survey 
instrument 

The licensee needs a survey 
instrument to measure the exposure 
rates around a packaged sealed source 
that was just received or that is to be 
returned to the manufacturer, and to 
survey for contamination in case of an 
aeddent that might have compromised 
the interghty of the sealed source. 

I fowever. b^aose a source exchange is 
an infrequent and scheduled event, and 
because a hazardous accident would be 
a very rare occurrence, the Commission 
believes that it is sufficient, for safety 
purposes, to require the licensee to 
make arrangements to borrow or rent an 
instrument or contract with a 
measurement service when 
measurements are necessary. 

Subpari l—Tehlhervpy 

Section 35.600 Use of a seated source 
in a teletberopy unit 

This is a new type of use group 
established to deal with a well- 
established type of us6« Safety measures 
that now apply to all licenscies within 
this group have been used over the 
years and are reflected in these 
proposed regulations. 

Section 35,005 Maintenance and repair 
restnetfons. and § 35045 Five-year 
inspection (§ 35,045 is also discussed 
later). 

'fhese sections provide notice that 
only specially licensed persons may 
maintain, adjust, or repair teletherapy 
units because this type of work requires 
special training and equipment in order 
to be done safely. This work is licensed 
under Part 30 of the Commission's 
regulations. 

Section 35.000 Amendments. 

Amendments are required for items 
identified in paragraphs (a) through (e) 
because any change described in these 
paragraphs could easily result in an 
increase in radiation levels in excess of 
the levels authorized in § 20.105. The 
service of a qualified teletherapy 
calibration expert is an essential 
clement in ensuring the safe use of a 
teletherapy unit The Commission has 
made a judgment that only an individual 
with special training and experience can 
determine the operating characteristics 
of the licensee's teletherapy unit and 
should therefore be identified on the 
license. 

Section 35StO Safety instructions. 

Emergency instructions must be 
posted to remind individuals of the 
proper steps to be taken in case of an 
emeigency and to idemtify individuals to 


be noHRed in an emergency. The 
Commission believes this Is also an 
appropriate place to remind workers 
that it is important to ensure that only 
the patient is in the room before turning 
the unit om The reminder is necessary 
because it is possible that when two 
workers are stationed on one 
tele therapy unit one worker may 
inadvertently turn the unit on when the 
other worker is still in the treatment 
room, or a worker may turn the unit on 
to check its operation after a patient or 
co-worker has entered the treatment 
room without telling the worker at the 
control console. 

The special instruction for teletherapy 
workers is needed because this is the 
one type of medical use of byproduct 
material in which a worker or member 
of the public could receive a high, whole 
body dose in a matter of minutes if the 
source were not used siifely. 

Section 35.615 Doors, interheks, and 
warning systems. 

NCRP Report No. 57, "Instnunentation 
and Monitoring Methods for Radiation 
Protection.'* on page 42. states that a 
survey of a new teletherapy facility 
must determine that . . All entrances 
into the irradiation room or other high 
radiation areas are provided with 
barriers equipped with interlocks that 
are not dependent on the operation of a 
single dreuit. and that will interrupt 
radiation production when the barrier is 
opened.'* There have been incidents in 
irradiation facilities in which personnel 
were unnecessarily exposed to radiation 
because door interlocks or alarms were 
intentionally bypassed for convenience. 
See. for example, cases 19,21. and 28 in 
NUREG/BR-OOOl. "Case Histones of 
Radiography Events," vol 1.1980. If the 
interlocks and warning systems had not 
been bypassed, personnel would not 
have been irradiated. The Commission, 
however, has made a judgment that the 
dual warning system of a door interlock 
and a radiation monitor in the 
teletherapy room obviates the need for 
the dual circuit door interlock 
recommended In the report. 

The beam condition indicator light 
will indicate to workers about to enter 
the room whether the unit is turned on 
or off. 

Section 35.020 Possession of survey 
instrument 

The licensee needs a survey 
instrument on hand as a backup room 
monitoring device in case the radiation 
monitoring device fails. 


Section 35.621 Radiation monitoring 
device. 


The radiation monitoring device is 
needed to indicate radiation levels in 
the tcletherapy room if the interlocks or 
the warning systems fail Individuals 
may be unnecessarily exposed following 
the failure of the source retraction 
mechanism coupled with a failure of the 
primary beam condition indicator 
system. Therefore, { 35.621 requires 
licensees to install a permanent 
radiation monitor in each teletherapy 
room, to check its operation before using 
the tcletherapy unit, and to use portable 
survey instrument or personal audible 
alarm dosimeter if the monitor is 
inoperable. Similar requirements were 
published as a propoe^ rule on April 
28,1982 (47 FR 18131), and were adopted 
in a final rule published January 18.1983 
(48 FR 2116). 


Section 35.622 Viewing system. 


If a patient moved during a therapy 
administration, thia could result in a 
radiation dose to healthy tissue and no 
dose to the treatment area. Therefore, a 
viewing system Is needed to monitor the 
orientation of the patient and the 
teletherapy unit to asaure the prescribed 
application of radiation. 


Section 35.030 Dosimetry equipment 


Dosimetry equipment is needed to 
measure radiation output. In order to 
help assure accuracy the equipment 
must be calibrated. The equipment 
requirements are the same as the 
current S § 35.22 and 35.23. This section 
also contains the proposed resolution of 
the petition filed by the American 
Association of Physicists in Medicine. 
Petition Docket No. PRM 35-2 (see 47 FR 
4311, January 29.1982). Cuncntly, 
regulations require that primary 
dosimetry equipment be calibrated 
every two years. The petitioner 
requested that this two year requirement 
be relaxed to four years It two yeen 
after calibration, the primary dosimetry 
system is intercompared with a system 
that was calibrated within the past two 


^ears. and the results of the 
ntercomparison indicate that the 
:allbration factor used to convert an 
nstniment reading to a dose 
ncasurement had not changed by more 
ban two percent. (Intercomparison 

ncetings are occasionally ^ 

leverai qualified teletherapy calibrat o 
•xperts within a geographic area, wen 
jxperl takes a dosimetry systeni oi 
imitor metrological quality 
neeting. Each dosimetry system m 
s exposed to the same radiation 
rom a teletherapy unit. The response o 
►ach dosimetry system can then oc 
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compared to the response of the other 
systems. If each system measures the 
tame radiation dose in rads, this 
provides assurance that each system is 
working properly. Note that when 
instruments of different metrological 
quality are exposed to the same 
Illation dose, it is referred to as a 
comparison rather than an 
Intcrcomparison.l This suggestion has 
been incorporated into these proposed 
regulations. The petitioner also asked 
that the licensee be required to make 
quarterly constancy checks to assure the 
consistency of operation of the 
dosimetry system. The Commission did 
not incorporate this suggestion because 
it is no! aware of any scientific study 
that shows that such checks, when made 
with currently available equipment, are 
capable of detecting small but 
significant changes in calibration. 
Therefore, the Commission has no basis 
to assume that periodic constancy 
checks would necessarily provide 
increased assurance of proper operation. 

Section 35,632 Full calibration 
measurements. 

Full calibrations are needed to ensure 
that the given dose is the same as the 
prescribe dose. The required frequency 
of full calibrations remains unchanged 
from that of the current Part 35. The test 
for timer accuracy has been clarified to 
include on-off error, llic accuracy of 
localization devices that are used to 
position the telethcrapy patient has 
been added to minimize the risk of 
unintentional irradiating healthy tissue. 
The function of mechanical and 
electrical interlocks that are used to 
limit the directions in which the beam 
can be aimed, and thereby reduce the 
exposure rate in uncontrolled areas, has 
also been added. The licensee need no 
lonwr perform all measurements with a 
talibraled dosimetry system. Instead, 
the calibrated dosimetry system need 
only be used for one representative 
Dieasurcment. and then a relative 
^posure rate measurement system can 
oe used to complete the calibration. This 
Would allow for use of computer- 
controlled dosimetry systems that are 
capable of making precise relative 
uicasurements but are not suitable for 
»c^ing absolute output measurements. 

The Commission proposes to allow 
licensees to use either the currently 
esquired calibration procedure or a new 
Pr^edurc that was recently published. 
The new procedure is generally 
^nsidered more scientifically rigorous. 

ut the Commission believes that either 
procedure provides an adequate 
of teietherapy dose rate. 

The exposure rate from a radioactive 
•ource goes down as time progresses 


due to source radioactive decay. To 
ensure accurate dose delivery, the 
regulation requires that licensees 
mathematically take this into account in 
calculating patient doses. The regulation 
requires that the licensee use time 
periods of not longer than one month 
when making decay calculations. This 
will ensure that the actual dose does not 
differ from the calculated dose by more 
than one percent due to this decay error. 

Section 35,633 Periodic spot-checks, 
and § 35.642 Safety checks for 
teietherapy facilities, 

A monthly spot-check is required by 
( 35.22 of the current regulations to 
ensure that the teietherapy unit is giving 
the expected radiation dose. The 
following changes from current 
requirements have been made. Timer 
accuracy has been clarified to include 
on-off error. The accuracy of 
localization devices has been added. 
Error in either may result in incorrect 
administration of radiation. The 
qualified teietherapy calibration expert 
must review the results of the spot- 
check measurements within fifteen days, 
and must notify the licensee in writing 
of the results of the monthly check, to 
assure the licensee and the Commission 
that the check results were reviewed by 
a qualified individual. The Commission 
has mode a judgment that a response 
period of less than fifteen days would be 
unreasonably expensive. 

A requirement to check certain safety 
systems in the teietherapy facility has 
been added. These checks are needed to 
assure that safety systems required by 
other sections of the regulations are 
working properly. They need not be 
performed by the qualified teietherapy 
calibration expert. Devices that are not 
working must be promptly repaired in 
order to assure safety in the teietherapy 
facility. In case of failure of the viewing 
system, the regulation would allow the 
physician to decide whether treatments 
should be interrupted. This would not 
relieve the licensee from the 
requirement to promptly repair the 
viewing system. The regulation would 
require that the teietherapy unit not be 
used in case of door interlock failure 
because that is the mechanism that 
protects workers and the public from 
unintentional irradiation. However, the 
Commission invites comment as to 
whether additional administrative 
procedures or personal supervision 
would provide an acceptable balance of 
worker safety and medical use needs. 

Section 35,641 Radiation surveys for 
teietherapy facilities. 

The Commission has used these 
maximum and average permissible 


source leakage radiation levels for 
several years as license conditions. 

They are consistent with guidance from 
the NCRP in Its Report No. 33. ‘‘Medical 
X-ray and Gamma-ray Protection for 
Fjiergies up to 10 MeV-Equipment 
Design and Use,** Section 4.2.2. The 
Commission l^s made a judgment that 
they are sufficiently restrictive to keep 
exposures as low as reasonably 
achievable. The required location of the 
collimators during the head leakage 
surv'ey is a new specification. It is based 
on the fact that, for individuals who 
receive most of their radiation dose from 
^working around a source in the “off 
position, the collimators will normally 
be at the setting used for the last * 
treatment. 

Seclion 35,643 Modification of 
teietherapy unit or room before 
beginning a treatment program. 

The section is needed to require that 
licensees take prompt action to reduce 
exposure rates in uncontrolled areas 
that may be caused by errors in design 
or construction of the teietherapy 
facility. 

Section 35,644 Reports of teietherapy 
sun^eys, checks, tests, and 
measurements. 

Given the potential for high exposure 
to workers and the public from 
improperly installed teietherapy units, 
the radiation surv'ey information 
required by S 35.544 is needed to assure 
that teietherapy units have been 
properly installed and are sufficiently 
shielded to ensure compliance with the 
exposure limits of Part 20. 

Section 35.545 Five year inspection. 

Many licensees replace teietherapy 
sources at five year intervals. Requiring 
a mechanical check at five year 
intervals helps to assure that the source 
exposure mechanism is in good working 
order and will not stick in the exposed 
position. The mechanic who exchanges 
sources and inspects units can remove 
the source, inspect the drawer 
mechanism, and then install the new 
source. More frequent checks would 
require greater time near a very 
radioactive source. Less frequent checks 
would not be sufficient to assure the 
continuous proper operation of the 
exposure mechanism. The identification 
information in the record is needed to 
establish which unit was inspected, 
when, and by whom. The remaining 
information is needed so the 
Commission may determine that the 
inspection was of sufficient depth to 
assure the health and safety of workers 
and the public. 
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Subport}—Training and Experience 
Requirements 

A combination of theoretical and 
practical training and experience is 
necessary to assure the safe use of 
byproduct material The criteria in this 
subpart were developed by the staff 
with the advice of the Advisory 
Committee on the Medical Use of 
Isotopes (ACMUI). The requirements for 
the Radiation Safety Offic^ have not 
been published before. The 
requirements for authorized users are 
similar to those published as an 
amendment to Appendix A of 
Regulatory Guide 10.8. *T^uide for the 
Preparation of Applications for Medical 
Programs/* in the Federal Register on 
December 2,1982 {47 FR 54376). The 
requirements for the qualified 
tcletherapy calibration expert are 
similar to those required of a qualified 
expert pursuant to the current | 35.24. 

Consistent with current practice, if 
individuals do not meet the training and 
experience standards, the NRC will 
review their credentials with regard to 
the materials requested and these 
standards and make authorizatioas on a 
case^by-case basis. 

The Commission has received and is 
reviewing suggested altenative training 
standards for some methods of use. The 
review is being handled as a separate 
project. If any changes in training 
standards come out of that project they 
will be ptibiished for public comment 
and incorporated into this subperl or 
elsewhere, as appropriate. 

Sections 35.900(a), 35,920(a), 35.920(o), 
35.930 (q), 35.940(a). 35.941(a). 35.960(o). 
35.960(a), and 35.961(a). concerning 
certification. 

The Commission has made a judgment 
that in some cases, certification by an 
appropriate professional board provides 
proof of adequate training and 
experience because the criteria which 
must be met to attain certification are 
more stringent than the training and 
experience required by the Commission. 

Section 35900(c) A uthorized user as a 
Radiation Safety Officer. 

The training and experience required 
by the Commission indudes safety 
considerations for the byproduct 
material that the authorized user may 
use. Therefore, authorized oaera are 
qualified to oversee the safe use of 
byproduct material that they are 
authorized to uae pursuant to the 
conditions of the license. 


Sections 35M0(b), 3SS10(b), 35920(b), 
35.930(b). 35940(b). 35.941(b), 35950(b). 
35.960(b), and 35.961(b) Training and 
experience. 

The criteria identiFied in these 
sections were developed by the staff 
with the assistance of the ACMUl over 
the past several years. The Commission 
has made a judgment that for each type 
of use. the training and experience 
described Is necessary to ensure the 
safe use of byproduct material. The 
duration of training and experience is 
usually specified in dassroom (not 
credit) hours. Training may be received 
as part of a forma) program at an 
accredited university, at a proprietary 
school from an equipment or 
radiopharmaceutical manufacturer, or 
elsewhere. NRC will carefully review 
this information before listing an 
individual on a license. Supervised work 
experience must be receiv^ at an 
institution under an authorized user 
preceptor because usually only such an 
individual is qualified to teach the 
clinical use of byproduct material and. 
if the experience were not received at 
an institution, the student %vould be less 
likely to receive experience with all the 
methods of use commonly used or all 
the management problems associated 
with the safe handling of byproduct 
material 

Sections 35.910(c) and35.920(c) 
Integrated programs. 

The Accreditation Council for 
Graduate Medical Education (ACGME) 
reviews and approves training programs 
for physicians. Approval of these 
training programs is based. In pari on 
adequate radiation safety content The 
Commission has made a judgment that 
individuals who have successfully 
completed an approved training program 
have received suiiridant training and 
experience to use byproduct material 
safely. 

Sections 35.901 and 35.970 Current 
Radiation Safety Officers and 
A uthorized users. 

The staff has reviewed and found 
acceptable the training and experience 
of each individual who la currently 
listed as a Radiation Safety Officer or 
an authorized user. Further review of the 
credentials of these individuals Is 
unnecessary. 

Section 35S71 Physician training 
exception. 

In addition to the ACGME. the 
American Board of Radiology, the 
American Board of Osteopathic 
Radiology, and the American Board of 
Nuclear Medicine review and approve 


nuclear medicine training programs for 
physicians. These three ^ards 
independently arrived at the conclusion 
that while currently acceptable, a three 
month training program may not allow 
sufRcient time in the future to provide 
the training and experience needed to 
develop a satisfactory level of expertise 
in nuclear medicine* including ra^ation 
safety. All three boards and the ACGME 
have therefore extended their training 
programs to six months duration for 
those who begin their training after June 
30.1984. The Commiaaion has made a 
judgment that, in the meantime, 
individuala who have successfully 
completed an approved three month 
training program have received 
sufficient training and experience to use 
byproduct material safely. 

Section 35J972 Recentness of Training. 

Radiation safety regulations and 
practices may be expected to change 
with time. The Commission has made a 
judgment that training received within 
the five years preceding submittal of an 
application is su^iclently up-to-date to 
assure the safe use of bypr^uct 
material If an individual received 
training more than five years before the 
application and has not had continuing 
involvement in the field* training must 
be repeated. 

Subpart K^Enforcement 
Section 3SS90 Violations. 

This section gives notice that the 
Commission will initiate legal 
proceedings if necessary to enforce 
requirements. 

Section 35.999 Resolution of 
conflicting requirements during 
transition period. 

As discussed before, to allow for an 
orderly transition from licenses granted 
under the present regulations to Hcenset 
granted under the new regulations, if 
there is a conflict between the final role 
and a licensee*8 radiation safety 
program as described In the statements, 
representations, and procedures 
submitted In support of the license 
request and if the license was 
before the effective date of the fin^l tuit 
and has not been renewed, the 
requirements end authorizations of inc 
licensee’s radiation safety program will 
take precedence over the final ruw* 
However, if the licensee exercises its 
right to make a radiation safety 
change as authorized under J 35.3^ 
changed procedure must be in sccora 
with the revised regulation. 
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Conforming Amendment 

Section 31.2 2 General license for use 
of byproduct material for certain in 
vitro clinical or laboratory testing. 

Many medical use licensees now use 
byproduct material for in vitro %vork 
under the provisions of current SS 31.11 
and 35.14(c). The proposed conforming 
amendment grandfathers them. In the 
future, new and renewal applicants will 
have to specifically request permission 
to use i 31.11 materials as a separate 
line item on their applications. The use 
of materials listed in { 31.11 within the 
inventory limits of that section will only 
be subject to the requirements of that 
section: consistent with current 
regulations, the use of materials listed in 
f 31.11 will not be subject to the 
requirements of Parts 19, 20. 21, and 35 
except for the Mock Iodine-125 disposal, 
loss or theft, and notification clause of 
i 31.11(f). 

Derivation Table 

The following derivation table 
identifies the origin of each section of 
the proposed regulations. Sources of the 
propos^ regulations include 10 CFR 
Parts 19, 30. and 35, Federal Register 
Notices (FR), frequently used license 
conditions, licensing staff policy, current 
regulatory guides (RG), Office of 
Inspection and Enforcement bulletins, 
the United States F^annacopeia. and 
new text prepared by staff. 
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Finding of No Significant Environmental 
Impact: Availability 
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Soveming the medical use of byproduct 
material The Commission has 
determined under the National 
Environmental Policy Act of 1989. as 
amended, and the Commission's 
regulations in Subpart A of 10 CFR Part 
51. that promulgation of this regulation 
is not a major Federal action 
significantly affecting the quality of the 
human environment and therefore an 
environmental impact statement is not 
required. The radiation levels and 
release of byproduct material authorized 
by this proposed revision are consistent 
with the Commission's other regulations 
and internationally accepted standards. 
Most radiation experts agree that levels 
and releases that are within these 
regulations and standards will not have 
a significant effect on the quality of the 
human environment. The assessment 
analyzes the possible impact of release 
of radioactive patients, the 
transportation of byproduct material for 
medical use. storage, and control of 
aerosols and gases, waste disposal by 
decay-ln-storage. and dose rates outside 
teletherapy rooms. The environmental 
assessment and Finding of no significant 
impact on which this determination is 
based are available for public inspection 
at the NRC Public Document Room, 1717 
H Street NW. Washington. DC. Single 
copies of the evironmental assessment 
and Finding of no significant impact are 
available from Mr. McElroy (See "For 
further information contact:" heading). 

Paperwork Reduction Act Statement 

This proposed rule amends 
information collection requirements that 
are subject to the Paperwork Reduction 
Act of 1900 (44 U.S.C 3501 et seq.). This 
rule has been submitted to the Ofhee of 
Management and Budget for review and 
approval of the paperwork 
requirements. 

Regulatory Analysis 

The Commission has prepared a draft 
regulatory analysis on this proposed 
regulation. The analysis examines the 
costs and benefits of the alternatives 
considered by the Commission. The 
draft analysis is available for inspection 
in the NRC Public Document Room. 1717 
H Street NW. Washington. DC Single 
Copies of the analysis may be obtained 
from Mr. McElroy (see "For further 
information contact:" heading]. 

The Commission requests public 
conunent on the draft regulatory 
analysis. Comments on the draft 
analysis may be submitted as indicated 
in the ADDRESSES heading. 

Regulatory Flexibility Certification 

Based on the information available at 
this stage of the rulemaking proceeding. 


in accordance with section 60S(b] of the 
Regulatory Flexibility Act of 1980, the 
Commission certifies that this proposed 
rule, if promulgated, will not have a 
signifleant economic impact on a 
substantial number of small entities. The 
NRC has issued approximately 2500 
medical licenses under 10 CFR Part 35. 
Of these, approximately 2200 arc held 
by institutions, and approximately 300 
by Individual physicians. Most of the 
institutional licensees are community 
hospitals. The Small Business 
Administration size standards, 13 CFR 
Part 121. (49 FR 5037; February 9.1984) 
classify a hospital or physician's office 
as a small entity if its average gross 
annual receipts do not exceed ^.5 
million. Under these size standards, 
some NRC medical licensees could be 
considered "small entities" for purposes 
of the Regulatory Flexibility Act. 

The number of medical licensees that 
would fall into the small entity category 
does not constitute a substantial number 
for purposes of the Regulatory 
Flexibility Act. 

The primary objective of the proposed 
rule is to simplify the medical licensing 
process by consolidating requirements 
without lessening the protection 
necessary for public health and safety. 
This will be accomplished through 
incorporation of frequently used license 
conditions into the regulations and the 
elimination or modification of 
requirements that are not essential to 
the protection of public health and 
safety. These steps will make it easier 
for a licensee to determine what is 
required to obtain a license and what is 
required of licensees. Therefore, there 
should not be a signiFicant economic 
impact on these small entities. 

The Commission has prepared a 
preliminary regulatory analysis for this 
proposed regulation which contains 
information concerning the anticipated 
economic effect of this regulation on 
licensees and presents the basis for the 
Commission's belief that the proposed 
regulation would not result in significant 
additional costs to any licensees. It is 
available for public inspection in the 
NRC Public Document Room at 1717 U 
Street NW.. Washington. DC. Single 
copies arc available from Mr. McElroy 
(see "For further information contact:" 
heading). 

Because of the widely differing 
conditions under which licensees 
covered by this proposed regulation 
operate, the Commission specifically 
seeks public comment from small 
entities. Any small entity subject to this 
regulation which determines that, 
because of its size, it is likely to bear a 
disproportionate adverse economic 


impact should notify the Commission of 
this in a comment that indicates: 

(1) The licensee's size in terms of 
annual Income or revenue, number of 
employees and. if the licensee is a 
treatment center, the number of beds 
and patients treated annually; 

(2) How the proposed regulation 
would result In a significant economic 
burden on the licensee as compared to 
that on a larger licensee: 

(3) How the proposed regulations 
could be modiRed to take into account 
the licensee's differing needs or 
capabilities; 

(4) The beneFits that would be gained 
or the detriments that would be avoided 
to the licensee, if the proposed 
regulations were modified as suggested 
by the Commenten and 

(5) How the regulation, as modified, 
would still adequately protect public 
health and safety. 

List of Subjects 

20 CFR Part 30 


Byproduct material, Govommenl 
contracts. Intergovernmental relations. 
Ispptes, Nuclear materials. Penalty, 
Radiation Protection, Reporting and 
recordkeeping requirements. 

20 CFR Part 31 

Byproduct material. Labeling. Nuclear 
materials. Packaging and containers. 
Penalty, Radiation protection. Reporting 
and recordkeeping requirements, 
Scientific equipment. 

20 CFR Part 32 

Byproduct materials. Labeling. 
Nuclear materials. Penalty, Radiation 
protection. Reporting and recordkeeping 
requirements. 

20 CFR Pari 35 

Byproduct material, Drugs, Health 
devices, Health professions. 
Incorporation by reference. Medical 
devices. Nuclear materials. 
Occupational safety and health. Penalty, 
Radiation protection. Reporting and 
recordkeeping requirements. 


FR Part 40 

^vemment contracts. Hazardous 
—transportation. Nuclear 
trials. Penalty, Reporting and 
rdkeeping requirements. Source 
}rial. Uranium. 

ider the authority of the Atomic 
gy Act of 1954. as amended, the 
gy Reorganization Act of 1 ®74, as 
nded, and 5 U.S.C, 553 the NRC is 
nosing to adopt the following 

lion of 10 CFR Part 35 and the 

iwinfl amendments to 10 CFR P«r ^ 
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1.10 CFR Part 35 is revised to read as 
follows: 

PART 35—MEDICAL USE OF 
BYPRODUCT MATERIAL 

Subpart A—Ceneral lofocmatlon 

35,1 Purpose end scope. 

3S2 License required 

3SJ Infannatkm collection requiremenU: 

0MB approviL 
35.15 Definitions. 

3116 Application for license. amendinenL 
or renewal. 

3117 License amendments. 

35.18 Notifications. 

3528 License issuance. 

3129 SpodBc exemptions. 


Subpart F—Radlophamiacetftictls for 
Therapy 

35.300 Use of radiopharmaceuticals for 
therapy. 

35.310 Safety instruction. 

35J15 Safety precautions. 

35.320 Possession of survey instruments. 

Subpart O—Sourcet for Brachytherapy 

35.400 Use of sources for brachytherapy. 
35.404 Release of patients treat^ with 
temporary implants. 

35.406 Brachytherapy aourcet inventory. 
35.410 Safety instruction. 

35.415 Safety precautions. 

35.420 Possession of survey Instrument 

Subpart H—Seated Sources for Dtagnoaia 

35.500 Use of sealed sources for diagnosis. 
35.520 Availability of surv'ey instrument. 


Subpart B—Oeoeral Adminlatrattve 
Requlramenta: 

3130 ALARA program. 

3131 Radiation Safety Officer. 

3532 Radiation Safety Committee. 

3133 Requiremenl for authority and 

fltalemqnl of responsibiiittea. 

35.34 Visiting authorixed uaer. 

3135 Mobile nuclear medicine service 
administrative requirements. 

3136 Radietion safety program changes. 
35.37 Records and reports of 

nusadministrationa. 

3538 Supervision. 

35.49 Suppliers. 


Subpart C-Ceneral Tectinicsl 
Rsquiremants 


35.50 Possession, use. calibration, and check 
of dose calibrators. 


3551 Calibration and check of survey 
instruments. 

3553 Mesiurement of radiopharmaceutical 
dosages. 

3558 Authorisation for calibration and 
reference sources. 

35.59 RequiremenU for possession of sealed 
sources and brachytherapy sources. 

3160 Syringe shields. 

3161 Vial ^elds. 

3552 Syringe labels. 

3553 Vial shield labels. 

3170 Surveys for contamination and 
ambient radiation exposure rata. 

35.75 Release of patients containing 
rudinpharmactuUcals or permanent 
impUnts. 


3550 Mobile nuclear medldne service 
technical requirements. 

3550 Storage of volatiles and gases. 
35.92 Decay in storage. 


Subpart D-^iptaka, DNutlon, and Eacrafion 
35.100 Use of radlopbarmaceutlcals for 
ax dilution, and excretion studies. 

«120 Possession of survey instrument. 

Subpart E-Imaging and Localization 
35300 Use of radiopharmaceuticals. 

fiei^to^ and reagent kits for Imaging 

®nd localisation itudlcs. 

^ 204 Permissible molybdenum^ 
concentratioa 

and gases. 

Possession of survey Instruments 


Subpart I—Telethorapy 

35.600 Use of a sealed source in a 
teletherapy unit 

35.005 Maintenance and repair restrictions. 

35.606 Amendments. 

35.610 Safety instruction. 

35.615 Doors, Interlocks, and warning 
systems. 

35.620 Possession of survey instrument 

35.621 Radiation monitoring device. 

35.622 Viewing system. 

35.630 Dosimetry equipment 

35.632 Pull calibration measurements. 

35.633 Periodic spot^checks. 

35.641 Radiation surveys for teletherapy 
facilities. 

35.642 Safety checks for teletherapy 
facilities. 

35.643 Modification of teletherapy unit or 
room before beginning a treatment 
program. 

35.644 Reports of teletherapy surveys, 
checks, tests, and measurements. 

35 645 Five-year inspection. 

Subpart J—Training and Expailanca 

Raquiramenta 

35.900 Radiation Safety Office. 

35.901 Training for experienced Radiation 
Safety Officer. 

35.910 Training for uptake, dilution, and 
excretion studies. 

35ii20 Training for imaging and localization 
studies. 

35.930 Training for therapeutic use of 
radiopharma cautica Is. 

35.940 Training for therapeutic use of 
brachytherapy sources. 

35.941 Training for ophthalmic use of 
strontium-sa 

35.950 Training for use of sealed sources for 
diagnosis. 

35.960 Training for teletherapy. 

35.901 Training for qualified toletherapy 
calibration expert. 

35.970 Training for experienced authorized 
users. 

35.971 Physician training in a thret month 
program. 

35 972 Recentnesi of training. 

Subpart K—Enfor co fnant 

35.990 Violations. 

35.990 Resolution of conflicting 

requirements during transition period. 


Authority: Secs. 81,161.162,163.68 Stat 
935. 946 953, 954. as amended (42 U.S.C 2111, 
2201. 2232. 2233); sec. 201, 88 Stat. 1242, as 
amended (42 U.S.C 5641). 

For the purposes of sec. 223, 68 Stat. 956. as 
amended (42 U.S.C 2273); H 35.2. 35.17, 35.30 
(a) and (b), 35.31 (a) and (b). 35.32. 35.33. 
35.34(a). 35.38(a). 3548, 35.49. 3560 (a)-(d). 
3561 (aHd). 3563 (a) and (b), 35.59 (aHc), 
(e)(1)* (g) and (h), 35.66 3561. 35.82,35 63. 
35.70 (aHO* 35.75. 3560 (a)-(e). 35Jia 
3562(a). 35.100(b). 35.12a 35600 (b) and (c). 
35604 (a) and (b), 35605,35.22a 35.310(a), 
35615, 3562a 3S.40a 35.404(a). 35.406 (a) and 
(c). 35.410(a). 35.415. 35.420. 3560a 35620. 
35.605, 35.eoa 35.610 (a) and (b). 35615. 

3562a 3S621 (a)-(d), 35.621 (f) and (g), 35.822. 
35.630 (a) and (b), 35.632 (a)-(f), 35.633 (a)-(i). 
35.641 (a) and (b), 35.642 (a) and (b), 35643 (a) 
and (b). 35645 (a) and (b). 35.90a 35.9ia 
35.92a 3563a 35.94a 35.941. 35.9Sa 3566a 
3S661, 35.97a and 35.971 are issued under 
sec. 161b. 68 Stat 946 as amended (42 U6.C 
2201(b)); and S| 35.18.35.30(c), 35.31(b), 
3632(b), 35.33(b). 35.34 (a) and (c), 3S.35(b), 
35.36(b), 35.37 (aHci)< 3560(e), 35.51(e), 
35.53(c), 3569 (d) and (eH2). 3569 (g) and (i), 
35.70(g). 3560(0. 35.92(b). 35.204(c). 35610(b), 
35.315(b), 35.404(b), 35.406 (b) and (d). 
35.410(b). 35.415(b), 35.ei0(c). 35.821(e), 
35.630(C), 35632(g). 35.6530)* 35.641(c). 
35.642(c). 35 643(c). 35.644 and 35.645(c) are 
Issued under sec. Idio, 66 Stat 050 aa 
amended (42 U6.C 2201(o)). 

SubfMirt A—General Information 

i 35.1 Furpoee and scope. 

This part prescribes requirements and 
provisions for the medical use of 
byproduct material and for issuance of 
speciRc licenses authorizing the medical 
use of this material. These requirements 
and provisions provide for the 
protection of the public health and 
safety. The requirements and provisions 
of this part are in addition ta and not In 
substitution for, others in this chapter. 
The requirements and provisions of 
Parts 19. 20. 21. 30, H. and 170 of this 
chapter apply to applicants and 
licensees subiect to this part unless 
specifically exempted. 

1356 Licsoss rsquirsd. 

(a) No person shall manufacture, 
produce, acquire, receive, possess, use, 
or transfer b^roduct mat^al for 
medical use except in accordance with a 
specific license issued by the 
Commission or an Agreement State and 
as allowed in paragraph (b) of this 
section. 

(b) An individual may receive, 
possess, use, or transfer byproduct 
material in accordance with the 
regulations In this chapter under the 
supervision of an authorized user as 
provided in { 35.36, unless prohibited by 
license condition. 
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{ 35.8 lnf<Knuition collection 
requirements. OMB approval. 

(a) The Commission has submitted the 
information collection requirements 
contained in this part to the Office of 
Management and Budget (OMB) for 
approval as required by the Paperw'ork 
Reduction Act of 1980 (44 U.S.C 3501 et 
seq.). OMB has approved the 
information collection requirements in 
this part under control number 3150- 

(b) The approved information 
collection requirements contained in this 
part appear in §§ 35.16. 35.17, 35.18, 
35.30(c). 35.31(b). 35.32(a). 35.33(b). 
35.34(c). 35.35(bl. 35.36, 35.37(a)-(d). 
35.50(e). 35.51(e). 35.53(c). 35.59 (d). (e). 
(g). and (i), 35.62, 35.83. 35.70(g). 35.80(0. 
35.92(b). 35.204(c). 35.310. 35.315, 
35.404(b). 35.406, 35.410(b). 35.606, 35.610, 
35.621(e). 35.630(c). 35,632(g). 35.633 (e). 
and (i), 35.641(c), 35.642(c). 35.643(c). 

35 644, and 35.645(c). 

$35.1$ Deflnitlont. 

•‘Agreement Slate** means any State 
with which the Commission or the 
Atomic Energy Commission has entered 
into an effective agreement under 
subsection 274b of the Atomic Energy 
Act of 1954. as amended. 

“ALARA** means as low as 
reasonably achievable. 

"Area of use" means a portion of a 
physical structure (hat has been set 
aside for the purpose of receiving, using, 
or storing byproduct material. 

"Authorized user" means a physician, 
dentist, or podiatrist who is Identified as 
an authorized user on a Commission or 
Agreement State license that authorizes 
the medical use of byproduct material. 

"Dentist" means an individual 
licensed by a State or Territory of the 
United States, the District of Columbia, 
or the Commonwealth of Puerto Rico to 
practice dentistry on humans. 

"Management" means the chief 
executive ofTicer. 

"Medical Institution" means an 
organization in which several medical 
disciplines are practiced. 

"Medical use" means the intcnational 
internal or external administration of 
byproduct material, or the radiation 
therefrom, to human beings in the 
practice of medicine in accordance with 
a license issued by a Stale or Territory 
of the United States, the District of 
Columbia, or the Commonwealth of 
Puerto Rico. 

"Misadministration" means the 
administration of: 

(1) A radiopharmaceutical or 
radiation from a sealed source other 
than the one intended: 

(2) A radiopharmaceutical or 
radiation to the wrong patient; 


(3) A radiopharmaceutical or 
radiation by a route of administration 
other than that intended by the 
prescribing physician: 

(4) A diagnostic dosage of a 
radiopharmaceutical differing from the 
prescribed dosage by more than 50 
percent; 

(5) A therapeutic dosage of a 
radiopharmaceutical differing from the 
prescribed dosage by more than 10 
percent: or 

(6) A therapeutic radiation dose from 
a sealed source such that errors in the 
source calibration, time of exposure, and 
treatment geometry result in a 
calculated total treatment dose differing 
from the final prescribed total treatment 
dose bv more than 10 percent. 

"Mobile nuclear medicine service" 
means the transportation and medical 
use of byproduct material. 

"Output" means the exposure rate, 
dose rate, or a quantity related in a 
known manner to these rates from a 
teletherapy unit for a specified set of 
exposure conditions. 

"Physician" means a medical doctor 
or doctor of osteopathy licensed by a 
Slate or Territory of the United States, 
the District of Columbia, or the 
Commonwealth of Puerto Rico to 
prescribe drugs in the practice of 
medicine. 

"Podiatrist" means an individual 
licensed by a Slate or Territory of the 
United States, the District of Columbia, 
or the Commonwealth of Puerto Rico to 
practice podiatry on humans. 

"Qualined tcletherapy calibration 
export" means the individual identified 
as the qualified teletherapy calibration 
expert on a Commission license. 

"Radiation Safety^ Officer" means the 
individual identified as the Radiation 
Safety Officer on a Commission license. 

"Sealed source'* means any byproduct 
material that is encased in a capsule 
designed to prevent leakage or escape of 
the b)^roduct material. 

"Visiting authorized user" means an 
authorized user who is not identified on 
the license of the host. 

} 35.16 Application for license, 
amendment or renewal. 

(a) For use sited in a medical 
institution, only the institution's 
management may apply. For use not 
sited in a medical institution, any person 
mav apply, 

(b) An application for a license for 
medical use of byproduct material as 
described in §S 35.100. 35.200. 35.300. 
35.400. and 35.500 of this part must be 
made by filing an original and one copy 
of Form NRC^13, "Application for 
Materials License." For guidance in 
completing the form, refer to the 


instructions in Regulatory Guide 10.8 
Revision 2, "Guide for the Preparation of 
Applications for Medical Programs." A 
request for a license amendment or 
renewal may be submitted as an original 
and one copy in letter format. 

(c) An application for a license for 
medical use of byproduct material as 
described in $ 35.600 of this part must be 
made by filing an original and one copy 
of Form NRC-313. For guidance in 
completing the form, refer to the 
instructions contained in Regulatory 
Guide 10.—. "Guide for the Preparation 
of Applications for Teletherapy 
Programs." A request for a license 
amendment or renewal may be 
submitted as an original and one copy in 
letter format. 

(d) An applicant shall mail the 
completed request as directed below. 

(1) If the applicant is a Federal agency 
in Region 1 or is located in Connecticut, 
the District of Columbia. Delaware. 
Maine. Massachusetts. New jersey, 
Pennsylvania, or Vermont, it shall mall 
or deliver the completed application 
form to U.S. Nuclear Regulatory 
Commission. Region 1. Material 
Licensing. 631 Park Avenue. King of 
Prussia, Pennsylvania 19406. 

(2) If the applicant is a Federal agency 
in Region 11 or is located in Virginia. 
West Virginia. Puerto Rico, or the Virgin 
islands, it shall mail or deliver the 
completed application form to U.S. 
Nuclear Regulatory Commission, Region 
11. Material Licensing Section, 101 
Marietta Street, Suite 2900. Atlanta. 
Georgia 30323. 

(3) If the applicant is a Federal agenc>' 
in Region III or is located in Illinois, 
Indiana, Iowa. Michigan. Minnesota. 
Missouri. Ohio, or Wisconsin, it shall 
mail or deliver the completed 
application form to U.S. Nuclear 
Regulatory Commission. Region III. 
Material Licensing Section. 799 
Roosevelt Road. Glen Ellyn, Illinois 
60137. 

(4) If the applicant is a Federal agency 
in Region IV or is located in Oklahoma. 
Montana. South Dakota, or Wyoming. It 
shall mail or deliver the completed 
application form to U.S. Nuclear 
Regulatory Commission. Region IV. 
Material Licensing Section, 611 Ryan 
Plaza Drive, Suite 1000, Arlington. Texas 
76011. 

(5) If the applicant is a Federal agenc) 
in Region V or is located in Alaska. 
Hawaii, or Guam, it shall mail or deliver 
the completed application form to U.S. 
Nuclear Regulatory Commission. Region 
V. Material Licensing Section. ^^50 
Maria Une. Suite 210. Walnut CrecK. 
California 94596. 
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(e) If the applicant is located in a 
State, territory, or possession that is not 
mentioned in paragraphs (d) (1) through 
(5) of this section, it shall; 

(1) Mail the completed application 
form to the Director, Office of Nuclear 
Material Safety and Safeguards. U.S. 
Nuclear Regtilatory Commission, 
Washington, DC 20555. or 

(2) Deliver the completed application 
form to the Cdmmission offices at: 

(i) 1717 H Street NW., Washington. 

DC, or 

(ii) 7915 Eastern Avenue, Silver 
Spring, Maryland. 

{35.17 Ucensa amendments. 

A licensee shall apply for and must 
receive a license amendment: 

(a) Before it uses byproduct material 
for a method or type of medical use not 
permitted by the license issued under 
this part; 

(b) Before it permits anyone, except a 
visiting authorized user described in 

{ 35.34, to work as an authorized user 
under the license: 

(c) Before it changes Radiation Safety 
Officers or Qualified Telethcrapy 
Calibration Experts; 

(d) Before it receives byproduct 
material in excess of the amount 
authorized on the license; and 

(e) Before It adds to or changes the 
location or locations of use or mailing 
address identified on the license. 

(35,18 Notifications, 

A licensee shall notify the 
Commission by letter within thirty days 
when an authorized user. Radiation 
Safety Officer, or Qualified Teletherapy 
Calibratian Expert, permanently 
discontinues performance of duties 
under the license. It shall mail the report 
to the appropriate address identified In 
(35,16. 

( 35,28 Ucensa IssAMnea. 

Hie Commission shall issue a license 
for the medical use of byproduct 
material for a term of five years if: 

(a) The applicant has filed Form NRC- 
313 **Application for Materials License” 
tn accordance with the instructions in 

i 35.16; 

(b) The applicant has paid any 
applicable fee as provided in Part 170 of 
this chapter; 

(c) The Commission finds the 
iipplicant equipped and committed to 
observe the safety standards 
established by the Commission for the 
protection of the public health and 
safety; and 

(d) Hie applicant meets the 
requirements of Part 30 of this chapter. 


{ 35.29 Specific exemptions. 

The Commission may, upon 
application of any interested person or 
upon its own initiative, grant such 
exemptions from the regulations in this 
part as it determines are authorized by 
law and will not endanger life or 
property or the common defense and 
security and are othewise in the public 
interest. 

Subpart B—General Administrative 
Requirements 

S 35.30 ALARA pfogrsm. 

(a) Each medical institution licensee 
shall implement a program to maintain 
individual and collective dose 
equivalents as low as reasonably 
achievable. 

(b) To satisfy the requirement of 
paragraph (a) of this section: 

(1) Management the Radiation Safety 
Officer, and all authorized users must 
participate in the establishment, 
implementation, and operation of the 
program as required by the regulations 
or requested by the Radiation Safety 
Committee. 

(2) The program must include an 
annual re^riew by the Radiation Safety 
Committee of the types and amounts of 
byproduct material used, occupational 
dose reports or summaries, and 
continuing education and training for all 
personnel who work with or in the 
vicinity of byproduct material. The 
purpose of the review is to ensure that 
individuals make every reasonable 
effort to maintain individual and 
collective occupational dose as low as 
reasonably achievable, taking into 
account the state of technology, and the 
cost of improvements in relation to 
benefits. 

(c) A licensee shall retain a written 
description of the ALARA program for 
the duration of the license. The written 
description must include: 

(1) A commitment by management to 
keep individual and collective 
occupational dose as low as reasonably 
achievable: 

(2) A requirement that the Radiation 
Safety Officer brief management once 
each year on the byproduct material 
program; 

(3) Personnel exposure investigational 
levels that, when exceeded, will initiate 
an investigation by the Radiation Safety 
Officer of the cause of the exposure: and 

(4) Personnel exposure investigational 
levels that when exceeded, will initiate 
a prompt investigation by the Radiation 
Safety Officer of the cause of the 
exposure and a consideration of actions 
that might be taken to reduce the 
probability or recurrence. 


9 35.31 Radlatlofi Safety Officer. 

(a) A licensee shall appoint a 
Radiation Safety Officer responsible for 
implementing the radiation safety 
program. The licensee, through the 
Radiation Safety Officer, shall ensure 
that radiation safety activities are being 
performed in accordance with approved 
procedures and regulatory requirements 
in the daily operation of the licensee's 
byproduct material program. 

(b) The Radiation Safety Officer shall: 

(1) Investigate overexposures, 
accidents, spills, losses, thefts, 
unauthorized receipts, uses, transfers, 
and disposals, and other deviations from 
approved radiation safety practice and 
implement corrective actions as 
necessary; 

(2) Establish and implement written 
policy and procedures for 

(i) Authorizing the purchase of 
byproduct material; 

(ii) Receiving and opening packages of 
byproduct material; 

(iii) Storing byproduct material; 

(ivj Keeping an inventory record of 

byproduct material: 

(v) Using byproduct material safely; 

(vi) Taking emergency action if 
control of b>i)roduct material is lost; 

(vii) Performing periodic radiation 
surw^eys; 

(viii) Performing checks of survey 
instruments and other safety equipment; 

(ix) Disposing of byproduct material: 

(x) Training personnel who work in or 
frequent areas where byproduct 
material is used or stored; 

(xi) Keeping a copy of all records and 
reports required by the Commission 
regulations, a copy of these regulations, 
a copy of each licensing request and 
license and amendments, and the 
written policy and procedures required 
by the regulations. 

(3) For medical use not at a medical 
institution, approve or disapprove 
radiation safety program changes with 
the advice and consent of management; 
and 

(4) For medical use at a medical 
institution, assist the Radiation Safety 
Committee in the performance of its 
duties. 

{ 35.32 RadisUon Safety Commlttte. 

Each medical institution licensee shall 
establish a Radiation Safety Committee 
to oversee the use of byproduct 
material. Management may establish 
more than one committee to meet these 
responsibilities. 

(a) Each Committee must meet the 
following administrative requirements: 

(1) Membership must consist of at 
least three individuals and must include 
an authorized user of each type of use 
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permitted by the lioemse. the Radiation 
Safety Officer, a representative of the 
mirsing service, and a representative of 
manageneat who is neither an 
authorized user nor a Radiation Safety 
Officer. Other members may be indued 
as the licensee deems appropriate. 

(2) The Committee must meet a least 
quarterly. 

(3) To establish a quorum and lo 
conduct business, one-half of the 
Committee's membership must be 
present including the Radiation Safety 
Officer and the management's 
representative. 

(4) The minutes of each Radiation 
Safety Committee meeting roust Include: 

(i) The date of the meeting: 

(ii) Members present; 

(iii) Members absent; 

(Iv) Summarj' of deliberations and 
discussions: 

(v) Recommended actions and the 
numerical results of all ballots: and 

(vi) ALARA program reviews 
described in S 3530(b)(2). 

(5) The Committee must provide each 
member with a copy of the meeting 
minutes, and retain one copy for the 
duration of the license. 

(b) To oversee the use of licensed 
material, the Committee must: 

(1) Be responsible for monitoring the 
institutional program lo maintain 
individual and collective doses as low 
as reasonably achievable; 

(2| Review, on the basis of safety and 
with regard to the training and 
experience standards in Subpart | of this 
part, and approve or disapprove any 
individual who is to be listed as an 
authorized user, the Radiation Safety 
Ofriccr, or Qualified Telelherapy 
Calibration Expert before submitting a 
license application or request for 
amendment or renewal: 

(3) Review on the basis of safety and 
approve or disapprove each proposed 
method of use of byproduct material: 

(4) Review on the basis of safety, and 
approve with the advice and consent of 
the Radiation Safety Officer and the 
management representative, or 
disapprove procedures and radiation 
safety program chants; 

(5) Review quarterly, with the 
ussistonce of the Radiation Safely 
Officer, occupational radiation exposure 
records of ail personnel working with 
byproduct material: 

(6) Review quarterly, with the 
assistance of the Radiation Safety 
Officer, all incidents involving 
byproduct material with respect to 
cause and subsequent actions takem 

(7) Review annually, with the 
assistance of the Radiation Safety 
Officer, the byproduct material program; 
and 


(8) Establish a table of investlgalional 
levels for occupational dose that when 
exceeded, will initiate investigations 
and considerations of action ^ the 
Radiation Safety Officer. 

} 35.33 Requirement for authortty and 
statement of responsibifittes. 

(a) A licensee shall provide the 
Radiation Safety Officer, and at a 
medical institution the Radiation Safety 
Committee, sufficient authority and 
organizational freedom to: 

(1) Identify radiation safety problems: 

(2) Initiate, recommend, or provide 
solutiona: and 

(3) Verify tfnplementation of aohibons. 

(b) A licensee shall establish in 
writing the authorities, duties, 
responsibilities, and radiation safety 
activities of the Radiation Safety 
Officer, and at a medical institution the 
Radiation Safety Committee. 

} 35.34 Visiting authortzad user. 

(a) A licensee may permit any visiting 
authorized user to use licensed inaterial 
for medical use under the terms of the 
licensee's license for sixty days each 
year if: 

(1) The visiting authorized user has 
the prior written permission of the 
licensee's management and, if the use 
occurs on behalf of an institution, the 
institution's Radiation Safety 
Committee; 

(2) The licensee has a copy of a 
Commission or Agreement State license 
that identifies the visiting authorized 
user by name as an authorized user for 
medic^ use: and 

(3) Only those procedures for which 
the visiting authorized user is 
speciBcally authorized by a Commission 
or Agreement State license are 
performed by that individuaL 

(b) A licensee need not apply for a 
license amendment in order to permit a 
visiting authorized user to use licensed 
material as described in paragraph (a) of 
this section. 

(c) A licensee shall retain copies of 
the records specified in this section for 
two years after the visiting authorized 
user's last use of licensed material 
unless the visiting authorized user has 
been listed as an authorized user on the 
licensee's license. 

} 35.35 Mobile nuclear medi^ne eervk:e 
adeninistrative requifementa. 

(a) The Commission will only license 
mobile nuclear medicine service in 
accordance with Subparts D, E and H of 
this port and { 31.11 this chapter lo 
serv^e clients who do not have a 
Commission or Agreement State license 
for the materials listed in those 
Subparts. 


(b) Mobile nuclear medicine service 
licensees shall retain for the duration of 
service a letter signed by the 
management of each location where 
ser\1c8S are rendered that authorizes 
use of byproduct material. 

§ 35.36 Radiation safety program 
changes. 

(a) A licensee may change the 
radiation safety procedures and 
equipment that are used to meet 
regulatory requirements and that were 
described in the application for license, 
renewal, or amendment The licensee 
may also receive, use. and store licensed 
material (except teletherapy sources) In 
areas of use that were not identified in 
the application for license, renewal or 
amendment 

(b) A licensee shall retain for the 
duration of the license a record of each 
change. The record must include the 
effective date of the change, a copy of 
the old and new radiation safety 
procedures, equipment descriptions, or 
area floor plans, the reason for the 
change, a summary of radiation safety 
matters that were considered before 
making the change, the signature of the 
Radiation Safety Officer, and the 
signatures of the affected authorized 
users and of management or, in a 
medical institution, the Radiation Safely 
Committee's chairman and the 
management representative. 

{ 35.37 Records and reports of 
mlsedmlnlstrations. 

(a) When a misadministration 
involves any therapy procedure, the 
licensee shall notify by telephone the 
appropriate NRC Regional Office listed 
in Appendix D of Part 20 of this chapter. 
The licensee shall also oolify the 
referring physician of the affected 
patient and the patient or a responsible 
relative (or guardian), unless the 
referring physician agrees to inform w 
patient or believes, based on medical 
judgment that telling the patient or the 
patient's responsible relative (or 
guard!an).would be harmful lo one or 
the other, respectively. These 
notincations must be made within 24 
hours after the licensee discovers the 
misadministration. If the referring 
physician, patient or the patient s 
responsible relative or guardian canno 
be reached within 24 hours, the liccnseo 
shall notify them as soon as 
The licensee is not required to 
patient or the patient's responsible 
relative or guardian without Rwt 
consulting the referring physiciiw 
however, the licensee shall not delay 
medical care for the patient because o 
this. 
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(b) Within 15 days after an initial 
therapy misadministration report to 
NRC, the licensee shall report, in 
writing, to the NRC Regional Office 
initially telephoned and to the referring 
physician, and furnish a copy of the 
report to the patient or the patient's 
responsible relative (or guardian) if 
either was previously notified by the 
licensee under paragraph (a) of this 
section. The written report must include 
the licensee's name; the referring 
physician's name; a brief description of 
the event; the effect on the patient; the 
action taken to prevent recurrence: 
whether the licensee informed the 
patient or the patient's responsible 
relative (orguj^rdian). and if not. why 
not The report must not include the 
patient's name or other information that 
could lead to identification of the 
patient 

(c) When a misadministration 
involves a diagnostic procedure, the 
licensee shall notify, in writing, the 
referring physician and the appropriate 
NRC Regional Office listed In Appendix 
D of Part 20 of this chapter. Licensee 
reports of diagnostic misadministrations 
are due within 10 days after the end of 
the calendar quarters (defined by 
Marcit June, September and December) 
in which they occur. These written 
reports must include the licensee's 
name; the referring physician's name; a 
description of the event: the effect on 
the patient; and the action taken to 
prevent recurrence. The report should 
not include the patient's name or other 
information that could lead to 
identification of the patient. 

(d) Each licensee shall retain for Jen 
years a record of each 
misadministration. The record must 
contain the names of all individuals 
involved in the event (including the 
physician, allied health personnel, the 
patient and the patient's referring 
physican). the patient's social security 
number, a brief description of the event, 
the effect on the patient, and the action 
taken to prevent recurrence. 

(e) Aside from the notification 
r^uirement, nothing in this section shall 
affect any rights or duties of licensees 
and physicians in relation to each other, 
patients, or responsible relatives (or 
guardians). 

5 35.36 Supervlskm. 

A licensee who permits the receipt, 
possession, use, or transfer of byproduct 
material by an individual under the 
supervision of an authorized user as 
allowed by § 35.2(b) shall: 

(aMl) Instruct the supervised 
individual in the principles of radiation 
safety appropriate to that individual's 
use of byproduct material; 


(2) Review the supervised individual's 
use of byproduct material and the 
records kept to reflect this use: 

(3) Require the authorized user to be 
immediately available by telephone to 
the supervised individual; and 

(4) Require the authorized user to be 
able to be physically present and 
available to the 8uper\M8ed individuol 
on one hour's notice. The supervising 
authorized user need not be present for 
each use of byproduct material. 

(b) Require the supervised individual 
receiving, possessing, using or 
transferring byproduct material under 
S 35.2(b) to: 

(1) Follow the instructions of the 
supervising authorized user, 

(2) Follow the procedures established 
by the Radiation Safety Officer; and 

(3) Comply with the regulations of this 
part and the license conditions with 
respect to the use of byproduct material. 

§ 35.49 Supplierm. 

A licensee may use for medical use 
only: 

(a) Byproduct material manufactured, 
labeled, packaged, and distributed in 
accordance with a license issued 
pursuant to the regulations in Part 30 
and i 32.72, 32.73, or 32.74 of this 
chapter or the equivalent regulations of 
an Agreement State; 

(b) Reagent kits that have been 
manufactured, labeled, packaged, and 
distributed in accordance with an 
approval by the Commission pursuant to 
§ 32.73 or an Agreement State under 
equivalent regulations for the 
preparation of radiopharmaceuticals for 
medical use; and 

(c) Teletherapy sources manufactured 
and distributed In accordance with a 
license issued pursuant to Part 30 of this 
chapter or the equivalent regulations of 
an Agreement Slate. 

Subpart C—General Technical 
Requlren^ents 

S 35.50 Posaataion, uae, caUbration, and 
check of doaa callbratora. 

(a) A medical use licensee authorized 
to administer radiopharmaceuticals 
shall have in its possession a dose 
calibrator and use it to measure the 
amount of activity administered to each 
patient. 

(b) A licensee shall: 

(1) Check each dose calibrator for 
constancy with a dedicated check 
source at the beginning of each day of 
use. To satisfy the requirement of this 
paragraph, the check must be done on a 
frequently used setting with a sealed 
source of not less than 10 microcuries of 
radium-226 or 50 microcuries of any 
other photon emlyting radionuclide; 


(2) Test each dose calibrator for 
accuracy upon installation and at least 
annually thereafter by assaying at least 
two sealed sources containing different 
radionuclides whose activity the 
manufacturer has determined within 5 
percent of its stated activity, whose 
activity is at least 10 microcuries for 
rQdium-226 and 50 microcuries for any 
other photon-emitting radionuclide, and 
at least one of which has a principal 
photon energy between 100 keV and 500 
keV; 

(3) Test each dose calibrator for 
linearity upon installation and at least 
quarterly thereafter over the range of its 
use between the highest dosage that will 
be administered and 10 microcuries: and 
r (4) Test each dose calibrator for 
geometry dependence upon installation 
over the range of volumes and volume 
configurations for which it will be used. 
The licensee shall keep a record of this 
test for the duration of the use of the 
dose calibrator. 

(c) A licensee shall also perform 
appropriate checks and tests required 
by this section following adjustment or 
repair of the dose calibrator. 

(d) A licensee shall mathematically 
correct dosage readings for any 
geometry or linearity error that exceeds 
10 percent if the dosage is greater than 
10 microcuries and shall repair or 
replace the dose calibrator if the 
accuracy or constancy error exceeds 10 
percent. 

(e) A licensee shall retain a record of 
each check and test required by this 
section for two years unless directed 
otherwise. The records required in 
paragraphs (b)(1) through (b](4] of this 
section must include: 

(1) For paragraph (b)(1), the model 
and serial number of the dose calibrator, 
the identity of the radionuclide 
contained in the check source, the date 
of the check, the activity measured, and 
the initials of the individual who 
performed the check; 

(2) For paragraph (b)(2). the model 
and serial number of the dose calibrator, 
the model and serial number of each 
source used and the identity of the 
radionuclide contained In the source 
and its activity, the date of the test, the 
results of the test, and the signature of 
the Radiation Safety Officer, 

(3) For paragraph (b)(3). the model 
and serial number of the dose calibrator, 
the calculated activities, the measured 
activities, the date of the test, and the 
signature of the Radiation Safety 
Officer, and 

(4) For paragraph (b)(4), the model 
and serial number of the dose calibrator, 
the configuration of the source 
measured, the activity measured for 
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each volume measured, the date of the 
test and the signature of the Radiation 
Safety Officer. 

S 35.51 CalR>raHon and chedc of survey 
instruments. 

(a) A licensee shall calibrate the 
survey instruments used to show 
compliance with this part before first 
use, annually, and following repair. 

(1>J To satisfy the requirements of 
paragraph (a| of this section, the 
licensee shall: 

(1) Calibrate all scale readings up to 
1000 milliroentgens per hour with a 
radiation source; 

(2) Calibrate two readings on each 
scale that must be calibrated; and 

(3) Conspicuously note on the 
instrument the apparent exposure rate ^ 
from a dedicated check source as 
determined at the time of calibration, 
and the date of calibration. 

|c] To satisfy the requirements of 
paragraph (b) of this section, the 
licensee shall; 

(1) Consider a point as calibrated if 
the indicated exposure rate differs from 
the calculated exposure rate by not 
more than 10 percent; and 

(2) Consider a point as calibrated if 
the indicated exposure rale differs from 
the calculated exposure rate by not 
more than 20 percent if a correction 
chart or graph is conspicuously attached 
to the instrument. 

(d) A licensee shall check each survey 
instniment for proper operation with the 
dedicated check source before and after 
each use. The licensee is not required to 
keep records of these checks. 

(e) The licensee shall retain a record 
of each calibration required in 
paragraph (a) of this section for two 
years. To satisfy the requirements of this 
paragraph, the record must include: 

(1) A description of the calibration 
procedure; and 

(2) A description of the source used 
and the certified exposure roles from the 
source, and the rates indicated by the 
instrument being calibrated, the 
correction factors deduced from the 
calibration data, and the signature of the 
individual who performed the 
calibration. 

§ 35.53 Measurement of 
radiopharmaceuticaJ dosages. 

A licensee shall: 

(a) Assay before medical use the 
activity of each radiopharmaceutical 
dosage that contains more than 10 
microcuries of a photon^milling 
radionuclide; 

(b) Assay before medical use the 
activity of each radiopharmaceutical 
dosage with a desired activity of 10 
mlcrocuries or lass of a photon-emitting 


radionuclide to verify that the dosage 
does not exceed 10 microcuries: 

(c) Retain a record of the 
measurements required by this section 
for two years. To satisfy ^is 
requirement, the record must contain 
the: 

(t) Generic name, trade name, or 
abreviatiOn of the radiopharmaceuticaL 
its lot number, and expiration dates and 
the radionuclide; 

(2) Patienfs name and identification 
number if one has been assigned; 

(3) Prescribed dosage and activity of 
the dosage at the time of measurement, 
or a notation that the total activity is 
less than 10 microcuries; 

(4) Date and time of the measurement: 
and 

(5) Initials of the individual who made 
the measurement 

S 35.56 Aulhortration for calibration aixf 
reference sources. 

Any person authorized by § 35.2 for 
medical use of byproduct material may 
receive, possess, and use the following 
byproduct material for check, 
calibration, and reference use: 

(a) Seeled sources manufactured and 
distributed by a person licensed 
pursuant to { 32.74 of this chapter or 
cquivaleni Agreement State regulations 
and that do not exceed 0 millicuries 
each: 

(b) Any byproduct material listed in 
S 5 53.100 or 35.200 with a half-life not 
longer than 100 days in individual 
amounts not to exceed 15 millicuries; 

(c) Any byproduct material listed in 
§§ 35.100 or 35.200 with a half-life longer 
than 100 days in individual amounts not 
to exceed 200 microcuries each: and 

(d) Techneliuni-99m in individual 
amounts not to exceed 50 millicuries. 

§ 35.56 Requirements for poeeeeeion of 
sealed sources and brediytheiapy eourcee. 

(a) A licensee in possession of any 
scaled source or brachytherapy source 
shall follow the radiation safety and 
handling instructions supplied by the 
manufacturer, and shall maintain the 
instructions for the duration of source 
use in a legible form convenient to users. 

0)) A licensee in possession of a 
sealed source shall: 

(1) Test the source for leakage before 
its first use unless the licensee has a 
certificate from the supplier indicating 
that the source was tested within six 
months before transfer to the licenscHs: 
and 

(2) Test the source for leakage at 
intervals not to exceed six months or at 
other intervals approved by the 
Commission or an Agreement State and 
described in the label or brochure that 
accompanies the source. 


(c) To satisfy the leak test 
requirements of this section, the licensee 
must: 

(1) Take a wipe sample from the 
sealed source or from the surfaces of the 
device in which the sealed source is 
mounted or stored on which radioactive 
contamination might be expected to 
accumulate or wash the source in a 
small volume of detergent solution and 
treat the entire volume as the sample; 

(2) Take the leletheraphy source test 
sample when the source is in the •'ofT 
position; and 

(3) Measure the sample so that the 
leakage test can detect the presence of 
0.005 microcuries of radioactive material 
on the sample. 

(d) A licensee shall retain leakage test 
records for two years. The records must 
contain the model number, and serial 
number if assigned, of each source 
tested, the identity of each source 
radionuclide and its estimated activity, 
the measured activity of each test 
sample expressed in microcuries. a 
description of the method used to 
measure each test sample, the date of 
the test and the signature of the 
Radiation Safely Officer. 

(e) If the leakage test reveals the 
presence of 0.005 microcurie or more of 
removable contaminolion. the licensee 
shaU: 

(1) Immediately withdraw the sealed 
source from use and store it in 
accordance with the requirements in 
Parts 20 and 30 of this chapter, and 

(2) File a report within five days of the 
leakage test with the appropriate 
Nuclear Regulatory Commission 
Regional Office listed in Appendix D of 
Part 20 of this dmpter. with a copy to 
Director of Inspection and Enforcement. 
U.S. Nuclear Regulatoiy Commission. 
Washington. DC 20555. describing the 
equipment involved, the test results, and 
the action taken. 

(f) A licensee need not perform a 
leakage lest on the following sources: 

(1) Sources containing only bypro^ct 
material with a haif-llfc of less than 30 

(2) Sources containing only byproduct 
materials as a gas: 

(3) Sources containing 100 ndcrocuries 
or less of beta or ganunae-roitting 
material or 10 microcuries or less of 
alpha-emitting material: 

(4) Sources stored and not being us^ 
The licensee shall, however, test each 
such source for leakage before any u 
or transfer unless it has been 

tested within six months before the date 
of use Of transfer, and 

(5) Seeds of irldium-192 encased in 
nylon ribbon. 








Federal Register / Vol. 50, No, 144 / Friday. July 26, 1905 / Proposed Rules 


30641 


(g) A licensee in possession of a 
sealed source or brachytherapy source 
shall conduct a quarterly physical 
inventory of all such sources In its 
possession. The licensee shall retain 
each inventory record for five years. The 
inventory records must contain the 
model number of each source, and serial 
number if one has been assigned the 
identity of each source radionuclide and 
its estimated activity, the location of 
each source, and the signature of the 
Radiation Safety Officer. 

(h) A licensee In possession of a 
sealed source or brachylherapy source 
shall survey with a low range survey 
meter quarterly all areas where such 
sources are stored. This does not apply 
to teletherapy sources in teletheraphy 
units or sealed sources in diagnostic 
devices. 

(i) A licensee shall retain a record of 
each survey required in paragraph (h) of 
this section for two years. The record 
must include the date of the survey, a 
plan of each area that was surveyed, the 
measured exposure rate at several 
points in each area expressed in 
mtllireoi per hour* the model number 
snd serial number of the survey 
instrument used to make the survey, and 
the signature of the Radiation Safety 
Officer, 

5 35.60 Syringe shields. 

(a) A licensee shall keep syringes that 
contain byproduct material to be 
administered in a radiation shield. 

(b) A licensee shall require each 
individual who prepares a 
radiopharmaceutical kit to use a syringe 
radiation shield and shall require each 
individual who administers a 
radiopharmaceutical by injection to use 
a syringe radiation shield unless the use 
of the shield Is contraindicated for that 
injection. 

$35.61 VUNtlUMs. 

A licensee shall n^quirc each 
individual preparing or handling a vial 
that contains a radiopharmaceutical to 
Keep the vial in a vial radiation shield. 

§35.62 Syringe labels. 

A licensee shall conspicuously label 
each syringe, or syringe radiation shield 
that contains a syringe with a 
radiopharmaceutical, with the 
radiopharmaceuticars abbreviation or 
With the type of diagnostic study or 
herapy procedure to be performed. 

§ 35.63 Vial shield labels. 

A licensee shall conspicuously label 
each vial radiation shield that contains 
a vial of a radiopharmaceutical with the 
■^uiopharmaceutical name or its 
obbreviation. 


§ 35.70 Surveys for contamination and 
ambient radiation axposure rate. 

(a) A licensee shall survey with a low 
range survey meter at the end of each 
day of use all areas where 
radiopharmaccuticals are routinely 
prepared for use or administered. 

(b) A licensee shall survey with a low 
range survey meter at least once each 
week all areas where 
radiopharmaceuticals or 
radiopharmaceutical waste is stored. 

(c) A licensee shall conduct the 
surveys required by paragraphs (a) and 
(b) of this section so as to be able to 
measure exposure rates as low as 0.1 
miiliroentgen per hour. 

(d) A licensee shall establish radiation 
exposure rate action levels for the 
surveys required by paragraphs (a) and 
(b) of this section and shall require that 
the Individual performing the survey 
immediately notify the Radiation Safety 
Officer if an exposure rate exceeds an 
action level. 

(e) A licensee shall survey for 
removable contamination once each 
week all areas where 
radiopharmaceuticals are routinely 
prepared for use. administered, or 
stored. 

(f) A licensee shall conduct the 
surveys required by paragraph (e) of this 
section so as to be able to detect 
contamination on each wipe sample of 
200 disintegrations per minute. 

(g) A licensee shall establish 
removable contamination action levels 
for the surveys required by paragraph 
(e) of this section and shall require that 
the individual performing the survey 
immediately notify the Radiation Safety 
Officer if contamination exceeds the 
action level. 

(h) A licensee shall retain a record of 
each survey for two years. The record 
must include the date of the survey, a 
plan of each area surveyed, the action 
level established for each area, the 
measured exposure rale at several 
points in each area expressed in 
millirem per hour or disintegrations per 
minute, the model number of the 
instrument used to make the survey or 
analyze the samples, and the initials of 
the individual who performed the 
surv^ey. 

S 35.75 Rdeasa of patients containing 
radiopharmaceuticate or permanent 
ImplantB. 

(a) A licensee may not authorize 
release from caxifinement for medical 
care any patient administered a 
radiopharmaceutical until either 

(1) The exposure rale from the patient 
is less than 6 milliroentgens per hour al 
a distance of one meter, or 


(2) the activity in the patient is less 
than 30 millicuries. 

(b) A licensee may not authorize 
release from confinement for medical 
care of any patient administered a 
permanent implant until the exposure 
rate from the patient Is less than 6 
milliroentgens per hour at a distance of 
one meter. 

§ 35.S0 Mobile nodear medlcina service 
technical requirements. 

A licensee providing mobile nuclear 
medicine service shall* 

(a) Transport to each location of use 
only syringes or vials containing 
prepared radiopharmaceuticals; 

(b) Bring into each location of use all 
byproduct material to be used and, 
before leaving, remove ail unused 
b>i}roduct material and all associated 
waste: 

(c) Secure or keep under constant 
surveillance and immediate control all 
byproduct material when in transit or at 
a location of use; 

(d) Check survey instruments and 
dose calibrators as described in fiS 35.50 
and 35.51, and check all other 
transported equipment for proper 
function before medical use at each 
location of use; 

(e) Carry a calibrated survey meter in 
each vehicle that is being used to 
transport byproduct material, and, 
before leaving a client location of use, 
survey all radiopharmaceutical areas of 
use with a low range survey meter to 
ensure that all radiopharmaceuticals 
and all associated waste have been 
removed; 

(f) Retain a record of each survey 
required in paragraph (e] of this section 
for two years. The record must include 
the date of the survey, a plan of each 
area that was surveyed, the measured 
exposure rate at several points in each 
area of use expressed in millirem per 
hour, the model number of the 
instrument used to make the survey, and 
the initials of the individual who 
performed the survey, 

{ 35.90 Storage of volatilas and gases. 

A licensee shall store volatile 
radiopharmaceuticals and radioactive 
gases in a fume hood or in a container 
with two barriers against release. 

S 35.92 Oecay-ln-etorage. 

(a) A licensee may hold byproduct 
material with a physical halMife of less 
than 65 days for decay-in-storage before 
disposal in ordinary trash and is exempt 
from the requirements of § 20.301 of this 
chapter if it: 

(1) Holds byproduct material for 
decay a minimum of ten half-lives; 





30642 


Federal Register / VoL 50. No. 144 / Friday, July 26. 1985 / Proposed Rules 


(2) Monitors byproduct material at the 
container surface before disposal as 
ordinary trash and determines that its 
radioactivity cannot be distinguished 
from the background radiation level 
with a low range survey meter set on its 
most sesitivc scale and with no 
interposed shielding: 

(3) Removes or obliterates all 
radiation labels; and 

(4) Separates and monitors each 
generator column individually with all 
radiation shielding removed to ensure 
that it has decayed to background 
radiation level before disposal. 

(b) For paragraph (a) of this section, 
the licensee shall retain a record of each 
disposal for two years. The record must 
include the date of the disposal the date 
on which the byproduct moterial was 
placed in storage, the model number of 
the survey instrument used, the 
background radiation exposure rate, the 
radiation exposure rate measured at the 
surface of each waste container, and the 
name of the individual who performed 
the disposal. 

Suhpart D^Uptake, Dilution, and 
Excretion 

§35.100 Um of radk>pharmaceutica)s for 
uptake, dilution and excretkKi tludiet. 

(a) A licensee may use the following 
prepared radiopharmaceuticals for 
diagnostic studies involving the 
measurement of uptake, dilution, or 
excretion: 

(1) Iodine-131 as sodium iodide, 
iodinated human serum albumin (IHSA). 
labeled rose bengal. or sodium 
iodohippurate; 

(2) Iodine-125 as sodium iodide or 
iodinated human serum albumin (IHSAk 

(3) Cobalt-58 as labeled 
ryanocobalamin: 

(4) Cobalt-60 as labeled 
cyanocobalamin: 

(5) Chromium-51 as sodium chromate 
or labeled human serum albumin: 

(6) Iron-59 as citrate: 

(7) Technetium-99m as pertechnetate: 

(8) Any byproduct material in a 
radiopharmaceutical and for a 
diagnostic use involving measurements 
of uptake, dilution, or excretion for 
which the Food and Drug 
Administration (FDA) has accepted a 
‘‘Notice of Claimed Investigational 
Exemption for a New Drug“ (IND) or 
approved a “New Drug Application** 
(NDA). 

(b) A licensee using a 
radiopharmaceutical listed in paragraph 

(a) of this section for a clinical 
procedure other than one specified in 
the product label or package insert 
instructions for use shall comply with 
the product label or package insert 


instructions regarding physical form, 
route of administration and dosage 
range. 

§ 35.120 Possession of survey instrument. 

A licensee authorized to use 
byproduct material for uptake, dilution, 
and excretion studies shall have in its 
possession a portable low level 
radiation survey instrument whose most 
sensitive scale has a full-scale deRection 
of not more than 1 millirocntgen per 
hour. 

Subpart E—Imaging and Localization 

§ 35.200 Use of radk>phafmaceutlcais, 
gonerators, and reagent kits for imaging 
and localization studies. 

(а) A licensee may use the following 
radiopharmaceuticals, generators, and 
reagent kits for imaging and localization 
studies; 

(1) Molybdenum>99/tcchnetium-99m 
generators for the elution or extraction 
of technetium-99m as pertechnetate; 

(2) Technetium-99m as pertechnetate; 

(3) Prepared radiopharmaceuticals 
and reagent kits for the preparation of 
the following technetium-99m labeled 
radiopharmaccuticals: 

(i) Sulfur colloid: 

(ii) Pentetate sodium; 

(iti) f iuman serum albumin 
microspheres; 

(iv) ^lyphosphate: 

(v) Macroaggregated human serum 
albumin: 

(vi) Etidronate sodium; 

(vii) Stannous pyrophosphate: 

(viii) Human serum albumin; 

(ix) Medronate sodium: 

(x) Gluceptate sodium; 

(xi) Oxidronate sodium: 

(xii) Disofenin; and 

(xiii) Succimer. 

(4) Iodine-131 as sodium iodide, 
iodinated human serum albumin, 
macroaggregated iodinated human 
serum albumin, colloidal 
(microaggregated) iodinated human 
serum albumin, rose bengal. or sodium 
iodohippurate; 

(5) Iodine-125 as sodium iodide or 
fibrinogen; 

(б) Chromium-51 as human serum 
albumin: 

(7) Gold-198 in colloidal form: 

(8) Mercury-197 as chlormerodrin; 

(9) Selenium-75 as selenomethionine; 

(10) Strontium-85 as nitrate; 

(11) Ytterbium-169 as pentetate 
sodium: 

(12) Xcnon-133 as a gas or saline 
solution; 

(13) Any b>'product material in a 
diagnostic radiopharmaceutical or any 
generator or reagent kit for preparation 
and diagnostic use of a radio¬ 


pharmaceutical containing byproduct 
material for which the Food and Drug 
Administration has accepted a “Notice 
of Claimed Investigational Exemption 
for a New Drug” (IND) or approved a 
“New Drug Application*' (NDA). 

(b) A licensee using the 
radiopharmaceuticals listed in 
paragraph (a) of this section for clinical 
procedures other than those specified in 
the product label or package insert shall 
comply with the product label or 
package insert regarding physical form, 
route of administration, and dosage 
range. 

(c) A licensee shall elute generators 
and prepare reagent kits in accordance 
with the manufacturer’s instructions. 

(d) The following radio- 
pharmacciiticals, when used for the 
listed clinical procedures, arc not 
subject to the restrictions in paragraph 
(b) of this section: 

(1) Tcchnetium-99m pentetate as an 
aerosol for lung function studies. 

§ 35.204 Permissible molybdemim-99 
concentration. 

(a) A licensee may not administer to 
humans a radiopharmaceutical 
containing more than 0.15 microcurie of 
molybdenum-99 per millicuric of 
lechnelium-99m. 

(b) A licensee preparing technetium- 
99m radiopharmaceuticals from 
molybdenum-99/lechnetium-99m 
generators shall measure the 
molybdenum-99 concentration in each 
eluate or extract. 

(c) A licensee who must measure 
molybdenum concentration shall retain 
a record of each measurement for two 
years. The record must include, for each 
elution or extraction of technelium-^m. 
the measured activity of the technetium 
expressed in millicuries. the measured 
activity of the molybdenum expressed in 
microcurics, the ratio of the measures 
expressed as microcuries of 
molybdenum per milUcurie of 
technetium, the date of the test, and the 
initials of the individual who performed 
the test. 

§ 35.205 Control of aerosols and gases. 

(a) A licensee who administers 

radioactive aerosols or gases shall do so 
with a system that will keep airborne 
concentrations within the limits 
prescribed by §§ 20.103 and 20.106 o 
this chapter. . 

(b) The system must either be direct!) 
vented to the atmosphere through an oir 
exhaust or provide for collection and 
decay or disposal of the aerosol or gfl 
in a shielded container. 

(c) A licensee shall only administer 
radioactive aerosols and gases in roo 
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that are at negative pressure compared 
to surrounding rooms. 

(d) Before receiving, using, or storing a 
radioactive gas, the licensee shall 
calculate the amount of lime needed 
after a spill to reduce the concentration 
in the area of use to the occupational 

, limit listed in Appendix B to Part 20 of 
this chapter. The calculation must be 
based on the highest activity of gas 
handled in a single container and the 
measured available air exhaust rate. 

(e) A licensee shall post the calculated 
time at the area of use and require that, 
in case of a gas spill, individuals 
evacuate the room until the posted time 
has elapsed. 

(f) A licensee shall check the 
operation of collection and ventilation 
systems each six months. 

§ 15.220 Po a a eaa loo of survey 
Instnifnenta. 

A licensee authorized to use 
byproduct material for imaging and 
localization studies shall have in its 
possession a portable low level 
radiation survey instrument whose most 
sensitive scale has a fullnicale deflection 
of not more than 1 miUiroentgen per 
hour and a portable ion chamber 
radiation survey instrument that has a 
scale with a full-scale deflection of 1 
roentgen per hour. 

Subpart F—Radk>pharTn8ceutfcals for 
Therapy 

135.200 Use of radlopharmscoutlcals for 
thsfspy. 

A licensee may use the following 
prepared radiopharmaceuticals: 

(a) Iodine-131 as iodide for treatment 
of hyperthjrroldism, cardiac dysfunction, 
snd thyroid carcinoma; 

(b) Pho8phorus-32 as soluble 
phosphate for treatment of polycythemia 
vera. leukemia, and bone metastases; 

(c) Phosphonis-32 as colloidal chromic 
phosphate for intracavitary treatment of 
tnalignan! effusions; 

(d) Gold-19a as colloid for 
Intracavitary treatment of malignant 
effusions; 

(e) Any byproduct material in a 
rudiophannaceutical and for a 
lll^rapeutlc use for which the Food and 
pnig Administration has accepted a 

Notice of Claimed Investigational 
f^emption for a New Drug * (IND), or 
approved a **New Drug Application"" 
l^uA). 

J 35.310 Safety instruction. 

(«] A licensee shall provide oral and 
»^ritlen radiation safety instruction for 
«U personnel caring for the patient 
jjndergoing radiopharmaceutical 

®nipy. To satisfy this requirement, the 


instruction must describe the licensee's 
procedures for. 

(1) Patient control: 

(2) Visitor control; 

(3) Contamination control: 

(4) Waste ccmtrol; and 

(5) Notification of the Radiation 
Safety Officer in case of the patient's 
death or medical emergency. 

(b) A licensee shall keep for two years 
a list of individuals receiving instruction 
required by paragraph (a) of this section, 
a description of instruction, the date 
of instruction, and the name of the 
individual who gave the instruction. 

S 35.315 Safety precautiona. 

(a) A licensee shall provide each 
individual hospitalized for 
radiopharmaceutical therapy a private 
room with a private sanitary facility. 

(b) A licensee shall notify the 
Radiation Safety Officer immediately if 
the patient dies or has a medical 
emergency. 

(c) A licensee shall post the patient's 
door with a ''Radioactive Materials" 
sign and note in the patient's chart 
where and how long visitors may stay in 
the patient's room. 

(d) The authorized user and Radiation 
Safety Officer roust specifically 
authorize visits by individuals under age 
18 on a case-by-case basis. 

(e) The licensee shall either monitor 
material and items removed from the 
patient's room to determine that their 
radioactivity cannot be distinguished 
from the natural background radiation 
level with a low range survey meter set 
on its most sensitive scale and with no 
interposed shielding, or handle them as 
radioactive waste. 

(f) The licensee shall survey the 
patient's room and private sanitary 
facility for removable contamination 
before assigning another patient to the 
roonL The room must not be reassigned 
until removable contamination is less 
than 200 disintegrations per minute per 
100 square centimeters. 

(g) Within three days after 
administering a therapeutic dosage of 
iodine-131, the licensee shall measure 
the thyroid burden of each individual 
who helped prepare or administer the 
dosage, and retain for the period 
required by S 20.401(cl(l) a record of 
each thyroid burden measurement its 
date, the name of the individual whose 
thyroid burden was measured, and the 
initials of the individual who made the 
measurements. 

4 35.320 Fosaession of survey 
Instruments. 

A licensee authorized to use 
byproduct material for 
radiopharmaceutical therapy shall have 


in its possession a portable low level 
radiation survey instrument whose most 
sensitive scale has a full-scale deOection 
of not more than 1 miUiroentgen per 
hour and a portable ion chamber 
radiation survey instrument that has a 
scale with a full scale deflection of 1 
Roentgen per hour. 

Subpaii O^SourcM for 
Brachytherapy 

9 35.400 Use of sources for 
brschyttierepy. 

A licensee shall use the following 
sources in accordance with the 
manufacturer's radiation safety and 
handling instructions: 

(a) Cesium-137 as a sealed source in 
needles and applicator cells for topical, 
interstitial, and intracavitary treatment 
of cancer. 

(b) Cobalt-60 as a'sealed source in 
needles and applicator cells for topical, 
interstitial, and intracavitary treatment 
of cancer, 

(c) Gold-198 as a sealed source in 
seeds for interstitial treatment of cancer: 

(d) lridium-192 as seeds encased in 
nylon ribbon for interstitial treatment of 
cancan 

(e) Strontium-00 as a sealed source in 
an applicator for treatment of superficial 
eye conditions; and 

(f) Iodine-125 as a sealed source in 
seeds for interstitial treatment of cancer. 

9 35.404 Ralaasa of patients treated with 
tempofsry implants. 

(a) Immediately after removing the 
last temporary implant source from a 
patient, the licensee shall make a 
radiation survey of the patient to 
conHim that all sources have been 
removed. The licensee may not release 
from confinement for medical care a 
patient treated by temporary implant 
until all sources have been removed. 

(b) A licensee shall retain a record of 
patient surveys for two years. Each 
record must include the date of the 
survey, the name of the patient, the 
exposure rate from the patient 
expressed as millirem per hour and 
measured within one meter of the 
patient, and the initials of the individual 
who made the survey. 

9 35.406 Brschythorapy sources Inventory. 

(a) Each time brachytherapy sources 
are returned to an area of storage from 
an area of use. the licensee shall 
immediately count the number returned 
to ensure that all sources taken from the 
storage area have been relumed. 

(b) A licensee shall make a record of 
brachytherapy source use which must 
include: 
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(1) The names of the individuals 
permitted to handle the sources. 

(2) The number and activity of sources 
removed from storage, the room number 
of use or patienfs name, the time and 
dale they were removed from storage, 
the number and activity of the sources 
in storage after the removal, and the 
initials of the individual who removed 
the sources from storage: 

(3) .The number and activity of sources 
returned to storage, the room number of 
use or patient's name, the time and date 
they were returned to storage, the 
number and activity of sources in 
storage after the return, and the initials 
of the individual who returned the 
sources to storage. 

(c) Immediately after implanting 
sources in a patient the licensee shall 
make a radiation survey of the patient 
and the area of use to confirm that no 
sources have been misplaced. The 
licensee shall make a record of each 
survey. 

(d) A licensee shall retain the records 
required in paragraphs (b) and (c) of this 
section for two years. 

{ 35.4to Safety instruction. 

(a) The licensee shall provide oial and 
written radiation safety instruction to all 
personnel caring for the patient 
undergoing implant therapy. To satisfy 
this requirement, the instruction must 
describe: 

(1) Size and appearance of the 
brachytherapy sources: 

(2) ^fe handling and shielding 
instructions in case of a dislodged 
source: 

(3) Procedures for patient control: 

(4) Procedures for visitor control: and 

(5) Procedures for notification of the 
Radiation Safety Officer if the patient 
dies or has a medical emergency. 

(b) A licensee shall retain for two 
years a record of individuals receiving 
instruction required by paragraph (a) of 
this section, a description of the 
instruction, the date of instructioii, and 
the name of the individual who gave the 
instruction. 

§ 35.415 Safety precautions. 

(a) The licensee shall provide a 
private room to each individual 
hositalized for implant thereapy. 

(b) The licensee shall notify the 
Radiation Safety Officer immediately if 
the patient dies or has a medical 
emergency. 

(c) A licensee shall post the patient's 
door with a "Radioactive Materials'* 
sign and note in the patient's chart 
where and how long visitors may stay in 
the patient's room. 

(d) The authorized user and Radiation 
Safety Officer must specificalty 


authorize visits by individuals under age 
18 on a case-by case basis. 

S 35.420 Possesikm of survey Instrument 

A licensee authorized to use 
byproduct material for implant therapy 
shall have in its possession a portable 
ion chamber radiation survey instrument 
that has a scale with a full scale 
deflection of 1 Roentgen per hour. 

Subpart H—Sealed Sources for 
Diagnosis 

§ 35.500 Use of sealed sources for 
diagnosis. 

A licensee shall use the following 
sealed sources in accordance with the 
manufacturer's radiation safety and 
handling instructions: 

(a) Iodine-125 as a sealed source in a 
device for bone mineral analysis: 

(b) Americium-241 as a sealed source 
in a device for bone mineral analysis: 
and 

(c) Iodine-125 as a sealed source in a 
portable device for imaging. 

S 35.520 Availability of survey instrument 

A licensee authorized to use 
byproduct material as a sealed source 
for diagnostic purposes shall have 
available for use a portable low level 
radiation sur\'ey instrument whose most 
sensitive scale has a full-scale deflection 
of not more than 1 milliroentgen per 
hour or a portable ion chamber radiation 
survey instrument that has a scale with 
a full scale deflection of 1 Roentgen per 
hour. The instrument must have been 
calibrated in accordance with $ 35.51 of 
this part. 

Subpart I^Teletberapy 

S 35.600 Us« of ■ ssaled source In a 
teletberapy unit 

The regulations and pro\isions of this 
subpart govern the use of teletherapy 
units for medical use that contain the 
following sources. 

(a) CobaIt-60 as a sealed source: and 

(b) Cesium-137 as a sealed source. 

{ 35.605 Maintenance and repair 
restrictions. 

Only a person speciFically licensed by 
the Commission or an Agreement State 
to perform teletherapy unit maintenance 
and repair shall install, relocate, or 
remove a teletherapy sealed source or a 
telethcrapy unit that contains a sealed 
source or maintain, adjust, or repair the 
source drawer, the shutter or other 
mechanism of a teletherapy unit that 
could expose the source, reduce the 
shielding around the source, or result in 
increased radiation levels. 


{35.606 Amendments. 

A licensee shall apply for and must 
receive a license amendment before: 

(a) Making any change in the 
treatment room shielding: 

(b) Making any change in the location 
of the teletheropy unit within the 
treatment room; 

(c) Using the teletherapy unit in a 
manner that could result in increased 
radiation levels in areas outside the 
teletherapy treatment room: 

(d) Relocating the teletherapy unit: or 

(e) Allowing and individual not listed 
on the licensee's license to perform the 
duties of the qualified telethcrapy 
calibration expert. 

§ 35.610 Safsty Instruction. 

(a) A licensee shall post written 
instructions at the teletherapy unit 
console. To satisfy this requirement, 
these instructions must inform the 
operator of: 

(1) The procedure to be followed to 
ensure that only the patient is in the 
treatment room before turning the 
primary beam of radiation on to begin a 
treatment or after a door interlock 
interruption; 

(2) The procedure to be followed if: 

(i) The operator is unable to turn the 
primary beam of radiation off with 
controls outside the treatment room or 
any other abnormal.operation occurs; 
and 

(ii) The names and telephone numbers 
of the authorized users and Radiation 
Safety Officer to be immediately 
contacted if the teletherapy unit or 
console operates abnormally. 

(b) A licensee shall provide 
instruction in the topics identified in 
paragraph (a) of this section to all 
individuals who operate a telethcrapy 
unit 

(c) A licensee shall retain for two 
years a record of individuals receivi^ 
instruction required by paragraph (b) of 
this section, a description of the 
instruction, the date of instruction, and 
the name of the individual who gave tne 
instruction. 

S 35.615 Doom, Inttflockt, and warning 

systems. 

(a) A licensee shall control access to 
the tcletherapy room by a door at each 
entrance. 

(b) A licensee shall equip each 
entrance to the telethcrapy room wi 
an electrical interlock system that wi 

(1) Prevent the operator from 
the primary beam of radiation on un 
each treatment room entrance door is 
closed: 
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(2) Turn the primary beam of radiation 
off immediately when an entrance door 
is opened; and 

(3) Prevent the primary beam of 
radiation from being turned on following 
an interlock interruption until all 
treatment room entrance doors are 
closed and the beam on-off control is 
reset at the console. 

(c) A licensee shall equip each 
entrance to the teletherapy room with a 
beam condition indicator light. 

§ 35.620 Possession of survey Instrument 

A licensee authorized to use 
byproduct material in a Icletherapy unit 
shall have in its possession either a 
portable low level radiation survey 
instrument whose most sensitive scale 
has a full-scale deflection of not more 
than 1 milliroenlgen per hour or a 
portable Ion chamber radiation survey 
instrument that has a scale with a full 
scale deflection of 1 Roentgen per hour. 

$ 35.621 Radiation mooitortng device. 

(a) A licensee shall install in each 
leletherapy room a permanent radiation 
monitor capable of continuously 
monitoring beam status. 

(b) Each radiation monitor must be 
capable of providing visible notice of a 
teletherapy unit malfunction that results 
in an exposed or partially exposed 
source. The visible indicator of high 
radiation levels must be observable by 
an individual entering the teletherapy 
room. 

(c) Each radiation monitor must be 
equipped with an emergency power 
supply separate from the power supply 
to the leletherapy unit. This emergency 
power supply may be a battery system. 

|d) Each radiation monitor must be 
^^ked for proper operation each day 
before the teletherapy unit is used for 
treatment of patients. 

(e) A licensee shall maintain a record 
of the check required by paragraph (d) 
of this section for two years. The record 
must include the dale of the check, 
notation that the monitor indicates when 
the source is and is not exposed, and the 
initials of the individual who performed 
the check. 

(f) If a radiation monitor is inoperable 
for any reason, the licensee shall require 
any individual entering the teletherapy 
room to use a 5ur\'ey instrument or 
audible alarm personal dosimeter to 
monitor for any malfunction of the 
source exposure mechanism that may 
result in an exposed or partially 
exposed source. The instrument or 
dosimeter must be checked for proper 
Operation at the beginning of each day 
of use. 


(g) A licensee shall promptly repair or 
replace the radiation monitor if it is 
inoperable. 

S 35.622 Viewing system. 

A licensee shall construct or equip 
each teletherapy room to permit 
continuous observation of the patient 
from the teletherapy unit console during 
irradiation. 

9 35.630 Dosimetry equipment 

(a) A licensee shall have a calibrated 
dosimetry system available for use. To 
satisfy this requirement, one of the 
following two conditions must be met 

(1) 11)6 system must have been 
calibrated by the National Bureau of 
Standards or by a calibration laboratory 
accredited by the American Association 
of Physicists in Medicine (AAPM). The 
calibration must have been performed 
within (he previous two years and after 
any servicing that may have affected 
system calibration; or 

(2) The system must have been 
calibrated within the previous four 
years; eighteen to thirty months after 
that calibration, the system must have 
been intercompared at an 
intercomparison meeting with another 
dosimetry system that was calibrated 
within the past twenty-four months by 
the National Bureau of Standards or by 
a calibration laboratory accredited by 
the AAPM. The intercomparison 
meeting must bo sanctioned by a 
calibration laboratory or radiologic 
physics center accredited by the AAPM. 
The results of the intercomparison 
meeting must have Indicated that the 
calibration factor of the licensee's 
system had not changed by more than 2 
percent. The licensee may not use the 
intercomparison result to change the 
calibration factor. When intercomparing 
dosimetry systems to be used for 
calibrating cobalt'60 teletherapy units, 
the licensee shall use a teletherapy unit 
with a cobalt-60 source. When 
intercomparing dosimetry systems to be 
used for calibrating ce8ium-137 
teletherapy units, the licensee shall use 
o teletherapy unit with a cesium-lS? 
source. 

(b) The licensee shall have available 
for use a dosimetry system for spot- 
check measurements. To satisfy this 
requirement, the system may be 
compared with a system that has been 
calibrated in accordance with paragraph 

(a) of this section. This comparison must 
have been performed within the 
previous year and after each servicing 
that may have affected system 
calibration. The spot-check system may 
be the same system used to meet the 
requirement in paragraph (a) of this 
section. 


(c) The licensee shall retain a record 
of each calibration, intercomparison. 
and comparison for the duration of the 
license. For each calibration, 
intercomparison, or comparison, the 
record must include the date, the model 
numbers and serial numbers of the 
instruments that were calibrated, 
intercompared. or compared os required 
by paragraphs (a) and (b) of this section, 
the correction factors that were 
deduced, the names of the individuals 
who performed the calibration, 
intercomparison. or comparison, and 
evidence that the intercomparison 
meeting was sanctioned by a calibration 
laboratory or radiologic physics center 
accredited by AAPM. 

5 35.632 Futt cailbratlon measurements. 

(a) A licensee authorized to use a 
teletherapy unit for medical use shall 
perform full calibration measurements 
on each teletherapy unit: 

(1) Before the first medical use of the 
unit; and 

(2) Before medical use under the 
foUowing conditions: 

(i) Whenever spot-check 
measurements indicate that the output 
differs by more than 5 percent from the 
output obtained at the last full 
calibration corrected mathematically for 
radioactive decay; 

(ii) Following replacement of the 
source or following reinstallation of the 
teletherapy unit in a new location: 

(iii) Following any repair of the 
teletherapy unit that includes removal of 
the source or major repair of the 
components associated with the source 
exposure assembly; and 

(3) At intervals not exceeding one 
year. 

(b) To satisfy the requirement of 
paragraph (a) of this section, full 
calibration measurements must include 
determination of: 

(1) The output within ±3 percent for 
the range of field sizes and for the 
distance or range of distances used for 
medical use: 

(2) The coincidence of the radiation 
field and the field indicated by the light 
beam localizing device; 

(3) The uniformity of the radiation 
field and its dependence on the 
orientation of the useful beam; 

(4) Timer accuracy; 

(5) On-off error, and 

(6) The accuracy of all distance 
measuring and localization devices in 
medical use. 

(c) A licensee shall use the dosimetry 
system described in { 35.630(a) to 
measure the output for one set of 
exposure conditions. The remaining 
radiation measurements required in 
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paragraph (b)(1) of this section may then 
be made using dosimetry S3fstem t^t 
indicates relative dose rates. 

(d) A licensee shall make full 
calibration measurements required by 
paragraph (a) of this sectioo in 
accordance with either the procedures 
recommended by the Sdentific 
Committee on Radiation Dosimetry of 
the American Association of Physicists 
in Medicine that are described in 
Physics in Medicine and Biology Vol. 
la No. 3,1971, pp. 379-390. or by Task 
Group 21 of the ^diation Therapy 
Committee of the American Association 
of Physicists in Medicine that are 
described in Medical Physice VoL 10. 

No. 6.1983. pp. 741-771. Both of these 
references have been approved for 
incorporation by reference by the 
Director of the Federal Register. Copies 
of the documents are available for 
inspection or may be obtained from the 
U.S. Nuclear Regulatory Commission. 
Public Document Room. 1717 H Street 
NW., Washington. DC 20555. Copies of 
the dociunents are also on Rie at the 
Office of the Federal Register. 1100 L 
Street NW^ Room 8401, Washington. 

DC A notice of any change in the 
material will be published in the Federal 
Register. 

(e) A licensee shall correct 
mathematically the outputs dotermined 
in paragraph (b)(1) of this section for 
physical decay for intervals not 
exceeding one month. 

(f) Full calibration measurements 
required by paragraph (a) of this sectioci 
and physical decay corrections required 
by paragraph (e) of this section must be 
performed by a qualified teletherapy 
calibration expert. 

(g) A licensee shall retain a record of 
ea^ calibration for the duration of the 
license. The record must include the 
date of the calibration, the 
manufacturer's name, model number, 
and serial number for both the 
teletherapy unit and the source, the 
model numbers and serial numbers of 
the instruments used to calibrate the 
teletherapy unit, tables that describe the 
output of the unit over the range of field 
sizes and for the range of distances used 
in radiation therapy, a determinotion of 
the coincidence of the radiation field 
and the field indicated by the light beam 
localizing device, the measured timer 
accuracy for a typical treatment time, 
the calculated on-off error, the estimated 
accuracy of each distance measuring or 
localization device, and the signature of 
the qualified telctherapy calibration 
expert. 

4 35.633 Periodic spot-chseks. 

(a) A licensee authorized to use 
teletherapy units for medical use shall 


perform spot-checks on each lelethcrapy 
unit once in each calendar month. 

(b) To satisfy'the requirement of 
paragraph (a) of this section, 
measurements must include 
determination of: 

(1) Timer accuracy: 

(2) On-off error, 

(3) The coincidence of the radiatioa 
field and the Held indicated by the light 
beam localizing device; 

(4) The accuracy of all distance 
measuring and localization devices used 
for medic^ use; 

(5) The output for one typical set of 
operating conditions; and 

(6) The difference between the 
measurement made in paragraph (bX5) 
of this section and the anticipated 
output expressed as a percentage of the 
anticipated output (I.e., the value 
obtained at last full calibration 
corrected mathematically for physical 
decay). 

(c) A licensee shaD use the dosimetry 
system decribed in 9 35.630(b) to make 
the measurement required in paragraph 
(b)(5] of this section. 

(d) A licensee shall perform 
measurements required by paragraph (a) 
of this section in accordance with 
procedures established by the qualified 
telethcrapy calibration expert. That 
individual need not actually perform the 
spot-check measurements. 

(e) A licensee shall have the qualified 
telelherapy calibration expert review 
the results of each spot-check within 15 
days. The qualified telelherapy 
calibration expert shall promptly notify 
the licensee in writing of the results of 
each spot-check. The licensee shall keep 
a copy of each written nottHcation for 
two years. 

(f) A licensee authorized to use a 
teletherapy unit for medical use shall 
perform spot-checks of each telethcrapy 
fiicility once in each calendar month. 

(g) To satisfy the requirement of 
paragraph (f) of this section, checks 
must assure proper operation of. 

(1) Electrical interlocks at each 
tefetherapy room entrance; 

(2) Electrical or mechanical stops 
installed for the purpose of limiting use 
of the primary beam of radiation 
(restriction of source housing angulation 
or elevation, carriage or stand travel 
and operation of the beam on-off 
mechanism): 

(3) Beam condition indicator lights on 
the telelherapy unit, on the control 
console, and in the facility; 

(4) Viewing systems; 

(5) Treatment room doors from inside 
and outside the treatment room; and 

(6) Electrically assisted treatment 
room doors with the telethcrapy unit 
electrical power turned off. 


(h) A licensee shall lock the control 
console in the off position if any door 
interlock malfunctions. The licensee 
may not use the unit until the interlock 
system ia repaired. 

(i) A licensee shall promptly repair 
any system identifred in paragraph (g) of 
this section that is not operating 
properly. 

(i) A licensee shall retain a record of 
each spot-check required by paragraphs 
(a) and (f) of this section for two years. 
The recoid must include the date of the 
spot-check, the manufacturer's names, 
model number, and serial number for 
both the leletherapy unit and source, the 
manufacturer's name, model number 
and serial ntunber of the instrumeni 
used to measure the output of the 
teletherapy unit the measured timer 
accuracy, the calculated on-off error, a 
determination of the coincidence of the 
radiation field and the field indicated by 
the light beam localizing device, the 
measured timer accuracy for a typical 
treatment time, the calculated on-off 
error, the estimated accuracy of each 
distance measuring or localization 
device, the difference between the 
anticipated output and the measured 
output, notations indicating the 
operability of each entrance door 
electrical interlock, each electrical or 
mechanical stop, each beam condition 
indicator light, the viewing system and 
doors, and the signature of the 
individual who performed the periodic 
spot-check. 


15.641 Radiation surveys tor l•ieth•r»py 
:iStiea. 

(o) Before medical use. after each 
stallation of a telelherapy sou^. and 
ter making any change for which an 
r)endment is required by § 35.6^a)- 
), the licensee shall perform radiation 
rveys to verify that; 

(1) The maximum and average 
dial ion levels at one meter from the 
letherapy source with the source in w 
f posilkKi and the coliimators set for a 
irmal treatment field dO not exceed 1 
iiliroentgens per hour and 2 
llliroentgens per hour, respectively, 

id , 

(2) With the telelherapy soi^e in the 
I position with the largest cUnically 
mailable treatment field and with a 
altering phantom in the primary beam 
radiation, that 

(i) Radiation quantities In restricted 

'eat adiaceni to the treatment loom 
o not likely to cause personnel 
eposures in excess of the 1^^^ . 

»ecified in I 20.101 of thia chapter, and 

(ii) Radiation quantities in 
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treatment room do not exceed the limits 
specified in { 20.105(b] of this chapter. 

(b) if the results of the surveys 
required in paragraph (a) of this section 
indicate any radiation quantity in 
excess of the respective limit specified 
in that paragraph, the licensee shall lock 
the control in the off position and not 
use the unit: 

(1) Except as may be necessary to 
repair, replace, or test the teletherapy 
unit shielding or the treatment room 
shielding: or 

(2| Until the licensee has received a 
specific exemption pursuant to § 20.501 
of this chapter. 

(c) A licensee shall retain a record of 
the radiation measurements made 
following installation of a source for the 
duration of the license. The record must 
include the date of the measurements, 
the reason the survey is required, the 
manufacturer's name, model number 
and serial number of the teletherapy 
unit, the source, and the instrument used 
to measure radiation levels, each dose 
rate measurcKi around the tclethcrapy 
source while in the off position and the 
average of all measurements, a plan of 
the areas surrounding the treatment 
room that were surveyed, the measured 
dose rate at several points in each area 
expressed in millirem per hour, the 
calculated maximum quantity of 
radiation over a period of one week for 
each restricted and unrestricted area, 
and the signature of the Radiation 
Safely Officer. 

i 35.642 Safety checks for telelherapy 
facutues, 

(a) A licensee shall promptly check all 
systems listed in S 35.633(g) for proper 
function after each installation of a 
telelherapy source and after making any 
change for which an amendment is 
required by S 35.606(a)-|d), 

(b) If the results of the checks required 
in paragraph (a) of this section indicate 
the malfunction of any system specified 
m § 35.633(g), the licensee shall lock the 
control console in the off position and 
not use the unit except as may be 
necessary to repair, replace, or check 
the malfunctioning system. 

|c) A licensee shall retain for two 
years a record of the facility checks 
following installation of a source. The 
record must include notations indicating 
he operability of each entrance door 
interlock, each electrical or mechanical 
?. beam condition indicator 

Wt. the viewing system, and doors, and 
signature of the Radiation Safety 
Officer. 


§ 3S.643 Modification of (eletherapy unit 
or room before beginning a treatment 
program. 

If the survey required by $ 35.641 
indicates that an individual in an 
unrestricted area may be exposed to 
levels of radiation greater than those 
permitted by § 20.105(b] of this chapter, 
before beginning the treatment program 
the licensee shall: 

(a) Either equip the unit with stops or 
add additional radiation shielding to 
ensure compliance with { 20.105(b); 

(b) Perform the survey required by 
S 35.641 again: and 

(c) Include in the report required by 

§ 35.644 the results of the initial survey, 
a description of the modification made 
to comply with paragraph (a) of this 
section, and the results of the second 
survey: or 

(d) Request and receive a license 
amendment under { 20.105(a) of this part 
that authorizes radiation levels in 
unrestricted areas greater than those 
permitted by i 20.105(b). 

S 35.644 Reports of teletberapy surveys, 
checks, teat^ and meaauramenta. 

A licensee shall mail an original and a 
copy of the records required in 
S§ 35.641. 35.642. 35.043, and the output 
from the telelherapy source expressed 
as Roentgens per hour at a distance of 
one meter from the source and 
determined during the full calibration 
required in 5 35.632. to the appropriate 
Commission Regional Office listed In 
§ 35,16 of this part within thirty days 
following completion of the action that 
initialed the record requirement. 

{ 3S.645 nve<year Inspection. 

(a) A licensee shall have each 
teletherapy unit fully inspected and 
serviced during telelherapy source 
replacement or at intervals not to 
exceed five years, whichever comes 
first, to assure proper functioning of the 
source exposure mechanism. 

(b) This inspection and servicing may 
only be performed by persons 
specifically licensed to do so by the 
Commission or an Agreement State. 

(c) A licensee shall keep a record of 
the inspection and servicing for the 
duration of the license. The record must 
contain the inspector's name, the 
inspector's license number, the date of 
inspection, the manufacturer's name and 
model number and serial number for 
both the telelherapy unit and source, a 
list of components inspected, a list of 
components serviced and the type of 
service, a list of components replaced, 
and the signature of the inspector. 

(d) Amendment to telelherapy 
licenses that extended the time interval 
for the inspection and servicing 


requirement of paragraph (a) of this 
section that were in effect on March 4, 
1983 remain in effect and are not 
rescinded by this section. 

Subpart J—Training and Experience 
Requirements 

S 35.900 Radiation Safety Officer. 

Except as provided in { 35.901, the 
licensee shall require an individual 
fulfilling the responsibilities of the 
Radiation Safety Officer as provided In 
§ 35.32 to: 

(a) Be certified by: 

(1) American Board of Health Physics 
in Comprehensive Health Physics; 

(2) American Board of Radiology in 
Radiological Physics, Therapeutic 
Radiological Physics, or Medical 
Nuclear Physics; or 

(3) American Board of Nuclear 
Medicine Science in Nuclear .Medicine 
Science: or 

(b) Have had 200 hours of classroom 
and laboratory training and one year of 
experience as follows: 

(1) 100 hours of radiation physics and 
instrumentation: 

(2) 30 hours of radiation protection; 

(3) 20 hours of mathematics pertaining 
to the use and measurement of 
radioactivity: 

(4) 20 hours of radiation biology: 

(5) 30 hours of radiopharmaceutical 
chemistry: and 

(6) One year of full lime experience in 
radiation safety at a medical institution 
under the supervision of the individual 
identified as the Radiation Safety 
Officer on a Commission or Agreement 
State license that authorizes the medical 
use of byproduct material: or 

(c) Be an authorized user for those 
byproduct material uses that come 
within the Radiation Safety Officer's 
responsibilities. 

S 35.901 Training for axperlenced 
Radiation Safety Officer. 

An individual identified as a 
Radiation Safety Officer on a 
Commission or Agreement State license 
on [insert effective date of final rule] 
who oversees only the use of b^^roducl 
material for which the licensee was 
authorized on that date need not comply 
with the training requirements of 
§35.900. 

§ 35.910 Training for uptake, dHutJon, and 
excretion studies. 

Except as provided in §§ 35.970 and 
35.971. the licensee shall require the 
authorized user of a 

radiopharmaceutical listed in § 35.100(a) 
to be a physician who: 

(a) Is certified in: 
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(1) Nuclear medicine by the American 
Board of Nuclear Medicinr. 

(2) Diagnostic radiology with special 
competence in nuclear radiology by the 
American Board of Radiology; or 

(3) Diagnostic radiology or radiology 
within the previous five years by the 
American Osteopathic Board of 
Radiology; or 

(b) I ias completed 00 hours of 
instruction in ^sic radioisotope 
handling techniques applicable to the 
use of prepared radiopharmaceuticiils^ 
and 40 hours of supervised clinical 
experience. 

(1) To satisfy the basic instruction 
requirement the classroom and 
laboratory instruction must include: 

(1) 25 hours of radiation physics and 
instrumentation: 

(ii) 25 hours of radiation protection; 

(iii) 10 hours of mathematics 
pertaining to the use and measurement 
of radioactivity; 

(iv) 10 hours of radiation biology; and 

(v) 10 hours of radiopharmaceutical 
chemistry. 

(2) To satisfy the requirement for 
supervised clinical experience, training 
must be under the supervision of an 
authorized user at a medical institution 
and must include: 

(i) Examining patients and revieiving 
their case histories to determine their 
suitability for radioisotope diagnosis, 
limitations, or contraindications; 

(ii) Selecting the suitable 
radiopharmuceuticals and calculating 
und measuring the dosages; 

(iii) Administering dosages to patients 
and using syringe radiation shieldr. 

(iv) Collaborating with the euthorned 
user in the interpretation of radioisotope 
test results; and 

(v) Patient followup: or 

(cj Has successfully completed a six- 
month training program in nuclear 
medicine as part of a training program 
that has been approved by the 
Accreditation Council for Graduate 
Medical Education and that included 
classroom and laboratory training, work 
experience, and supervised clinical 
experience in all the topics identified in 
paragraph (b) of this section. 

$ 35.920 Training tor Imaging and 
localization studies. 

Except as provided in $ 35.970 or 
35.971. the licensee shall require the 
authorized user of a 
radiopharmaceutical, generator, or 
reagent kit listed in § 35.200(a} to be a 
physician who: 

(a) Is certified in: 

(1) Nuclear medicine by the American 
tkmrd of Nuclear Medicine: 


(2) Diagnostic radiology with special 
competence in nuclear radiology by the 
American Board of Radiology; or 

(3) Diagnostic radiology or radiology 
within the previous five years by the 
American Osteopathic Board of 
Radiology; or 

(b) Has completed 200 hours of 
instruction in basic radioisotope 
handling techniques applicable to the 
use of prepared radiopharmaceuticals, 
generators, and reagent kits. 500 hours 
of supervised work experience and 500 
hours of supervised dinical experience. 

(1) To satisfy the basic instruction 
requirement the classroom and 
laboratory training must include: 

(!) 100 hours of radiation physics and 
instrumentation; 

(ii) SO hours of radiation protection: 

(iii) 20 hours of mathematics 
pertaining to the use and measurefnent 
of radioactivitjc 

(iv) 30 hours of radiopharmaceutical 
chemistry; and 

(v) 20 hours of radiation biology. 

(2) To satisfy the requirement for 
supervised work experience, training 
must be under the supervision of an 
authorized user at a medical institution 
and must Include: 

(i) Ordering, receiving, and unpacking 
radioactive materiab safely and 
performing the related radiation 
surveys; 

(ii) Calibrating dose calibrators and 
diagnostic Instruments and performing 
checks for proper operation of survey 
meters: 

(iii) Calculating and safely preparing 
patient dosages; 

(iv) Using administrative controls to 
revenl the misadministration of 
yproduct material; 

(v) Using emergency procedures to 
contain spilled byproduct material 
safely and using proper 
decontamination procedures; and 

(vi) Eluting technetium-99m from 
generator systems, assaying and testing 
the eluate for molybdenum-99 and 
alumina contamination, and processing 
the eluate with reagent kits to prepare 
technetlum-99m labeled 
radiophannaceuticals. 

(3) To satisfy the requirement for 
supervised clinical experience, training 
must be under the supervision of an 
authorized user at a medical institution 
and must include: 

(i) Examining patients und reviewing 
their case histories to determine their 
suitability for radioisotope diagnosis, 
limitations, or contraindications: 

(ti) Selecting the suitable 
radiopharmaccuticals and calculating 
and measm^ the dosages: 

(iii) Administering dosages to patients 
and using syringe radiation shields; 


(iv) Collaborating with the authorized 
user in the intcrprchilion of radioisotope 
lest resultr, and 

(v) Patient followup; or 

(c) Has successfully completed a six- 
month training program in nuclear 
medicine that has been approved by the 
Accreditation Council for Graduate 
Medical Education and that included 
classroom and laboratory training, work 
experience, and supervised clinkal 
experience in all the topics identified in 
paragraph (b) of this section. 

{ 35.930 Training for therapeutic use of 
radlopharmacauticala. 

Except as provided in $ 35.970. the 
licensee shall require the authorized 
user of a radiopharmaceutical listed in 
§ 35.300 for therapy to be a physician 
who: 

(a) Is certified in nuclear medicine by 
the American Board of Nuclear 
Medicine; or 

(b) Has completed 80 hours of 
instruction in basic radioisotope 
handling techniques applicable to the 
use of therapeutic radiopharmaceulicals. 
and has had supervised clinical 
experience. 

(1) To satisfy the requirement for 
inBiruclion. the classroom and 
laboratory training roust include: 

(1) 25 hours of radiation physics and 
instrumentation; 

(ii) 25 hours of radiation protection; 

(iii) 10 hours of mathematics 
pertaining to the use and measurement 
of radioactivity; and 

(iv) 20 hours of radiation biology: 

(2) To satisfy the requirement for 
supervised clinical experience, tramlng 
must be under the supervision of an 
authorized user at a medical Institution 
and must include: 

(i) Use of iodine-131 for diagnosis of 
thyroid function and the treatment of 
hyperthyroidism or cardiac dysfunction 
«in 10 individuals; 

(il) Use of soluble pho8phoru5-32 for 
the treatment of polycythemia vera, 
leukemia, or bone metastases in 3 
individuals: 

(iii) Use of Iodine-131 for treatment of 
thyroid carcinoma in 3 Individuals: and 

(iv) Use of colloidal chromic 
phosphoru9-32 or of colloidal gold-198 
for intracavitary treatment of malignant 
effusions in 3 individuals. 

§35^40 Training foe therapeutic uss of 

brachytherapy sources. 

Except as provided In 5 35,979, t^ 
licensee shall require the authorized 
user using a brachytherapy source isled 
in S 35.400 for therapy to be a physicuin 
who: 
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(a) Is certified in: 

(1) Radiology or therapeutic radiology 
by the AmeHr^n Board of Radiology; 

(2) Radiation oncology by the 
American Osteopathic Board of 
Radiology: 

fa) Radiology, with a specialization in 
radiotherapy, as a British **Feilow of the 
Faculty of Radiology"* or ""Fellow of the 
Royal College of Radiology"*: or 

(4) Therapeutic radiology by the 
(Canadian Royal College of Physicians 
and Surgeons: or 

(b) Is in the active practice of 
therapeutic radiology, has completed 
200 hours of instruction in basic 
radioisotope handling techniques 
applicable to the therapeutic use of 
hrachytherapy sources and 500 hours of 
Buperviied work experience and a 
minimum of three years of super\'ised 
clinical experience. 

(1) To satisfy the requirement for 
instruction, the classroom and 
laboratory training mutt include: 

(1) 110 hours of radiation physics and 
instrumentation; 

(ii) 40 hours of radiation protection; 

(iii) 25 hours of mathematics 
pertaining to the use and measurement 
of radioactivity; and 

(iv) 25 hours of radiation biology. 

(2) To satisfy the requirement for 
supervised work experience, training 
must be under the supervision of an 
authorized user at an institution and 
must include: 

(i) Ordering, receiving, and unpacking 
radioactive materials 8afel>' and 
performing the related radiation 
5ur\'eys: 

(il) Checking 8ur\Ty meters for proper 
i^peratlon; 

(iii) Preparing, implanting, and 
removing seal^ sources; 

(iv) Using administrative controls to 
prevent the misadministration of 
byproduct material; and 

(v) Using emergency procedures to 
control byproduct material. 

(3) To satisfy the requirement for a 
peri^ of supervised clinical experience, 
training must include one year in a 
formal training program approved by ibe 
Residency Review Committee for 
Radiology of the Accreditation Council 
f« Graduate Medical Education or the 
t^oimittee on Postdoctoral Training ol 
the American Osteopathic Asaocialioo, 
and an additiofial two years of clinical 

e xperience in therapeutic radiolo^^ 
under the supervision of on authorized 
user at a medical institution. The 
supervised clinical experience must 
inclodR 

(i) Examining individuals and 
reviewing their case histories to 
determine their suitability for 


brachytherapy treatment and any 
limitations or contraindications; 

(ii) Selecting the proper brachytherapy 
sources and dose and method of 
administration: 

(iii) Calculating the dose; and 

jiv) Post-administration followup and 
review of case histories in collaboration 
with the authorized user. 

$35,941 Training for ophthaimlc use of 
stronttum-90. 

Except as provided in $ 35.970. the 
licensee shall require the authorized 
user using only 8trontium-90 ophthalmic 
radiotherapy to be a physician who: 

(a) Is certified in radiology or 
therapeutic radiology by the American 
Board of Radiology; or 

(b) Is in the active practice of 
therapeutic radiology or ophthalmology, 
and has completed 24 hours of 
instruction in basic radioisotope 
handling techniques applicable to the 
use of strontlum-QO for ophthalmic 
radiotherapy, and a period of supervised 
clinical training in ophthalmic 
radiotherapy. 

(1) To satisfy the requirement for 
instruction, the classroom and 
laboratory training must include: 

(() 6 hours of radiation physics and 
instrumentation: 

(ii) 6 hours of radiation protection; 

(iii) 4 hours of mathematics pertaining 
to the use and measurement of 
radioactivity; and 

(iv) 8 hours of radiation biology. 

(2) To satisfy the requirement for a 
period of supervised cUnical training in 
ophthalmic radiotherapy, training must 
be under the supervision of an 
authorized user at a medical institution 
and must include the use of strontium ^O 
for the ophthalmic treatment of five 
individuals that Includes 

(i) Examination of each individual to 
be treated; 

(ii) Calculation of the dose to be 
administered; 

(iii) Administration of the dose; and 

(iv) Followup and review of each 
individual's case history. 

$ 35.950 Training for use of seeled 
sources for dfagnosts. 

Except as provided in $ 35.970. the 
licensee shall require the authorized 
user using a seal^ source in a device 
listed in i 35.500 to be a physician, 
dentist, or podiatrist who: 

(a) Is certified in 

(1) Radiology, diagnostic radiology 
with spiMiial competence in nuclear 
radiology, or therapeutic radiology by 
the American Boaid of Radiology; 

(2) Nuclear medicine by the American 
Board of Nuclear Medicine: or 


(3) Diagnostic radiology or radiology 
by the American Osteopathic Board of 
Radiology: or 

(b) Has completed 6 hours of 
instrxiction in basic radioisotope 
handling techniques specifically 
applicable to the use ^ the device. To 
sotisfy the requirement for Instruction, 
the training must include: 

(1) 3 hours of radiation physics, 
mathematics pertaining to the use and 
measurement of radiooctivity, and 
instrumentation; 

(2) 3 hours of radiation biology: and 

(3) 2 hours of radiation protection and 
training in the use of the device for the 
purposes authorized by the license. 

$35,960 Training for leletfierspy. 

Except as provided in $ 35.970, the 
licensee shall require the authorized 
user using a sealed source listed in 
$ 35.000 in a teletherapy unit to be a 
physician who: 

(a) Is certiBed in: 

(1) Radiology or therapeutic radiology 
by the American Board of Radiology: 

(2) Radiotion oncology by the 
American Osteopathic Bo^ of 
Radiology; 

(3) Radiology, with specialization in 
radiotherapy, as a Bribsh ""Fellow of the 
Faculty of Radiology" or "'Fellow of the 
Royal College of Radiology**; or 

(4) Therapeutic radiology by the 
Canadian Royal College of Physicians 
and Surgeons; or 

(b) Is in the active practice of 
thmpetitic radiology, and has 
completed 200 hours of instruction in 
basic radioisotope techniques applicable 
to the use of a sealed source in a 
telethorapy unit 500 hours of supervised 
work experience, and a minimum of 
three years of supervised clinical 
experience. 

(1) To satisfy the requirement for 
instmctloa the classroom and 
laboratory training must include: 

(1) 110 hours of radiation physics and 
instrumentation: 

(ii) 40 hours of radiation protectioo: 

(iii) 25 hours of mathematics 
pertaining to the use and measurement 
of radioacUvriy; and 

(iv) 25 hours of radiation biology. 

(2) To satisfy the requirement for 
supervised work experience, training 
most be under the supervision of an 
authorized user at an institution and 
must include: 

|i) Review of the full calibration 
measurements and periodic spot checks: 

(ii) Preparing treatment plans and 
calculating treatment times: 

(iii) Using administrative controls to 
prevent misadministralions; 
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(iv) Implementing emergency 
procedures to be followed in the event 
of the abnormal operation of a 
teletherapy unit or console; and 

(v) Checking and using survey meters. 

(з) To satisfy the requirement for a 
period of supervised clinical experience, 
training must include one year in a 
formal training program approved by the 
Residency Review Committee for 
Radiology of the Accreditation Counpil 
for Graduate Medical Education or the 
Committee on Postdoctoral Training of 
the American Osteopathic Association 
and an additional two years of clinical 
experience in therapeutic radiology 
under the supervision of an authorized 
user at a medical institution. The 
supervised clinical experience must 
include: 

(i) Examining individuals and 
reviewing their case histories to 
determine their suitability for 
teletherapy treatment, and any 
limitations or contraindications; 

(ii) Selecting the proper dose and how 
it is to be administered: 

(iii) Calculating the telelhcrapy doses 
and collaborating with the authorized 
user In the review of patients' progress 
and consideration of the need to modify 
originally prescribed doses as 
warranted by patients* reaction to 
radiation: and 

(iv) Post-administration followup and 
review of case histories. 

{ 35.961 Training for qualified telettierapy 
callbfation expert. 

The licensee shall require the 
qualified teletherapy calibration expert 
to: 

(и) Be certified by the American Board 
of Radiology in: 

(1) Therapeutic radiological physics; 

(2) Roentgen ray and gamma ray 
physics: 

(3) X-ray and radium physics: or 

(4) Radiological physics: or 

(b) Hold a master's or doctor's degree 
in physics, biophysics, radiological 
physics, or health physics, and have 
completed one year of full lime training 
in therapeutic radiological physics and 
also one year of full lime work 
experience under the supeivision of a 
qualified leletherapy calibration expert 
at a medical institution. To satisfy this 
requirements, the neophyte qualified 
leletherapy calibration expert must have 
performed the tasks listed in (§ 35.59. 
35.632, 35.633, and 35.641 of this part 
under the supervision of a qualified 
teletherapy calibration export during the 
year of work experience. 


S 35.970 Training for expeilenced 
authorized ustra> 

Physicians, dentists, or podiatrists 
identined as authorized users for the 
human use of byproduct matenal on a 
Commission or Agreement State license 
on [insert effective date of final rule] 
who perform only those methods of use 
for which they were authorized on that 
date need not comply with the training 
requirements of Subpart f. 

§ 35.971 Physician training In a three 
month program. 

A physician who. before July 1,1984, 
began a three month nuclear medicine 
training program approved by the 
Accreditation Council for Graduate 
Medical Education and has successfully 
completed the program need not comply 
with requirements of §§ 35.910 or 
35.920. • 

S 35.972 Recentnesa of training. 

The training and experience specified 
in this subpart must have been obtained 
within the five years preceding the date 
of application or the individual must 
have had continuing experience since 
the required training and experience 
was completed. 

Subpart K^Enforcement 

§35.990 VIolaUona. 

(a) An injunction or other court order 
may be obtained to prohibit a violation 
of an^rovision of: 

(1) The Atomic Energy Act of 1954. as 
amended: 

(2) Title II of the Energy 
Reofganization Act of 1974, as amended; 
or 

(3) Any rule, regulation, or order 
issued under these Acts. 

(b) A court order may be obtained for 
the payment of a civil penalty imposed 
for violation of: 

(1) Sections 53. 57. 62, 63. 81. 82,101. 
103.104.107. or 109 under section 234 of 
the Atomic Energy Act of 1954; 

(2) Section 206 of the Energy 
Reorganization Act of 1974: 

(3) Any rule regulation, or order 
issued under these Acts: 

(4) Any term condition, or limitation 
of any license issued under these Acts; 
or 

(5) Any violation for which a license 
may be revoked under section 180 of the 
Atomic Energy Act of 1954. 

(c) Any person who willfully violates 
any provision of the Atomic Energy Act 
of 1954. as amended, or any rule, 
regulation, or order issued under the Act 
may be guilty of a crime and. upon 
conviction, may be punished by fine or 
imprisonment or both as provided by 
law. Regulations issued under the Act 
include regulations issued under section 


161, and cited in the authority citation at 
the beginning of this part for the 
purposes of section 223. 

{ 35.999 Resolution of conflicting 
requirements during transition period. 

If the rules in this part conflict with 
the licensee's radiation safety program 
as identified in its license, and if that 
license was approved by the 
Commission before [insert effective date 
of final rule] and has not been renewed, 
then the requirements in the license will 
apply. 

PART 30—RULES OF GENERAL 
APPLICABILfTY TO DOMESTIC 
LICENSING OF BYPRODUCT 
MATERIAL 

2. The authority citation for Part 30 
continues to read as follows: 

Authority; Sec. 161. as amended (42 U.SC. 
2201): sec. 201. as amended (42 US.C 546H 

3. Section 30.4 is amended by revising 
paragraphs (h) and (I) to read as follows 
and by adding new paragraphs (y) and 
(z) as follows: 

§30.4 Definitions. 

• • • « • 

(h) "Medical use" means the 
intentional internal or external 
administration of byproduct material, or 
the radiation therefrom, to human beings 
in the practice of medicine in 
accorcfance with a license issued by a 
State or Territory of the United States, 
the District of Columbia, or the 
Commonwealth of Puerto Rico in the 
practice of medicine. 

• • • • • 

(1) "Physician" means a medical 
doctor or doctor of osteopathy licensed 
by a Slate or Territory of the Uniled 
States, the District of Columbia, or the 
Commonwealth of Puerto Rico to 
prescribe drugs in the practice of 
medicine: 

• • • • • 

(y) "Dentisr* means an individual 
licensed by a Slate or Terri lory of the 
Uniled Stales, the District of Columbia, 
or the Commonwealth of Puerto Rico to 
practice dentistry on humans. 

(z) "Podiatrist" means an Individual 
licensed by a State or Territory of the 
United States, the District of Columbia, 
or the Commonwealth of Puerto Rico to 
practice podiatry on humans. 

4. Section 30.34 is amended by 
revising paragraph (g) to read as 
follows: 

§ 30.34 Terms snd corufttions of llcenies. 

• • • • • 

(g) A licensee may prepare 
technelium-99m mdiopharmaceiitical* 
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only with tcchnetiuni*99m that contains 
less than 0,15 microcurles of molyb- 
cienum*99 per Tnillicurie of technetium* 
99m. The licensee shall perform tests 
flnrl mainlain the records required by 
(35,204. 

PART 31-CENERAL DOMESTIC 
LICENSES FOR BYPRODUCT 
MATERIAL 

5. The authority citation for Part 31 
continues to read as follows: 

Authority: Sec, 161. ei amended (42 U.S.C, 
2201): sec. 201. as amended (42 U,S.C. 5481). 

6. Section 31.11 is amended by 
tvvising paragraph fb) to read as 

follows: 

{ 31.11 General Ncense for use of 
byproduct mslertal for certain In vitro 
clinical Of laboratory testing. 

• • • • • 

(b) No person shall receive, acquire, 
possess, use. or traruifcr byproduct 
material pursuant to the general license 
established by paragraph (a) of this 
section unless that person: 

(1) Has filed Form NRC*-4d3. 

‘ Registration Cerlincale—In Vitro 
Testing with Byproduct Material Under 
Cener^ License," with the Director of 
Nuclear Material Safety and Safeguards. 
VS. Nuclear Regulatory Commission, 
Washington, DC 20555 and received 
from the Commission a validated copy 
of Form NRC-483 with a registration 
number assigned: 

(2) Has a license that authorizes the 
medical use of byproduct material and 
that expires before [insert five years 
after effective date of final n//el; or 

(3) Has a license that authorizes the 
medical use of byproduct material and 
also authorizes the use of byproduct 
material consistent with the 
requirements of this section. 

• • • • • 

PART 32-SPECIFIC DOMESTIC 
LICENSES TO MANUFACTURE OR 
TRANSFER CERTAIN ITEMS 
CONTAINING BYPRODUCT 

materials 

7. The authority citation for Part 32 
continues to read as follows; 


Authority: Sec. 161. us amended (42 U.S.C 
2201); sec. 201. as amended (42 U.S.C, 5461). 

$32.70 (Removed) 

B. Section 32.70 is removed. 

9. In $ 32.72 the introductory text of 
paragraph (a) and paragraph (a)(4)(i) are 
revised to read as oltows: 

$ 32.72 Manufacture end distribution of 
radlopharmaceuticais containing byproduct 
material for medical use under group 
licenses. 

(a) An application for a specific 
license to manufacture and distribute 
radiopharmaceuticals containing 
byproduct material for use by persons 
authorized pursuant to Part 35 of this 
chapter will be approved If: 

• • • • • 

(4Ki) The label affixed to each 
package of the radiopharmaceutical 
contains information on the 
radionuclide, quantity, and date of 
assay, and the label, or the leaflet or 
brochure that accompanies each 
package, contains a statement that the 
radiopharmaceutical Is licensed by the 
U.S. Nuclear Regulatory Commission for 
distribution to persons licensed to use 
byproduct material listed in $$ 35.100, 
35.200, or 35.300, as appropriate, or 
under an equivalent license of an 
Agreement State. 

• • • • • 

10. In $ 32.73 paragraph (a|(5)(ii) is 
re\i8ed to read as follows: 

$ 32.73 Manufacture and distribution of 
generators or reagent kite for preparation 
of radiopharmaceuticals containing 
byproduct material. 

(a) • • • 

(5) • • • 

(ii) A statement that this generator or 
reagent kit (as appropriate) is approved 
for distribution to persons licensed by 
thevU.S. Nuclear Regulatory Commission 
to use byproduct material identified in 
$ 35.200 or under an equivalent license 
of an Agreement State. 

• • • • • • 

11. In $ 32.74 the introductoi^ text of 
paragraph (a) and paragraph (a)(3) are 
revised to read as follows: 


$ 32.74 Manufacture and distributton of 
sources or devices containing byproduct 
material for medical use. 

(a) An application for a specific 
license to manufacture and distribute 
sources and devices containing 
byproduct material (o persons licensed 
pursuant to Part 35 of this chapter for 
use as a calibration or reference source 
or for the uses listed in $$ 35 400 and 
35.500 of this chapter will be approved 
if: 

• • • • • 

(3) The label affixed to the source or 
device, or to the permanent storage 
container for the source or device, 
contains Information on the 
radionuclide, quantity and date of 
assay, and a statement that the (name of 
source or device) Is licensed by the U.S, 
Nuclear Regulatory Commission for 
distribution to persons licensed to use 
byproduct material identified in 
SS 35.58, 35.400. or 35.500. as 
appropriate, or under an equivalent 
license of an Agreement Stale. 

• • • • • 

part 40—DOMESTIC LICENSING OF 
SOURCE MATERIAL 

12. The authority citation for Part 40 
continues to read as follows: 

Authority: S«c. 161. as amended (42 U.S.C. 
2201): sec. 201. as amended (42 U.S.C. 5481). 

13. Section 40.4 is amended by 
revising paragraph (g) to read as 
follows: 

$ 40.4 Definitions. 

• • • • • 

(g) ''Physician" means a medical 
doctor or doctor of osteopathy licensed 
by a Stale or Territory of the United 
States, the District of Columbia, or the 
Commonwealth of Puerlo Rico to 
prescribe drugs in the practice of 
medicine; 

• • • • • 

Dated at Washington. D.C.. this 22nd day 
of |uly 1965. 

For Ihe^Nudcar Regulatory Commission. 
Samuel |. Chilk, 

Secretary of the Comrtnssion. 

Doc. 85-17233 Filed 7-25-65; 6:45 am] 
aaxiNO cooc rsstMn-n 
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PACIFIC NORTHWEST ELECTRIC 
POWER AND CONSERVATION 
PLANNING COUNCIL 

Northwest Conservation and Etectiic 
Power Plan; Proposed Model 
Conservation Standard Amendn^enta, 
Hearings, and Public Comment Period 

agency: Pacific Northwest Electric 
Power and Conservation Planning 
Council (Northwest Power Planniiig 
Council). DOE. 
action: Notice of proposed 
amendments, hearings, and opportunity 
to comment. 

summary: On April 27,1983. the Pacific 
Northwest Electric Power and 
Conservation Planning Council (Council) 
adopted a Northwest Conservation and 
Electric Power Plan (Plan) including 
model conservation standards (.MCS) (46 
FR 24493. June 1.1963). The Council now 
proposes to amend portions of the Plan 
relating to the MCS. This notice 
describes the proposed amendments 
and explains how to participate in the 
amendment process. Because the 
matters being considered would affect 
upcoming implementation schedules, 
these M^>related amendments are 
being considered separately from the 
current revision of the Plan which will 
be the subject of a separate hearing and 
comment process. Following that 
process, the MCS provisions adopted by 
the Council may be the subject of furth^ 
technical and nonsubstantial 
amendments necessary to ensure that 
the format, numbering and other 
editorial aspects of the MCS provisions 
arc then consistent with the revised 
plan. Nevertheless, those interested in 
commenting on the MCS should expect 
to do so only in the hearings on the MCS 
described in this notice. MCS comments 
will not be relevant or timely in Ihe 
Council's process on the revised plan as 
a whole, as the Council expects to have 
completed its decisionmaking on the 
MCS in September, 1965. well in 
advance of its decision on the revision 
of the plan which is currently not 
scheduled until December. 1985. 

DATES AND ADDRESSES: The public 
comment period regarding the proposed 
amendments to the MCS closes at 5 p.m. 
Pacific time on August 26.1965. Public 
hearings on the proposed amendments 
to the MCS will be held at the following 
places and times: 

• Spokane. Washington. 3:30 p.m. to 
5:00 p.m.. August 20,1965. Spokane 
Convention Center. Meeting Room A, 

W. 334 Spokane Falls Blvd.. Spokane. 
Washington. 

• Seattle. Washington, 9:00 a.m. to 
11:00 a.m.. August 2a 1985. at the 


Federal Building, Room 286a 915 Second 
Avenue. Seattle, Washington. 

• Burley, Idaho. 1 p.m., August 22. 
1985. at the Burley Inn. 800 N. Overland 
Ave.. Burley. Idaho. 

• Portland. Oregon. 9 a.m.. August a 
1985, at the Council's Central Office, 850 
S.W. Broadway, Suite HOC, Portland 
Oregon. 

• Missoula. Montana, 10 a.nu August 
23.1985. at the Missoula Sheraton. 200 
South Pattee Street. Missoula, Montana. 

The Council currently expects to take 
final action on proposed MCS-related 
amendments at its September 16-19. 

1985 meeting in Portland, Oregon. The 
actual date on which the Coundl will 
make its final decision will be 
announced in accordance with 
applicable law and in accordance with 
the Council's practice of prtn^iding 
notice of its meeting agendas. 

Guidelines for Presenting Oral 
Comments at Hearings 

1. To reserve a time period for 
presenting oral comments at a hearing, 
contact Ruth Curtis. Information 
Coordinator, at the Coimcil's central 
office (850 S.W. Broadway, Suite 1100. 
Portland. Oregon 97205 or (503) 222- 
5161. toll free 1-800-222-3355 in Idaha 
Montana, and Washington or 1-800- 
452-2324 in Oregon) no later than two 
work days before the hearing. 

2. Those who do not reserve time 
periods will be permitted to present oral 
comments as time permits. 

3. Use the hearing to summariEe 
written comments. The comments 
themselves should not be read. 

4. If possible, ten (10) copies of written 
comments should be submitted to the 
Coundl recorder at the hearings. This 
person will be sitting at a table near the 
Council members and will be identified 
at the start of the hearing by the hearing 
chairman. When preparing these copies, 
refer to the instructions below for 
written comments. 

5. Comment time may be limited on 
those occasions when the number of 
people signed up to testify is suffidently 
large that it will be necessary to impose 
limits in order to allow all commenters a 
hearing. A 15-minute guideline is 
suggested. 

6. Appearance at more than one 
hearing is unnecessary. At each hearing, 
scheduling preference will be given to 
individuals and groups which have not 
testified at other hearings. 

Guidelines for Submitting Written 
Comments 

1. All written comments must be 
received in the Council's central office, 
850 S.W. Broadway. Suite 1100. 

Portland. Oregon. 97205 by 5 p.m. Pacific 


time on Monday. August 26.1985. 
Comments should be submitted to Ihe 
attention of Dulcy Mahar at this 
address. 

2. Comments should be dearly 
marked *‘Modei Conservation Standard 
Comments** 

3. Written comments should be 
specific and concise and refer to 
sections or page numbers in the 
proposed MCS amendments. 

4. If appropriate, submit a "marked 
up** copy of the proposed MCS (or 
appropriate sections) indicating 
suggestions and/or revisions. Suggested 
deletions should be lined out and placed 
in parentheses. Suggested new language 
should be underlined. 

5. Please type (double-spaced) 
comments, if possible. Use only one side 
of the paper, 

6. Provide ten (10) copies of all 
comments and supporting materials if at 
all possible. 

FOR FURTHER INFORMATION CONTACr. 

Dulcy Mahar, Director of Public 
Information and Involvement, at the 
address and telephone numbers Hated 
above. 

SUPPLEMENT ANY INFORMATION: As 

directed by the Northwest Power Act (16 
U.S.C. 839 et seq,, *'lhc Act"), the 
Council adopted a plan including MCS 
for new structures and for existing 
structures which are converted to 
electric space heating/conditioning. The 
MCS were designed to produce all 
electric power savings that are cost 
effective for the region and 
economically feasible for consumers. 
The standards for new residential 
structures are set forth In section 2 of 
the Council's current Two Year Action 
Plan (Chapter 10 of the Plan) and 
establish annual performance budgets 
for electric space heating for each of the 
Pacific Northwest's climate zones.* The 
standard for new commercial 
construction Is described In section 6 of 
the current Two-Year Action Plan and is 
a modified version of the most recent 
model energy code of the American 
Society of Heating. Refrigeration and 
Air Conditioning Engineers (ASHRAE). 
ASHRAE 90-80. The standards for 
existing residential striipturcs which 


• In fanuary. 1985. ihe Coundl amenikd lha MC5 
) cofred iwo irehnieal. noofubafanlial ewrs 
hete cofTcclicwii changed Ihe energy perform*w» 
migett for flngie family realdaoce* In cUmala 
me, Z umI ). (SO FK 8021. F.U. S. 1«S| In 
IM. (he Council m»dt (echold. noii*ttb.tenli.l 
(Mndmenl. lo the MCS. purtuent |o MllUm**"'« 
Uw.uil Wed by luprCTml.live. of Ihe I" 

idu.liy, to clehfy Ibel (he MCS epplled only *o 
atructuret oaing electric fpacr haaiing 
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eaUng or apace condllloning 149 FR 341 IS Auga* 
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convert to electric space healing and for 
existing commercial structures which 
convert to electric space heating and/or 
conditioning are described in section 3 
and 7 of the CounciPs current Two-Year 
Action Plan, respectively. 

The Act also authorized the Council to 
recommend that the Bonneville Power 
Administration (BPA) impose a 
minimum 10 percent rate surcharge upon 
electric utilities for those portions of 
their loads within jurisdictions which do 
not. or upon utilities which do not. 
implement the MCS or achieve 
comparable savings. In the Plan, the 
Council set a January 1,1986 deadline 
for adoption of all aspects of the MCS or 
comparable programs and 
recommended that BPA impose 
surcharges after that date. This deadline 
applied to the MCS for new residential 
and commercial structures and for 
existing structures converted to electric 
heating or space conditioning. 

The Plan also called on BPA to 
implement various educational, 
technical and financial assistance 
programs to further adoption of the 
MCS. One of these programs, the 
Residential Standards Demonstration 
Program (RSDP) was designed to 
provide designers, builders, 
subcontractors, materials suppliers and 
building code officials with experience 
in the construction of residences 
meeting the MCS. The RSDP involves 
more than 400 residences across the 
region built to the energy efficiency 
requirements of the MCS, as well as a 
**conlrol group** of homes built to current 
practice. All RSDP buildings are 
metered to allow comparison of the 
umount of electricity each consumes for 
space heating, water heating and other 
uses. 

As a result of incentive efforts called 
for In the Plan and implemented by BPA. 
several jurisdictions in the region 
(including Ihe City of Tacoma. 
Washington) have already adopted and 
begun to enforce the MCS. Also, largely 
in response to the Council's Plan, the 
Stale of Washington recently authorized 
its Building Code Council to promulgate 
for adoption a statewide energy code 
incorporating a number of Ihc efficiency 
r«'quirements of the MCS. 

BPA also initiated a marketing 
program. Super Good Cents, aimed at 
achieving a target of 5,000 houses being 
built to Ihc Council's standard during 
Tiscal year 1996. Houses built and 
marketed through the Super Good Cents 
program will be certified as energ>^ 
efficient by electric utilities. 

Certification is designed to encourage 
lenders, sellers and buyers to view the 
certification as adding value to the 
house because it is less expensive to 


heat. Also, through development of a 
surcharge policy. BPA is establishing a 
procedure to lest the compliance of 
utility-designed programs in gaining 
savings of electricity equivalent to the 
MCS. Finally, BPA has a continuing 
program to help train and educate the 
building industry to construct more 
efficient buildings. 

Based upon its review of preliminary 
data and builder experience resulting 
from the RSDP and the early-adopting 
jurisdictions, the Council now believes 
that some amendment of the Plan may 
be necessary to permit additional time 
for the regional transition from current 
building practice to the levels of energy 
efficiency called for in the MCS. At a 
Council meeting held on March 13,1985. 
Council staff presented an issue paper 
("Model Conservation Standards 
Review*') which concluded that, while 
the preliminar>* cost data from the RSDP 
support the efHciency levels called for in 
the MCS, some delay in implementation 
of the MCS may be necessary to provide 
additional time to resolve difficulties 
encountered by some builders in making 
the transition to the energy-efficient 
building practices called fur by the MCS. 

The Council now seeks public 
comment on the proposed amendments 
described below. The Council 
particularly encourages submission of 
comments addressing the following 
issues: 

• the MCS 08 'lost opportunity 
resources** (i.e.. the value to the region 
of acting promptly to acquire cost- 
effective electric power savings that 
may not be available os inexpensively 
later. If at all): 

• indoor air quality; 

• achievable market share rates for 
ihe 1989 MCS for new structures, both 
before and after the )anuar>' 1.1989 
deadline; and 

• appropriate levels of incentive 
payments for construction of new 
structures to the requirements of the 
1989 MCS. 

Proposed Amendments 

If adapted by the Council, Ihe 
proposed amendments would amend 
Volume I, Chapter 10. Section 2 of Ihe 
Plan. "Residential Sector-New Building 
Standard**; Section 3. ‘'Residential 
Sector-Conversion Standard": Section 6, 
"Commercial Sector-New Building 
Standard": Section 7, ''Commercial 
Sector-Conversion Standard"; Section B. 
"Commercial Sector-Demonstration 
Program": Action Item 12.1. dealing with 
BPA reimbursement to state and local 
governments for the cost of adopting the 
MCS: and Section 25. "Method for 
Calculating Surcharges." by deleting the 


existing text and related appendices and 
replacing them with the following. 

Model Consen ation Standards for New 
Electrically Heated Residential 
Structures and New Electrically Space 
Conditioned Commercial Buildings and 
Buildings That Are Converted to Electric 
Space Heating and Conditioning 

The model conservation standards 
described below may be adopted and 
enforced by a slate or local government 
or by utilities where utilities are legally 
authorized to do so. For those 
jurisdictions which choose not to adopt 
and enforce the applicable standards, 
affected electric utilities should prepare 
by the dates provided in Section E of 
this rule a description of an alternative 
program for achieving savings of 
electricity that are comparable to those 
achievable through the use of the 
standards. The alternative program may 
employ marketing and incentive 
programs, electric ser\ice requirements, 
rate designs, or other techniques for 
achieving conserves I ion. Some pre¬ 
approved alternative plans are included 
here and In BPA's currently proposed 
surcharge policy. Failure to implement 
Ihe standards or achieve comparable 
savings of electricity will subject 
utilities to the Council's surcharge 
provisions (see Method for Calculating 
Surcharges. Appendix A to this rule). 

A. Level and Timing of the Model 
Conservation Standards 

The proposed amendments described 
below do not represent a radical 
departure from the MCS Ihe Council 
formulated in its 1983 Plan. No changes 
are proposed to the level of the 
commercial standard for new buildings, 
the conversion standard for existing 
residential and commercial buildings, or 
the full residential standard for new 
buildings required by 1989. The only 
change in level is the interim standard 
for new residential buildings required by 
1987. The proposed amendments would, 
if adopted, change the timing of the 
standards. Rather than requiring that all 
the standards be adopted by January 1, 
1986 in order to avoid Ihe surcharge. Ihe 
deadline for adoption of the full 
residential standards for new structures 
would be January 1,1989. and an interim 
residential standard for new structures 
would be required by January 1.1987. 
The deadline for adoption of Ihe 
standard for new commercial buildings 
would be January 1.1967. The deadline 
for adoption of the conversion standard 
for existing residential and commercial 
structures would b^ January' 1,1989. A 
summary of the level and timing of the 
standards which would result from the 
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proposed amendments appears in 
Exhibit A. 


Exhibit A.—Summary of Modal CooiorvatSon Standards aod Their Effective Dates 
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1. New Residential Buildings (Single and 
Multifamily) * 

New buildings present one of the most 
significant opportunities for achieving 
cost-effective conservation. The 
installation of measures is far less 
expensive at the time of construction, 
and many conservation measures can be 
incorporated at the time of construction 
but cannot be installed later without 
making structural changes to the 
buildup. With residential buildings 
lasting 50 years or more, it is vital to 
ensure that any building using electric 
space heating is built to efficient 
standards—even during periods of a 
surplus of electric power. Unless all 
cost-effective measures arc installed at 
the time of construction, an important 
energy-saving resource may be lost to 
the region forever. The Councifs model 
conservation standards are intended to 
capture these **lost opportunity*^ 
resources while they are available. 

The Council's model standards for 
new residential buildings are specified 
for three climate zones * in the form of a 
generalized prescriptive path. The 
standard which should be In effect in 
each climate zone by January 1,1987 is 
that level of electric energy efficiency 
which would be realized Uirough the use 
of the illustrative prescriptive path 
shown in Table 1 below. The standard 
which should be in effect in each 
climate zone by January 1.1989 is that 
level of electric energy efficiency which 


'Sinsic famlh’ rvtHiefic^a are deOnad to lodede 
dupiexef. MutUfamily fetidencea Includa tripWxee 
and larger ■fnarterM up (o and Incloding 4-ttory 
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the number of heating d<»gn*«dayi fn a particular 
location. Zone 1 cxpertencri Imt than S.000 heating 
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more than S.00a 


would be realized through the use of the 
illustrative prescriptive path shown in 
Table 2 below. The Council believes 
that designers and builders should be 
permitted to select any means to 
achieve savings of electricity 
comparable to those that would be 
realized through the use of these 
generalized paths. For example, a 
dwelling could attain the Councirs 
standard by containing a lower level of 
insulation, while containing more 
efficient windows or a heat pump. 

The Council after carefully reviewing 
all of the data available to It on the 
MCS. has determined that these 
standards represent regionally cost- 
effective investments in electric space 
heating conservation in new dwellings 
and at the same time are economically 
feasible for consumers, taking into 
account BPA incentives available under 
Section C of this rule.* The Council has 
not analyzed the economic feasibility or 
cost-effectiveness of these standards for 
consumers of other space heating fuels. 
The Council's standards for new 
residential construction apply only to 
locally regulated stnictnics. They do not 
apply lo structures regulated by the U.S. 
Department of Housing and Urban 
Development's Federal Manufactured 
Home Construction and Safety 
Standards for manufactured housing. 

* To meet the model conservation 
standard for new residences, a state, 
local government or utility should: 

(a) By January 1,1987. take actions 
throu^ codes, alternative programs or 
combinations thereof which will achieve 
electric power savings from new 
residences comparable to those savings 


*Thc CooAcU't March 13.1985 papar. 
“Model Conaefvalkm S4andanh Review,** and 
additional maleriafi analyxins the data are 
avaflable on request. 


which would be achieved if new 
electrically heated residences included 
the conservation measures described in 
Table 1 below. These measures have 
been demonstrated to be cost effective 
for the region because they are reliable 
and available within the time needed 
and because they reduce the electric 
power demand of regional consumers at 
a system cost which is less than the 
least-cost similarly reliable and 
available alternative resource. They 
have been found by the Council lo be 
economically optimal for the average 
regional residential consumer of 
electricity, and to require no additional 
time to improve necessary building 
practices. Typical new residences could 
comply with the standard by including 
the conservation measures shown In 
Table 1 below. 


Table 1.—Iuustrative Prescriptive Path 
FOR MCS TO BE IMPLEMERTEO BY JANUARY 
1. 1987. 
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Table i.~Iuustrative Prescriptive Path 
FOR MCS TO BE Implemented by January 
1, 1987.—ConlinuBd 
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As an alternative, a stale or local 
govemment or utility may meet this 
standard by implementing a program 
that ensures that a certain percentage of 
new residences meet the higher level 
required by the 19B9 MCS described 
immediately below (i.e^ achieve a 
specified minimum share of ail 
1 ‘lL'ctricaliy heated new residences). 
Assuming that the remainder of the 
rr sideocM in each state are built to 
current practice, the necessary shares 
per state w^ould be as fono%V5: 
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(b) By January 1.1989. take actions 
through codes, alternative programs, or 
a combination thereof which will 
achieve electric power savings from new 
residences comparable to those savings 
that would be achieved if new 
electrically heated residences Included 
the conservation measures described in 
Table 2 telow. These measures are 
forecast by the Council to meet the Act's 
requirements that they be designed to 
produce all electric power savings that 
are cost effective for the region and 
economically feasible for consumers, 
taking BPA financial assistance into 
account Typical new residences could 
oomply with the standard by including 
the measures shown in Table 2 below. 

Other illustrative approaches to 
building to this standoid are described 
in tboise portions of the Council's Model 
Conservation Standards Equivalent ^ 
Code dated February 1985. as may be ^ 
subsequently amended or revised, which 
are applicable to low-rise residential 
buildinga. 


2 —Illustrative Prcscriptive Paths for MCS to be Implemented by January 1. 
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• To meet the model conservation 
standard for new commercial buildings, 
a state, local govemment or utility 
should, by January 1.1987. take actions 
through codes, alternative programs, or 
a combination thereof which will 
achieve electric energy savings from 
new commercial buildings comparable 
to that which would be achieved if new 
commercial buildings met the energy 
efBdency requirements described below 
in the following paragraph. Illustrative 
approaches for building to meet this 
standard are described in those portions 
of the Coundl's Model Conservation 
Standards Equivalent Code dated 
February 1965. as may be subsequently 
amendcKl or revised, which are 
applicable to all buildings except low- 
rise residential buildings. 

The Council's model conservation 
standard for new commerical buildings 
is a modibed version of the most recent 
model energy code of the American 
Sodety of Heating, Refrigeration and 
Air Conditioning Engineers (ASHRAE), 
ASHRAE 90-80. except for those 
sections dealing with ventilation and 
lighting. The ventilation requirements 
are those set forth in ASHRAE Standafd 
62-61. The lighting efficiency 
requirements are comparable to those 
now required by the City of Seattle's 
Fjiergy Code, with the exception of 
office and retail buildings. 'Hie lighting 
standard for all ofTice buildings and for 
those retail buildings containing over 
20.000 square feet is 1.5 watts per square 
foot This is equivalent to the office 
building lighting standard adopted by 
the California Energy Commission. The 
lighting efficiency requirements for other 
retail buildings are as follows; 
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2, New Commerdal Buildings 

For the same reasons described above 
rogardiitg new residential construction, 
it is vital to ensure that commercial (l.e,. 
nonresidentlal) buildings using electric 
space conditioning and/or lighting are 
built to efficient standards—even during 
periods of surplus. This commerdal 
i'uilding standard was developed to 
ensure that new commercial buildings 
are built to produce savings of 


electricity that are cost effective for the 
region and economically feasible for the 
consumer. The level of the standard for 
new commercial buildings is unchanged 
from that in the Council's 1983 Plan. 
However, to allow adequate time for 
adoption and implementation of this 
standard, the Council is proposing that 
the standard apply to those commercial 
buildings that receive building permits 
on or after January 1.1987. 


3. Residential and Commercial 
Conversions 

It does little good to require that all 
new buildings with electric space 
beating/space conditioning satisfy 
model conservation standards if existing 
buildings that are not built with electric 
space heating/space conditioning can be 
converted to electricity freely. The 
region would be inviting consumers to 
circumvent the new building standards. 
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On the other hand, it would be 
unreasonable to re<]uire that buildings 
receiving permits prior to the effective 
date of the Councirs standard meet the 
new building standard before they can 
be converted to electric space heating/ 
space conditioning. To reconcile these 
differences, the Council has developed 
separate model conserv’ation standards 
for buildings that are granted building 
permits before January 1,1989 for 
residential buildings and before January 
1.1987 for commercial buildings and 
that are later converted to electric space 
heating or conditioning and for 
commercial and residential buildings 
that are granted building permits afier 
January 1.1987 and January 1.1969. 
respectively, and are later converted to 
electric space heating/conditioning. 

The Council's model standard for 
residential buildings that receive 
permits prior to January 1.1969 and that 
later are converted to electric space 
heating requires that a dwelling install 
all conservation measures that are 
regionally cost effective, as described in 
the Council's Plan, prior to conversion. 
The conversion standard for commercial 
buildings that receive permits prior to 
January 1.1987 and are later converted 
to electric heating/conditioning, requires 
that, prior to installation of electric 
space heating or conditioning, the 
building should undergo a 
comprehensive energy audit and install 
all conservation measures that are 
regionally cost effective and 
economically feasible, as described in 
the Council's Plan,* prior to conversion. 

These conversion standards are at the 
same level as in the Council's 1983 Plan. 
The only change is in their liming. 
Commercial and residential buildings 
that are granted building permits after 
lanuary 1.1987 and January 1,1989. 
respectively, will be required to be 
upgraded to Council's model energy 
standards for new electrically heated/ 
space conditioned buildings if and when 
they are converted to electric space 
heat/spacc conditioning. These 
conversion standards will ensure that 
buildings converted to electric space 
heal from other fuels will meet minimum 
electric energy-efTiciency requirements. 

• To meet the model conser\'ation 
standards for commercial and 
residential buildings that receive 
building permits prior to January 1.1987 
and January 1.1989. respectively, and 
that convert to electric space heating (or 


* The Councirt 1063 PUn etublUhed ihii level to 
be « levelUed life c>xle cool of 44) centi per 
kilowatt hour (m 1063 doUarv) for each nuNiMirff. 
The Council lUifTi recoounendaticm for the 1966 
Plan 1» to reviae IhU figure to centa per kilowatt 
hour fin 1066 dollart). 


space conditioning, in the case of 
commercial buildings) a state, local 
government or utility should, by January 
1.1989. take actions Ihrough codes, 
alternative programs or a combination 
thereof to achieve electric power 
savings from such buildings comparable 
to those savings that w'ould be achieved 
by compliance with the conversion 
standai^s described above. Buildings 
that receive building permits after 
January 1,1987 for commercial and 
January 1,1989 for residential buildings 
must comply with standards for new 
buildings if they convert to electric 
heating/conditioning. 

B. Acceptable Alternative Programs for 
Achieving the Model Conservation 
Standards 

1. Development of Alternative Programs 

As alternative programs for achieving 
savings comparable to those which 
would be obtained under the MGS. stale 
or local governments or utilities may use 
marketing programs, provide for 
financial incentives to buyers or 
builders of new electrically heated 
dwellings and/or commercial structures, 
jor use other measures to encourage 
electric energy-efficient construction 
achieving savings comparable to those 
achievable through the MCS. Each 
alternative plan should specify at least 
the following: 

—Thermal efficiency specifications per 
building. 

—Target market share. 

—Marketing plan (e.g. Super Good 
Cents, Super Good Cents with 
incentives, etc.). 

—Contingency plans for achieving 
targets with alternative marketing 
strate^. 

—Compliance certification strategy (e.g. 
utility inspection). 

Each alternative will be evaluated by 
BPA to establish that its implementation 
will achieve savings comparable to the 
MCS. BPA is now developing pre¬ 
approved alternative plans under its 
proposed surcharge policy. 

2. Time for Declaration of Alternative 
Programs 

By January 1.1980. utilities should 
submit to BPA a plan declaring how 
they intend to meet the 1987 MCS for 
new residential buildings and MCS for 
new commercial buildings or declaring 
how these standards wiU be met or have 
been met by state or local governments. 
By January 1,1988, utilities should 
submit to BPA their plans for meeting 
the 1989 MCS for new residences and 
the MCS for residences and commercial 
buildings converting to electric space 
heat and/or space conditioning. 


C. Programs To Assist MCS 
Implementation 

Even though the benefits of building lo 
the MCS are clear, homebuyers, 
builders, state and local governments 
and utilities need technical and financial 
assistance to make the transition to 
constructing buildings as efficiently as is 
required by the standards. Achieving the 
improved levels of building efficiency 
envisioned in the MCS is the goal of the 
Council. This goal can be achieved by a 
variety of ways, including new building 
codes, education and training, marketing 
programs, incentives, or any 
combination of the above activities. 

BPA has a key leadership role in 
achieving the goal of constructing more 
efficient buildings in the region. In this 
role, BPA should offer technical and 
financial assistance to those entities 
that can effect a change in current 
building practice. In particular. BPA's 
assistance is important to achieve the 
following four fundamental objectives. 


1. Improved Building Codes 

BPA should provide assistance to 
state and local jurisdictions as they 
make the transition to more efficient 
building practice through changes in 
building codes. BPA has offered and 
should continue to offer two specific 
programs that will facilitate the 
adoption of building codes by state and 
local governments. The first 
programmatic effort by BPA has been 
the offering of technical and financia! 
assistance lo "early adopters" of the 
MCS. Communities such as Tacoma. 
Washington which have taken a 
leadership role by implementing a local 
building code to the level of the MCS 
greatly facilitate the development of Ihe 
necessary market infrastructure that it 
ultimately needed to achieve a change 
in the region's building practice. The 
second programmatic effort by BPA Is 
financial assistance to reimburse 
and local governments for the increased 
costs of inspection and enforcement 
associated with more energy efficient 
buildings. 


Utility Based Programs 
Recognizing that not all Jurisdiclions 
uthin the region will adopt energy 
Fficient building codes lo the level of 
le MCS, the Council has specified other 
rogramt to bring about changes in 
uilding practice. These programs have 
icused on two sub-objectives: (1) To 
rovide marketing assistance to 
omebuilders and buyers of new hom^ 

I facilitate consumer decisions to Duiio 
lore efficient housing, and (2) to 
rovide incentives to individual 

niircHase homcs DUi 
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to the decree of efficiency represented 
by the MCS. 

3. Model Conservation Standards 
Research and Development 

BPA should continue to provide 
additional research and development for 
new building techniques that can reduce 
the cost to the homeowner of achieving 
levels of efficiency represented by the 
MCS and beyond. These research and 
development programs focus on two 
specific areas. First, considerable 
Improvements can be made with respect 
to buildup techniques and practices. 

BPA has provided substantial assistance 
to builders by providing 
recommendations on the most cost 
efficient ways to achieve the MCS. 
Second* BPA should continue with 
research on technology that at least 
maintains indoor air quality at (he level 
attained in houses built to current 
practice. 

4. Provide Training and Technical 
Infonnation 

BPA should continue activities that 
will assist homebuyers, state and local 
govemmants. homebuilders, utilities, 
realton* lenders, and appraisers 
accurately evaluate building techniques 
that will achieve Improved levels of 
building efficiency. This training and 
technic^ information it fundamental to 
allowing all of the decisionmakers 
involved in purchasing new buildings to 
make aninformed decision, one that 
recognises the importance of energy 
efTicient buildings in the total costs of 
owning and heating or cooling the 
building. 

To meet the Counclfs overall goal and 
to achieve the specific objectives listed 
above. BPA should maintain and/or 
establish several programs. These 
programs should be developed in 
consultation wHh the Council and other 
interested and affected parties. As BPA 
gains more experience with 
implementing the MCS, these programs 
may be expanded and changed to be 
more responsive to achieving the 
Coundfs overall goal of moving the 
region to more energy efficient building 
practices. The BPA programs structured 
by the four key objectives listed above 
are listed below. 

1. Programa to Encourage Afore 
Effktent Building Codes, (a) Refine the 
Code Adoption ^monstration Piogram 
which encourages utilities, states and 
local governments to achieve the 1989 
MCS through adoption of equivalent 
^dcs prior to |anuary 1.1989. This 
’’early adopter** program should be 
available throughout the region and 
should include the following elementr. 


i. Financial incentives for homebuyers 
sufficient to cover the Incremental cost 
of construction between current 
(October 1.1985) practice and the 1989 
MCS. The Council estimates this cost 
will range from $1.50 to $3.00 per square 
foot of heated space, and will provide 
exact estimates to Bonneville. 

Continue to provide financial 
incentives to commercial building 
owners in '*early adopter** iuriadictions. 

ii. Reimbursement to utilities, states 
and local governments for the cost of 
code adoption and enforcement. 
Reimbursement for the cost of 
enforcement of codes should be 
provided only if such enforcement 
activities produce at least an 85 percent 
code compliance rate. 

iii. Systematic evaluation of 
construction cost fuel share impacts, 
thermal performance, occupant 
satisfaction, indoor air quality, and 
overall compliance with code targets 
and cost for both residential and 
commercial buildings. 

iv. Education and training programs 
for buikters, consumers, architects, 
designers, energy code enforcement 
officials, mechanical ventilation system 
designers, installers and servicing 
contractors, realtors, lenders and 
appraisers, and other appropriate 
partidpanU in the desi^ purchase, and 
construction of new buildings. 

v. Shelter industry training which 
focuses on the most cost effident means 
of achieving the MCS. 

(b) By fanuary 1,1980, refine the point 
system used in the Residential 
Standards Demonstration Program. The 
generalized prescriptive paths shown in 
Table 2 should be used as a basis. At a 
minimum, component trade-offs should 
be included to account for variations in 
building thermal mass, heating system 
effidency, solar orientation, envelope 
thermal efficiency and heating degree 
days. 

(c) Establish and maintain a program 
to reimburse states or local governments 
for the costs of enforcing codes. Code 
enforcement reimbursement should be 
provided for the cost of one inspection 
per building for any jurisdiction that 
substantially improves its residential 
energy conservation code. *rhi8 
reimbursement should be provided 
between the time of adoption and 
January 1,1989, and should be offered 
throughout the region. 

(d) Continue with the Model 
Conservation Standards Implementation 
Program (MCSIP) to reimburse slate and 
local governments throughout the region 
for the incremental costs of adopting 
and enforcing all model conservation 
standards. Reimbursement should 


continue as long as enforcement of the 
standards remains regionally cost 
effective. 

2. Programs With or For Utilities, (a) 
Maintain an aggressive energy efficient 
new home marketing program (e.g. 

Super Good Cents). This program should 
include, as a condition of participation 
in the program, monitoring of indoor air 
quality and employment of specific 
pollutant source control measures in 
houses constructed under the program, 
and should be focused on *‘site-bulll** 
residential buildings. 

(b) Explore the possibilities and 
feasibility of an aggressive enrgy- 
efficient new commercial buildings 
marketing program similar to the Super 
Good Cents program for residential 
buildings. If a program appears to be 
desirable, design and implement the 
program. 

(c) Continue development of an 
implement a procedure to measure 
compliance with the Councirs standards 
and to review alternative plans for 
achieving savings comparable to the 
MCS for new residential and 
commercial buildings. This procedure 
should be incorporated into Bonneville's 
surcharge policy scheduled for 
completion in January 1986. 

(d) Develop and implement a 
proc^ura to measure compliance with 
the Council's standard and to review 
alternative plans to achieve savings 
comparable to the MCS for existing 
residential and commercial buildings 
converting to electric space heating/ 
space conditioning. This procedure is to 
be available on or before January 1, 

1980, and at that time should be 
incorporated into Bonneville's surcharge 
policy. 

3. Model Conservation Standards 
Research and Development (a) 

Continue the Now Commercial Buildings 
Field Test Demonstration program 
conducted pursuant to the Council's 
1983 plan. This program is designed to 
achieve approximately 30 new 
commercial buildings constructed to be 
about 30% more effident than the 
Council's standard. 

(b) Continue to collect and analyze 
data regarding energy use, structural 
specifications and operation of 
residences and commercial buildings 
through the existing End-use Load and 
Conservation Assessment Project 
(ELCAP). 

(c) Collect and evaluate data on new 
energy efficient commercial buildings 
built under the **early adopter** program 
or elsewhere. These data should be 
maintained and updated as is necessary 
so they can be used in future planning 
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and be used in information brochures on 
effident building techniques. 

(dj Expand Bonneville's existing 
Indoor Air Quality Research Program to: 

i. Gather information on the 
distribution of ventilation rates in single 
family and multifamily dwellings 
constructed to existing and newly 
adopted codes and standards by climate 
zone in the region. 

ii. Assess the relative effectiveness of 
alternative source reduction and 
mechanical ventilation systems and 
strategies for minimizing potential 
pollutant build up. including but not 
limited to spot ventilation, whole house 
exhaust-only ventilation, ductless heat 
recovery ventilation, and whole house 
heat recover>» ventilation. 

iii. Evaluate the effectiveness of 
natural ventilation (i.c.. infiltration) 
compared to mechanical ventilation in 
maintaining clean air, given the same 
source strength and whole house 
ventilation rate. 

iv. Identify any indoor pollutants that 
may be significantly reduced or 
eliminated through source reduction 
actions that might be effected through 
building codes and product standards. 

(e) Establish, maintain and 
disseminate the results of an ongoing 
research and demonstration effort which 
focuses on the rermcment of new 
residential and commercial building 
conservation technologies, construction 
techniques and products. This program 
should initially concentrate in the 
residential sector, identifying and/or 
developing more cost effective 
approaches to: 

i. Reducii^ uncontrolled air leakage. 

ii. Providing more reliable ventilation 
both with and without heat recovery, 
and 

iii. Constructing highly insulated 
exterior walls. 

4. Training and Technical Assistance. 

(a) Develop for commercial buildings an 
energy efficiency certification program 
focusing on lighting. This program 
should be available by January 1.1987 
and be designed to influence the 
financing terms available to developers 
of energy efficient commercial buildings. 

(b) Continue to provide technical and 
financial assistance to builders, 
insulation contractors, architects, 
designers, real estate appraisers and 
salespersons and code officials for the 
implementation of a uniform, regionwide 
energy efficiency certification and rating 
system for new residential buildings 
designed to influence the financing 
terms available to homebuyers. 

(c) Education and training programs 
for builders, consumers, architects. 


designers, energy code enforcement 
officials, mechanical ventilation system 
designers, installers and servicing 
contractors, realtors, lenders and 
appraisers, and other appropriate 
participants in the design, purchase, and 
construction of new buildings. This 
education and training program should 
continue beyond 1989 if necessary. 

D. Public Utility Regulatory 
Commission Activities 

The Council recommends that the 
region's public utility commissions 
consider providing appropriate rate 
treatment for investor-owned utility 
expenditures (e.g. market program costs, 
consumer/buflder incentives) made to 
encourage the construction of more 
electneal energy efficient structures 
built to achieve savings comparable to 
those specified for the 1987 and 1969 
MCS for new residences end 
commercial buildings. 

£1 Surcharge Method and 
Recommendation 

The Act requires the Council to 
provide a method in the Plan which the 
administrator is to use in imposing 
surchaiges. The Council's method for 
calculating surcharges is presented in 
Appendix A. 

1. Timing^lhe Council recommends 
that DPA impose a rate surcharge upon 
utilities for those portions of their loads 
within the region that are in 
jurisdictions which do not. or on utilities 
which do not: 

(a) achieve, by January 1.1987, 
electric power savings comparable to 85 
percent •of the savings which would be 
achieved by the 1987 MCS for new 
residential buildings: 

(b) achieve, by January 1^1987, 
electric power savings comparable to 85 
percent of the savings which would be 
achieved by the MCS for new 
commercial buildings; 

(c) achieve, by January 1.1989. 
electric power savings comparable to 85 
percent of the savings which would be 
achieved by the 1989 MCS for new 
residential buildings, unless the Council 
determines on or before July 1.1988 that 
the 1989 MCS is not cost-effective, 
reliable or commercially available: 

(d) achieve, by January 1.1989, 
electric power savings comparable to 85 
percent of the savings which would be 
achieved by the MCS for residential 
buildings which are converted to electric 
space heating; and 

(e) achieve, by January 1.1989. 


•The S5 percent rpqulretn«f)i r«prefmt» \hf 
cnmplianci* ralt* lh« Council exp«ct.<i woolti nsiiult 
from At) inccntivr4M»rd marketing progrum 


savings comparable to 85 percent of the 
savings which would be achieved by the 
MCS for existing commercial buildings 
which arc converted to electric space 
heating and/or conditioning. 

A utility meeting the January 1.1986 
and January 1,1988 filing deadlines 
described in Section B.2 above will not 
be subject to surcharge until BPA 
completes an evaluation of compliance 
plans submitted by the utility. 

After January 1,1989. achievement of 
the MCS for new residences should be a 
joint responsibility of BPA. state and 
local governments, utilities, and 
homebuyers. BPA should assume 
responsibility for dwellings built beyond 
what is economically optimal for 
consumers but still regionally cost 
effective. If a {urisdiction achieves 
electric energy savings equivalent to 
what would be saved by buildings built 
to the consumer optimal level as 
identified by the Council in Table 1 
above, BPA should not surcharge the 
utility serving that jurisdiction. Instead, 
BPA should pay an incentive equal to 
thh difference in net present value cost 
between the consumer optimum and the 
1989 MCS. If a jurisdiction does not 
achieve comparable savings to what 
would be achieved at the consumer 
optimum, then the utility serving that 
jurisdiction should be surcharged. In 
making its calculation. BPA should use 
cost data from the Residential 
Standards Demonstration Program and 
other cost data systematically collected 
and evaluated from jurisdictions which 
adopt the 1989 MCS before January t 
1989. Such incentives should be paid on 
the basis of dollars per square foot of a 
residence's electrically healed floor 
area. Currently, the Council estimates 
this cost to be between S0.25 and S0.35 
per square foot. The Council will 
provide to BPA an estimate of this life 
cycle cost difference. 

2. Exemptions —^The MCS are one of 
the most cost effective resources In the 
Council's resource portfolio, and failure 
to adopt them Imposes upon the region 
the cost of ultimately building additional 
higher-cost generating resources. The 
availability of alternative programs 
allows a number of ways for utilities to 
avoid a surcharge. If BPA believes tha 
existing conditions or hardships excuse 
specific utilities from achieving savings 
equivalent to 85 percent of 
which would be achieved by the Mw. 
then BPA should pay for the cost of 
attaining the MCS to the 85 percent level 
In those utilities* service areas, so long 
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Hs the MCS remain regionally cost- 
effective. 

Edward She«ts. 

Executi itr Director, 

Appendix A 

Section 4(0(2) of the Act provides for 
Council recommendation for surcharm on 
^u^tomen for those portions of their toads 
within the region that are within states or 
political subdivisions which have not, or on 
customers which have not. implemented 
conservation measures that a^ieve savings 
of electricity comparable to the model 
conservation standards. The Council is 
rvponsibla for drafting a ''methodology" for 
the calculation of surcharges. Ihc Council in 
Action 25 of Chapter 10 of this Plan, has 
rixummendcd to the Administrator that he 
impose a surcharge on customers serving 
jurisdictions which do not adopt the model 
conservation standards or achieve 
comparable savings. The purpose of the 
surchaiM Is twofold: (1) to recover costs 
imposed on the region's electric system by 
failure to adopt the model conservation 
standards or achieve comparable savings, 
and (2) to provide a strong incentive to 
utilities and stale and local jurisdictions to 
adopt and/or enforce the standards or 
comparable alternatives. The following is the 
"methodology" for calculating surcharges: 

1. The following model conservation 
standards must be adopted or comparable 
savings must be achieved in order to avoid 
Himiharges: 

• Model Standards for new residential 
buildings. Action 2; 

• Model Standards for new commercial 
buildings. Action 6: 

• M(^e] Standards for conversion to 
electric space heat In residential buildings. 
Action 3; and 

• Model Standards for conversion to 
electric space conditioning in commercial 
buildings. Action 7. 

2. l*be Administrator shall identify those 
customers, states, or political subdivisions 
which have not: 

a. implemented each of the mode! 
staridards listed in paragraph 1; or 

b. achieved comparable savings of 
eleclriclty through other conscr\'ation 
methods, such as utility electric service 
ri‘i]uirements, incentive programs or rale 
designs. 

3. The surcharge shall then be calculated 
by the Bonneville Administrator as follows: 

a. If the customer is purchasing firm power 
from Bonneville under a Power Sales 
^ntract and is not exchanging under a 
Rcsidentia] Purchase and Sales Agreement. 
1^ surcharM is calculated to be 10 percent of 
the cost to tne customer of all firm power 
puichased from Bonneville under the Power 
Sales Contract. 

h.lf the customer is not purchasing firm 
power from Bonneville under a Power Sales 


Contract but Is exchanging under a 
Residential Purchase and Sales Agreement, 
the surcharge is calculated to be 10 percent of 
the cost to the customer of the power 
purchased from Bonneville in the exchange. 

c. If the customer is purchasing firm power 
from Bonneville under a Power ^les 
Contract and also is exchanging under a 
Residential Purchase and Sales Agreement 
the surcharge is calculated to be (a) 10 
percent of the cost to the customer of firm 
power purchased under the Power Sales 
Contract p/us. (b) 10 percent of the cost to the 
customer of power purchased from 
Bonneville in the exchange multiplied by the 
fraction of the utility’s exchange load that ia 
served by the utility’s own resources. 

This calculation of the surcharge is 
designed to eliminate the possibility of 
surcharging a utility twice on the same load 
In the calculation, the portion of a utility's 
exchange resource that is purchased from 
Bonneville and already surcharged under the 
power sales contract is subtracted from the 
exchange resources before establishing a 
surcharge on the exchange load. 

d. If only a portion of a utility's service 
urea has not adopted the model standards or 
achieved comparable savings, the surcharge 
calculated under a. b. or c above is to be 
multiplied by the non'Compl>'ing jurisdiction's 
share of the utility's total load. 

e. The surcharge shall be removed when 
model conservation standards have been 
adopted and enforced or alternative 
programs, estimated by the Administrator in 
consultation with the Council to save an 
equivalent amount of electricity, have been 
implemenlecL 

4. A utility electric service requirement that 
results in construction of electrically space 
conditioned buildings which are the 
equivalent of buildings in compliance with 
the model conservation standards constitutes 
an alternative plan that achieves comparable 
electricity savings. The Council Intends to 
continue analyzing alternatives to building 
codes to achieve the construction of energy- 
efficient buildings to obtain cost-effective 
resources for the region. 

5. Any entity that chooses not to adopt a 
particular model conservation standard 
within the allotted period for adoption and 
wishes to avoid a surcharge mutt declare, 
before that period expires, how it intends to 
achieve comparable savings. In additioa. that 
entity must indicate how it intends to 
demonstrate attainment of comparable 
savings. 

To assist Bonneville in estimating 
comparable electricity savings from 
alternative plans, the entity should present its 
best estimate of new residential and 
commercial building construction in the non¬ 
complying jurisdictions within its service 
territory. Bonneville shall determine, in 
consultation with the Council, whether the 
alternative conservation plan of an entity will 


achieve comparable savings. When 
determining electricity savings that would 
have ocairred had the standards been 
adopted, jurisdiction-specific weather data 
and construction estimates, where available, 
should be used along with the Council’s 
residential and commercial heat loss models. 

*1110 Council recognizes that in many cases 
data will not be available. In these cases 
Bonneville should rely on average electricity 
savings estimated by building type and 
climate zone and included in the Plan. For 
residential buildings. Bonneville should 
assume the following regarding houses built 
to the model conservation standards: (1) 

I louses in climate zone 1 would save, on 
average. 5.130 kWh per yean (2) houses in 
climate zone 2 would save, on average. 8.506 
kWh per yean and (3) houses in climate zone 
3 would save, on average. 7.630 kWTh per 
year. For commercial buildings and where 
good estimates are not available for the 
number of new houses, the savings should be 
determined by multiplying total expected 
regional average megawatt savings by sector 
from the standards, as shown in the Plan, by 
the utility’s share of total regional load in the 
applicable sectors. Estimates of savings from 
conversion standards should be made on a 
case-by-case basis. ’The Council recognizes 
that these estimates will be difficult to make, 
but also that estimated savings from 
conversion standards probably will be small 
relative to savings from building standards. 
The Council will work with Bonneville on 
these estimates «s requested 

If only a portion of a utility’s service area 
has not adopted the standard, the lost 
electricity savings calculated in the above 
paragraph should be multiplied by the non¬ 
complying area’s share of the utility’s total 
appheabib load. 

if the Bonneville Administrator determines 
that the alternative plan will not achieve 
comparable savings, he shall notify the entity 
that its alternative plan has been judged to be 
not equivalent to the model conservation 
standards and that Bonneville will begin 
adding a surchaTge to the entity's bill on a 
date certain. The surcharge wiU be calculated 
as described in Paragraph 3 of this method. If 
subsequent modifications to the entity's 
alternative plan bring it into compliance with 
the stated goals of the standards, then the 
surcharge shall be removed. 

A general method of determining the 
electric energy savings of an alternative 
conservation plan shall be dev'eloped in 
consultation with the Council and included in 
Bonneville policy^ to implement the surcharge. 
Also, a method shall be included in the policy 
for terminating the surcharge once model 
standards have been adopted and enforced 
or comparable savings have been achieved." 

[FR Doc. 65-17751 Filed 7-25-65; 6:45 am] 
BILUNO cooc oooo^eo-ti 
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DEPARTMENT OF JUSTICE 

Bureau of Justice Assistance 

Criminal Justice Discretionary Grants 

AceHCY: Bureau of Justice Assistance. 
Department of justice. 
action: Final notice. 

summary: The Bureau of Justice 
Assistance Is publishing a final notice to 
implement the criminal justice 
discretionary grant program authorized 
by the Justice Assistance Act of 1984. 
This notice describes procedures and 
requirements for applying for and 
administering discretionary grant funds. 
CFfiCTiVE date: This notice is effective 
on July 28.1985. 

FOR FURTHER INFORMATION CONTACT: 

For general quesUons about the 
priorities and range of discretionary 
grant programs and relationship to Block 
Grants: Eugene Dzikiewicz, Acting 
Deputy Director. Bureau of Justice 
Assistance. 633 Indiana Avenue NW., 
Washington. D.C. 20531. 202/272-6838. 
ADDRESS FOR APPUCATIONS: All final 
applications should be addressed to: 
Control Desk. Office of Controller. Room 
948. Bureau of Justice Assistance. OJP. 
633 Indiana Avenue NW., Washington. 
D.C 20531. 

SUPPLEMENTARY INFORMATION: The 
justice Assistance Act of 1984 
established the Bureau of justice 
Assistance within the Office of justice 
Programs. The Act authorizes the award 
of discretionary grants to public and 
nonprofit agencies. Four purposes are 
specified for which discretionary grants 
can be made: (1) Demonstration 
programs; (2) education and training 
programs for criminal justice personnel: 
(3) technical assistance to states and 
local governments: and (4) national or 
multistate projects. 

The discretionary grant program is 
intended to complement and enhance 
the program of criminal justice Block 
Grants administered by the Bureau of 
justice Assistance pursuant to Part D of 
the Act. These latter grants are designed 
to carry out state and local programs 
with a high probability of improving the 
criminal justice system, with emphasis 
on violent crime and serious offenders. 
Of the total amount of funds 
appropriated for both block and 
discretionary grants. 20 percent is 
reserved for the discretionary grant 
program. For fiscal year 1965, the 
amount available is $13.8 million. 
Because many program activities will 
begin during the latter part of fiscal year 
1985 and because Slate supported block 
grant activities will be starting up during 
the final quarter of calendar year 1985. 


the priorities set now will continue into 
fiscal year 1986. Subject to the 
availability of actual appropriations 
(anticipated by the close of the first 
quarter of FY *66) the plan and priorities 
encompass approximately one fourth of 
the FY ’86 projected funding. To 
accommodate the actual funding cycles 
of the States in this initial year of block 
grant activity, this notice establishes a 
range of funding for each portion of the 
overall discretionary funding prioriliet. 

The Bureau published proposed 
discretionary grant regulations on 
March 18.1985 in the Federal Register to 
provide for public comments. Comments 
from criminal justice agencies and 
organizations nationwide have been 
largely favorable. Respondents taking 
issue with the priorities have been 
individually answered. Overall, the 
comments may be characterized as 
suggestions for the funding of particular 
projects or types of projects. For 
example, information systems were 
favored, especially automated 
fingerprint identification systems and 
basic entry level training. For the 
present, we are not making provision for 
these types of projects on the practical 
ground of overall cost. The decision to 
fund any of these areas would require 
more funds than are available. 

Criminal justice discretionary Grants 

Subpart 1—Demonttration Programs 
Purpose 
Due Dates 

Evahiation Component 
Programs: 

—Efieciive Prosecution of Child Physical 
and Sexual Abuse Cases 
—Law Enforcement Crime Prevention 
—Family Violence Intervention 
Subpart ll—Technioil Assistance/Training 
Priorities 
Purpose 

A. Community Crime Prevention Ptnogrums 

B. Corrections Reloted Programs 

C. Adjudication Related Pi^rams 

D. Law Enforcement Related Programs 

E. Victim Assistance 

F. Other Statutory Purposes 

C. Technical Assistance for Demoostration 
Programs 

Suhpart 111—National/MultbState Programs 
Purpose 

National Victims of Crime Program 
National Crime Prevention Campaigns 
luiw Enforcement Accreditation 
Support of Prison Industries Enhancement 
P^ram. 

Appendix A— Technical Assistance Formal 
and Training Format 

SUBPART I— DEMONSTRATION 
PROGRAMS 

Purpose 

Demonstration programs provide a 
means of testing state-orthe-art 
knowledge in priority criminal justice 


areas at a variety of sites. The models 
are based on substantial research and 
prugram documentation. All 
demonstration programs will be 
independently evaluated. Programs that 
prove successful may be certified in 
future years for state Block Grant 
funding. 

Demonstrations will be initiated in the 
following three areas: 

1. Effective Prosecution of Child 
Sexual Abuse Cases; 

2. Law Enforcement crime Prevention; 

3. Family Violence intervention. 

Inte:e8ted jurisdictions must submit 

concept papers of no more than 10 pages 
plus a summary budget. Concept papers 
wilt be screened by intcr-Bureau panels 
and rated. The top candidates will be 
invited to submit formal applications. 
Estimated total funding for 
Demonstration Programs will range from 
2.3 million to 3 million dollars. 

Duo Dales 

Concept papers and application due 
dates can ^ summarizes as follows: 



Conc«pi (MUMri 

OppScaioo 

Oe 0 ioo»(raa«n Vf 
opgAoWont 

Aug 30. tW5 

Ocl IS. IMS 

EvoiutDon o( 
Owiootvtttiofw 

$«pi IS. 1905 1 

0CL 90. 1995 


Evaluation Component 

One evaluation grant in an amount of 
approximately $250,000 will be 
negotiated for all three Demonstration 
Programs. Nonprofit organizations or 
public agencies should submit general 
statements of intent and evaluation 
experience In related criminal justice 
fields by September 15.1985. Tlie 
proposals should also summarize the 
proposed staffing pattern, and an 
eighteen-month workplan for conducting 
the evaluations. BJA will negotiate a 
final agreement with the best rated 
applicant as determined by a review 
panel. I’he successful applicant will be 
notified by September 30th. 

Note. Since there will be Insufficenl 
funding for Independent data collection, each 
demonstration project will be required to 
maintain core dato elements and to cooperate 
%vllh the evaluator. The evaluator will assist 
in selecting the core data eleitvenU. 

The BjA contact for additional 
information on this project is: Nicholas 
Demos. (202) 724-5974 

Effective Prosecution of Child Physical 
and Sexual Abuse Cases 

Coal 

Hie goal of this program is to develop 
a range of pilot projects located within 
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prosecutors offices that effectively 
prosecute those accused of physically 
and sexually abusing children, while 
reducing the trauma to the child victims 
and their families. 

B<ickground 

Both the President's Task Force on 
Victims of Crime and the Attorney 
Generars Task Force on Family 
Violence strongly held that physical and 
sexual assault of children are very 
serious crimes that have a profound 
impact on the child victim. Both task 
forces also recognized that children who 
are victims of these crimes are different 
from adult victims. Children are often 
revictimized by the insensitivity of a 
criminal justice system designed for 
adults. Children are traumatized by 
having to repeat their story of 
victimization again and again to social 
workers, police, prosecutors, probation 
officers, defense attorneys and judges, 
who usually have no training in 
interviewing child victims. 

• In many jurisdictions, children arc 
unnecessarily required to present 
testimony at preliminary hearings with 
the defendant present. In addition the 
taking of evidence through depositions 
can be traumatic to the child if the 
prosecutor is not sufficiently 
experienced to protect the child. 

* Unnecessary continuances increase 
the trauma, and prolong the recovery 
period for the chilcL 

* Children are forced to leave the 
home |i.e. placed in foster care) while 
the abuser remains. 

• Finally, the adversarial process can 
make the ^ild feel guilty for his/her 
actions. 

l^ysical and emotional needs of the 
child as well at his or her treatment 
needs may be inconsistent with the 
traditional legal requirements for 
prosecution. 

'fhe special legal requirements in 
these cases must be balanced against 
needs of children from the initial 
investigation interview through case 
development and prosecution, and 
imposition of sentence. To be successful 
and to reduce trauma to the child 
victims, prosecutions must be carried 
out by trained prosecutors who are 
sensitive to the needs of the child 
victims, and must be coordinated with 
the other agencies which have 
responsibility. 

Pfvgram Description 

A range of four to six prosecutorial 
pilot projects w^ill be funded. Each 
project will be designed to improve the 
prosecution of child sexual and physical 
abuse cases. Emphasis will be on the 
development of, or expansion of. 


prosecutor units which specialize in 
child physical and sexual abuse cases. 
However, these units also must develop 
written guidelines and protocols with 
mental health, law enforcement and 
child protective services for the 
processing of all child abuse cases. The 
guidelines and protocols should cover 
all facets of the case from reporting to 
hnal disposition. The goal of these 
guidelines and protocols should be 
protection of the child from further 
abuse, reduction of trauma to the child 
victim caused by the criminal justice 
system, streamlined investigative 
processes and improved cooperation 
and coordination among all interested 
organizations. Each of the special units 
should develop and adopt policies and 
procedures for child victims. These 
could include, but are not limited to: 

• Using legislative reforms that have 
been passed by state legislatures. 

• Presenting hearsay evidence at 
preliminary hearing. 

• Interviewing children in a non¬ 
threatening environment. 

• Use by trained prosecutors of 
anatomically correct dolls and drawings 
to describe abuse. 

• Use of special child advocates, to 
explain court processes to the child and 
to stay with the child during the entire 
judicial proceeding. 

The special units are also strongly 
encouraged to use vertical prosecution 
and to experiment with various 
techniques such as videotaping, closed- 
circuit T.V., and one way mirrors to 
reduce the trauma of confrontation and 
public trials. 

This program will only fund the 
prosecution of child abuse cases. The 
prevention and treatment aspects of 
child abuse should be coordinated with 
existing community resources. The 
Bureau of justice Assistance will 
provide technical assistance to each site 
during the planning and implementation 
phases. 

Applications 

Applicants are requested to submit 
concept papers on or before August 30. 
1985. 

Grant Period, Award Amounts, and 
Eligibility Criteria 

Projects will be funded for eighteen 
months, with the expectation that they 
will go through a three month 
organization and planning phase, and a 
fifteen month implementation phase. 

The planning phase should involve 
gradual build-up of staff, and 
coordination with other service 
agencies. There is a potential for an 
additional six-twelve months of funding 
in FY 1987 if funds are available. Four to 


six project awards will be made in the 
range of $75,000-5125.000 for the initial 
eighteen months. 

Concept papers should provide 
detailed descriptions of how the 
applicant intends to meet the following 
criteria. 

• Provides for specialized training of 
prosecutors in areas related to child 
abuse. 

• Provides for development of special 
distinct unit to process child abuse 
cases. 

• Utilizes vertical prosecution. 

• Has or has plans for developing and 
utilizing, special procedures and policies 
for child victims. 

• Has. or has plans for developing, 
protocols for coordinating and working 
wilh: 

victim assistance providers 
child protection workers 
law enforcement community 
social service system 
mental health system 
family and/or juvenile court 

• Effectively utilizes its own 
resources in the development of this 
unit. 

References 

Many of the issues described above 
are discussed in the following 
documents. 

• President's Task Force on Victims 
of Crime (Dec.. 1982). 

• Attorney General's Task Force on 
Family Violence (Sept., 1984). 

• N.i.J. study. "When the Victim Is a 
Child: Issues for Judges and 
Prosecutors" Abt Associates. March. 
1985. 

• ABA Report, "Innovations in the 
Prosecution of Child Sexual Abuse 
Cases" and related reports of the 
National Legal Resource Center for 
Child Advocacy and Protection (202) 
331-2250. 

• For information on Treatment 
Prevention modules, see NIJ publication: 
"Exemplary Projects: Assisting Child 
Victims of Sexual Abuse," May. 1982. 
Further information on this topic can be 
obtained from the National Center for 
Child Abuse and Neglect (HHS) {202) 
245-2859. 

The BJA contact for additional 
information on this program is: James 
Swain. Courts and Victims Assistance 
Program Team, (202) 724-^4. 

Law Enforcement Crime Prevention 
Goa! 

To demonstrate the importance of 
crime prevention as a major policy 
activity of ^ual professional statute to 
potrol and invesfrgation activities in the 
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country*! major police and sheriffs 
deportment. 

Background 

Although police>managed crime 
prevention has not been specifically 
evaluated apart from community crime 
watch programs, there are signiftcont 
studies of crime prevention activities in 
such cities as Seattle. Hartford, and 
Portland. According to a study of the 
Police Executive Research Forum. 
**Solving Crimes/* investigators seldom 
review cases with other investigators to 
exchange information or detect patterns 
that could be used for crime prevention. 

Program Description 

Despite the growing evidence of 
success by neighborhood watch 
activities, most law enforcement 
agencies devote mimimal resources to 
the crime prevention function, 
organizing their resources around patrol 
and investigation instead. Few 
command or rank and file staff 
specialize in crime prevention, opting 
instead for more traditional career 
paths. Those cities whose crime 
prevention programs are the most 
successful—e.g.. Detroit. Seattle. Santa 
Ana—have defined crime prevention as 
a major police function for all officers. 
With improved citizen reporting, better 
crime data and analysis, crime 
prevention can play a major role. Police 
leadership in organizing crime 
prevention activities is crucial. The 
Detroit Police Department model is 
particularly well known. Houston has 
patterned its approach after that of 
Detroit, as has Gotland Yard in London. 
All of these cities are finding new ways 
to Increase the crime control activities 
of police through citizen involvement. 

This program Is aimed at integrating 
crime prevention activities into routine 
daily operations throughout the 
department by a combination of 
command initiatives and restructuring, 
incentives for line officers, changed 
manpower allocations and special 
training. 

Applicants are required to dlcuss 
specific issues in their proposed 
approach: 

• Willingness to identify crime 
prevention as a major area of emphasis 
for patrol and investigation, with case 
follow-up. 

• The redefinition of the crime 
prevention unit’s mission from one of 
service deliver>' solely to a new 
combination of program management 
and special case follow-up. 

• Some effort at integrating crime 
prevention principles into major zoning, 
rezoning and construction applications 


that will have a long-term impact on 
crime. 

Applications 

Police departments could expand their 
crime prevention roles by a combination 
of the following elements: (i) Increased 
emphasis on developing or expanding 
neighborhood or block groups by trained 
crime prevention specialists, including 
the training and use of volunteers: (ii) 
the ongoing maintenance of these 
community organizations by patrol 
officers; (iii) extension of the present 
case screening/case assignment systems 
to include follow-up by crime prevention 
specialists; (iv) the use of a department’s 
c^me analysis capability to assist patrol 
in planning crime prevention tactics and 
to inform neighborhood watch 
organizations; and (v) expanding officer 
performance reporting to include efforts 
at citizen contact and crime prevention 
activities, either as part of directed 
patrol or officer-initiated actions. 

Grant Period. Award Amounts, and 
Eligibility Criteria 

In FY 1985. $600,000 has been 
allocated for demonstrations of this 
program over a 12 month period. 

Up to four (4) programs will be 
awarded as a result of a review of 
applications from local law enforcement 
agencies. Interested applicant’s should 
be familiar with the mc^el crime 
prevention activities being conducted by 
the Seattle. Santa Ana. and Detroit. 
Police Departments. Each project will be 
awarded $150,000 to $200,000 to address 
the specific issues noted. 

Concept papers should provide 
detailed descriptions on how applicant 
intends to meet the following criteria: 

—Departmental organization plan for 
addressing community crime 
prevention needs; 

—The extent to which uniformed patrol 
and other officers will be involved in 
crime prevention activities; 

—^The extent to which the department 
has established working arrangements 
for crime prevention activities with 
various civic and community groups; 
—Existing and proposed reward 
systems within department for 
implementing effective crime 
prevention activities: 

—Existing and proposed training 
programs for uniformed officers in 
crime prevention techniques. 
References: ‘’Partnerships for 
Neighborhood Crime Prevention.” 
National Institute of Justice (June 1983). 
Available from BJA or from NCJRS 
through sale or under the interlibrary 
loan program. 


Submission Deadlines: Applicants 
must submit a concept paper bv August 
30.1985. 

Final applications fbr jurisdictions 
selected are due by October 15.1985. 

The BJA contact for additional 
information on this program Is: Ron 
Sieger. Community Crime Prevention 
Program Team. (202) 724-5974 

Family V’iolence Intervention 

Background 

The Attorney General’s Task Force on 
Family Violence found that family 
violence is a major problem in this 
country. Battery is a major cause of 
injury to women in America. Nearly a 
third of female homicide victims are 
killed by their husbands or boyfnends. 
Almost 20 percent of all murders involve 
family relationships. These4ntentional. 
purposeful acts of physical abuse by one 
family member against another must be 
defined and recognized by the criminal 
justice agencies as serious criminal 
offenses. A strong commitment by law 
enforcement officials, prosecutors, and 
courts in responding to family violence 
as a crime can aid in deterring, 
preventing and reducing violence within 
the family. 

Coal 

To intervene in and reduce battering 
in adult relationships by instituting an 
effective law enforcement and criminal 
justice intervention program in domestic 
violence cases. The objectives of the 
program are to test and demonstrate in 
several jurisdictions methods and 
techniques for implementing those 
recommendations of the Attorney 
General’s Task Force on Family 
Violence that address domestic violence 
interv^ention. 

Program Description 

A total of four to five pilot projects 
will be funded to develop and 
implement a comprehensive community 
response to reduce the crime of 
domestic assault. Emphasis will be on 
the establishment of a multi-disciplinary 
approach, i.e., a cooperative effort 
between law enforcement, prosecutors, 
shelter providers, social services, and 
the courts. Each project should establish 
a model that includes written policy for 
law enforcement’s response to domestic 
violence cases including reporting 
requirements, enforcement of restraining 
or no-contact orders, guidelines for 
determining misdemeanor vs. felony 
oBenscs. assigning a high priority to 
domestic violence calls by dispatch^, 
and a provision for training. It should 
include the protocols between the law 
enforcement agencies and the 
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prosecutors office defining how cases 
are to be identified, charges filed, 
complaints issued, and cases assigned. 
The courts should note iurisdictional 
determinations, arraignment procedures, 
how no-contact orders are obtained, 
issued and enforced, and establish 
sentencing guidelines. The probation 
department should establish written 
policy on intake and supervision of 
domestic violence cases, preaentence 
Investigation guidelines, formulation of 
treatment plans, referral mechanisms, 
and monitoring requirements. The model 
should also indude the types of services 
to victims and offenders that are 
available or planned, including shelter 
facilities, and how networking and 
cooperation will be achieved. The chief 
executive of the jurisdiction must 
provide a written commitment on behalf 
of the dty or county. 

Grant Period Award Amounts, and 
Eligibility Criteria 

Projects will initially be funded for 
eighteen months in two phases: a three 
month organisation and planning phase 
and a fifteen month implementation 
phase. There is a potential for an 
additional six to twelve months funding 
in FY 1987 if funds are available. Four to 
five awards will be made in the range of 
S12S.000 to $150,000 for the Initial 18 
months, furisdictions with a minimum 
population of 100.000 will be eligible. 

Concept papers should provide 
detailed descriptions of how applicant 
intends to meet the following criteria; 

• Applicant policy or proposed policy 
with respect to use of arrest as preferred 
intervention In domestic violence cases. 

• Use of special prosecution unit and 
established policy for handling domestic 
violence cases. 

• The availability or planned 
availability of a wide range of 
di-^positionlal alternatives for use by 
judges in sentencing. 

• Special advocacy for spouse abuse 
victims that includes coordination with 
other assistance units in the community 
especially shelters and victim 
compensation programs and provision 
for involvement in and notice of all 
•teps in the processing of the case. 

• Existence of strong leadership from 
appropriate political, community service 
■nd criminal justice segments, including 
written commitments where possible. 

• Extent of the potential project scope 
In terms of total population served, 
existing domestic violence reporting 
wvcis, and projected case loads. 

^forences 

Many of the issues and programmatic 
^mponents described above are 
discussed in forthcoming National 


Insitute of |u8tice publications 
describing the criminal justice system's 
response to spouse abuse in Seattle. 
Duluth, and ^n Francisco. In addition, 
the National Institute of Justice is 
expected to release soon a publication 
in its "Issues and Practice" Series 
entitled. "Improving the Community 
Response to Spouse Abuse." The final 
report of the Attorney General's Task 
Force on Family Violence is available 
and highly recommended. 

These documents will be part of an 
application kit available from the 
Bureau of lustice Assistance. 

Dae Dates 

Concept papers are due by August 30. 
1963. Final applications for selected 
jurisdictions are due by October 15. 

1985. 

The BJA contact for additional 
information on this program is: James 
Swain. Courts and Victims Assistance 
Program Team, (202) 724-5974. 

SUBPART II—TECHNICAL 
ASSISTANCE/TRAININC PRIORITIES 

Purpose 

Through the provisions of the Justice 
Assistance Act of 1984. Congress has 
clearly intended to fund programs that 
will have a profound and immediate 
effect on violent crime. To insure that 
the block grant programs mandated by 
Congress have every means of 
successful implementation, technical 
assistance and training support will be 
provided. This assistance will be 
extended to those projects funded under 
the state Block Grants, as well as those 
which fit within the Congressional 
mandate but for which no block funds 
can be allocated. Fortunately, many 
jurisdictions have their own resources to 
dedicate to sound programs if the 
experience of other communities can be 
brought to bear through technical 
assistance and training. We thus view 
the following programs of assistance as 
a key element in carrying out the 
Congressional purposes. 

Technical assistance and training will 
be provided at the lowest cost possible, 
emphasizing the use of short-term 
practitioner-consultants from states, and 
the regional grouping of assistance 
whenever possible. Technical assistance 
and training support will involve: (1) 

The use of staff specialists from the 
Office of Justice Programs; (2) individual 
purchase orders for expert services; (3) 
expansion of current grants and 
contracts when cost effective to do so: 
and (4) cooperative agreements to 
engage nonprofit agencies experienced 
in technology transfer concepts. 


This guideline solicits applications 
and concept papers from organizations 
interested in supplying the technical 
assistance and training in the areas 
noted. Application deadlines and dollar 
amounts arc noted in the individual 
criminal justice segments. Estimated 
total funding for technical assistance 
and training programs will range from 
$6.1 million to $7.5 million. An important 
selection criterion will be the relative 
distribution of funds between delivery 
of technical assistance and training 
services on the one hand, and 
applicant's administrative costs on the 
other (i.e.« fnnges. indirect cost rates, 
etc,). Applicants with the largest 
proportion of their funding dedicated to 
the actual delivery of tecimical 
assistance will be chosen if other factors 
among the competitors are considered 
equal. 

Formats for technical assistance and 
initning activities are presented in 
Appendix A 

Cooperative Agreements and grants 
will be at 100 percent of project costs. 

Eligibility: Public agencies and 
private non-profit organizations are 
eligible to apply. 

Program Area A: Community Crime 
Prevention Programs 

Assistance is to be provided in 
support of programs and projects within 
the following legislative purpose: 

—Community and neighborhood 
programs that enable citizens and 
police to undertake initiatives to 
prevent and control neighborhood 
crime. 

.An approved program is the 
Community Crime Invention Program, 
for which a BJA Program Brief is 
available. Technical assistance and 
training will be provided to Block Grant 
projects and a limited range of non¬ 
block grant projects through expansion 
of the current grant to the National 
Crime Prevention Council. Council staff 
will evaluate requests for assistance and 
recommend the most cost effective 
method of technical assistance delivery. 
Resources to be dev eloped will include: 

a. A resource library featuring written 
and media materials from existing and 
past crime prevention progiams. to 
include implementation guides, 
brochures, pamphlets and other 
reproducible documents; 

b. Two video tapes describing how to 
Implement crime prevention programs, 
which will be available to state and 
local governments: 

c. Documentation of four state-of-the- 
art crime prevention program models. 
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for distribution to all block grant 
recipients: 

d. A computerized listing of crime 
prevention projects, tg be used to match 
existing projects with similar new 
efforts, and to select technical 
assistance sites in geographic proximity: 

e. Updating and translation into 
Spanish of the thirteen basic crime 
prevention booklets (under sub contract 
to Encyclopedia Britanica): 

On-sitc technical assistance will be 
provided by a core group of experienced 
practitioners who will be trained and 
used as a team to assist state and local 
governments. All on-site assistance will 
be approved by the BJA monitor and 
implemented under established 
procedures by the director of the 
National Crime Prevention Council staff. 

Two regional project ‘‘cluster*' 
conferences will be conducted to 
distribute the above and other pertinent 
information, and to exchange 
experiences on implementing crime 
prevention projects. A cluster 
conference will be held for eastern 
states and another for western slates 
during 1965. 

Evaluation: The Council will sub¬ 
contract with an independent third party 
to conduct evaluations of the technical 
assistance and training efforts, and to . 
recommend modifications or elimination 
of those elements that are not cost 
effective. 

Funding: This effort will expand on 
the current capabilities of the National 
Crime Prevention Council, which is 
already heavily involved in a number of 
the described components. The current 
Council grant will be supplemented in 
the amount of 5550.000 on October 1. 
1985. 

The B|A contact for additional^ 
information on this program area is: Ron 
Stegcr, Community Crime Prevention 
Program Team, (202) 724-5974. 

Program Area B: Corrections Related 
Programs 

Assistance is to be provided in 
support of programs within the following 
legislative purposes: 

—Programs which alleviate prison 
overcrowding, and which identify 
existing state and Federal facilities 
suitable for prison use: and. the 
Federal Surplus Property Transfer 
Program; 

—Prison industry projects designed to 
place inmates in a realistic working 
and training environment, enabling 
them to acquire marketable skills and 
make financial contributions to 
victims, their families, and the 
correctional institutions: and the 
Private Sector/Prison Industry 
Fjihancement Certification Program. 


B-1: State and local units of 
government may indicate an interest in 
obtaining Federal Surplus Real Property 
suitable for use in support of the care 
and rehabilitation of offenders and 
which may alleviate prison 
overcrowding. To assist state and local 
governments to achieve this purpose, 
Bureau staff will assist state and local 
correctional agencies: 

—By disseminating information on the 
availability of Federal Surplus Real 
Property; 

—By assisting in preparation of state 
and local correctional agency 
applications for transfer of federal 
surplus real property; 

—By gathering, analyzing and reporting 
information data describing the 
effectiveness of alleviating prison 
crowding: and. 

—By maintaining liaison with the 
General Service Administration, 
which controls Federal properties. 

B-2: To assist state and local units of 
government to establish prison industry 
projects, the Bureau will accept 
applications for the following technical 
assistance services. 

B-2a: Automated Information System 
for Prison Industries: 

The Bureau will award a 12-month 
grant, up to $375,000. for the 
devclopmenl/design and 
implementation of an Automated 
Information System (AIS) for the Private 
Sector/Prison industry Enhancement 
(PS/PIE) Program which will 
accumulate, review, categorize, and 
distribute actual working materials from 
correctional administrators across the 
country*. Information to be included in 
the AIS will be in the following areas: 

(1) Correction oc/zn/Vi/s/ml/o/i—which 
will Include rules, procedures, 
administrative guidelines, personnel 
policies, job descriptions, information 
processing procedures, forms, 
evaluation and review criteria related to 
the administration of prison industries: 
and (2) program description^whlch will 
include project descriptions and other 
special needs for program purposes (i.e.« 
collecting application information which 
involves formatting data into computer 
readable information; collecting 
performance information which involves 
developing questionnaire and schedule 
formats; developing coding formats for 
on-going automated data base update as 
new entries are received: developing 
automated capability to anal>Te the 
prison industry impact on the states* 
correctional environment, on related 
private industry, and on Federal 
agencies procurement. 

Applications are due by September 30. 
1965. covering the experience of 


applicants in developing automated 
information systems, and their 
background in working with corrections 
and prison industry data. Applications 
kits detailing specific tasks and 
application deadlines will be available 
no later than September 1.1985. 

B-2b: One cooperative agreement will 
be funded for technical assistance and 
training to support prison industry 
projects. The Cooperative Agreement 
shall pro\ide the use of expert personnel 
from previously certified projects who 
have demonstrated skill in achieving 
administrative, correctional and 
business objectives. These experienced 
prison industry officials will help 
upgrade other project management 
systems, assist in resolving operational 
problems, and enhance communication 
and sharing among project participants 
Depending on interest expressed by 
State and local governments, up to 20 
on-site technical assistance visits are 
anticipated. 

The Cooperative Agreement shall also 
support a series of specialized training 
sessions (up to six) for state and local 
corrections agency personnel 
responsible for the planning, 
development, operation and 
administration of prison industry 
projects. State and local project staff 
will pay their own per diem costs during 
training. 

Funding: Maximum funding for this 
cooperative agreement will be in the 
range of $150,000-$175800 for a period 
of 15 months. 

Application Timetable: The 
application deadline for this cooperative 
agreement will be August 30.1985. An 
agency review board will make aw’ard 
recommendations based on the quality 
of task performance plans, the expertise 
of applicant staff, and the proposed use 
of funds to achieve a maximum delivery 
of assistance. The BJA Director will 
announce selections in mid-September. 
1985. Tbe terms of the Cooperative 
Agreements will be negotiated with the 
winning applicants to Insure a mutual 
understanding of responsibilities. 
Awards are projected for October 30. 
1985. 

The BJA contact for additional 
information on this program area is: 

Tom Tubbs. Correctional Services 
Program Team. (202) 724-5974. 

The following three program areas 
will use a uniform format: Adjudication. 
Law Enforcement, and Victims. These 
program areas will use cooperative 
agreements, rather than grants or 
contracts. A cooperative 
insures a distribution of responsibilities 
between BJA stuff and the recipient 
agency, with substantial involvement ol 
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BjA staff in screening and use of 
resources. (See Appendix A for technical 
issistance and training formats.) 

Program Area C: Adjudication Related 
Programs 

Assistance is to be provided in 
support of programs and projects within 
the following legislative purposes: 
—Identifying criminal cases involving 
persons with a history of serious 
criminal conduct: expediting case 
processing and improving court 
system management and sentencing 
practices and procedures; also 
implementing programs which provide 
assistance to jurors. Examples of 
approved programs include: Career 
Criminal Ingram, and Court Delay 
Reduction Program: 

—Providing programs which alleviate 
jail overcrowding, and provide 
alternatives to pretrial detention for 
persons who pose no danger to the 
community. An example of an 
approved program i^|ail 
Overcrowding/Altematives to Pretrial 
Detention. 

B|A Program Briefs are available for 
each of the approved programs. 

One cooperative agreement will be 
funded for technical assistance to the 
above programs, and one cooperative 
agreement will bo funded for training In 
program techniques. 

C-1: Adjudication Technical 
Assistance: 

The major purpose of this Cooperative 
Agreement shall be to provide expert, 
consultative services to state agencies, 
courts, prosecutors, and related local 
government officials through on-site 
studies. It is estimated that up to 150 
such studies will be undertaken. 
Assistance shall focus primarily upon 
statewide court delay reduction, 
expansion of career criminal 
prosecution projects, and reHeving 
severe jail crowding. 

Funding: Maximum funding for 
technical assistance for Area C-1 will 
he hi the range of $7(X}.000/S750.000 for a 
period of eighteen months. A minimum 
of fifty percent (50%) of the budget must 
be reserved for practitioner fees, travel 
end per diem. 

C-2 Adjudication Training: 

An estimated twelve—thirteen 
regional or state workshops will be 
required to assist beginning Block Grant 
^jects in Court Delay Reduction, ]ail 
Overcrowding, and Career Criminal 
programs. Each of the programs will 
require between three and six 
workshops over a period of nfteen 
months. State and local project staffs 
wtll pay their own travel and per diem 
costs. 


Funding: Maximum funding for 
training will be in the range of $350,000 
to $400,000 for a period of fifteen 
months. 

Application Timetable: The 
application deadline for Adjudication 
programs will be August 30.1985. An 
agency review board will make award 
recommendations based on the quality 
of task performance plans, the expertise 
of applicant staff, and the proposed use 
of funds to achieve a maximum delivery 
of assistance. The DJA Director will 
annouce selections early in September, 
1085. The terms of the cooperative 
agreements will be negotiated with the 
winning applicants to insure a mutual 
understanding of responsibilities. 
Awards are projected for October 30. 
1985. 

The B]A contact for additional 
information on this program is: Nicholas 
Demos, Courts and Victims Assistance 
Program Team. (202) 724-5974. 

Program Area D: Law Enforcement 
Related Programs 

Assistance is to be provided in 
support of programs and projects within 
the following legislative purposes: 

• Disrupting illicit commerce in stolen 
goods and property: 

• Combatting arson: 

• Effectively investigating and 
bringing to trial while collar crime, 
organized crime, public corruption 
crimes, and fraud against the 
Government: 

• Improving the operational 
effectiveness of law enforcement by 
integrating and maximizing the 
effectiveness of police field operations 
and the use of crime analysis 
technioues; and 

• OtW law enforcement initiatives 
certified by D)A as successfully 
addressing critical problems of crime. 

Examples of approved programs 
include the Property Crime (STING) 
Program, the Arson Prevention and 
Control Program, and the Integrated 
Criminal Apprehension Program (ICAP). 
Program Briefs are available for these 
programs. 

A single cooperative agreement will 
be funded for combined technical 
assistance and training for all law 
enforcement related programs. It is 
projected that three Implementation 
Guides and Manuals will be required 
within a six month period: that up to 250 
telephonic inquiries will be handled; 
that too on-site technical assistance 
visits will be required: and that six 
regional and state training sessions will 
be held for programs dealing with 
Integrated Criminal Apprehension 
Program, the Property Crime Program, 
and the Arson Prevention and Control 


Program. Local jurisdictions will fund 
their own travel and per diem costs. 

Funding: Up to $1,000,000 is available 
for delivery of technical assistance and 
training to law enforcement programs 
over a period of 18 months. 

Application Timetable: The 
application deadline for law 
enforcement technical assistance and 
training will be August 30.1985. An 
agency review board will make award 
recommendations based on the quality 
of task performance plans, the expertise 
of applicant staff, and the proposed use 
of funds to achieve a maximum delivery 
of assistance. The B)A Director will 
announce selections early in September, 
1985. The terms of the cooperative 
agreement will be negotiated with the 
selected applicant to insure a mutual 
understanding of responsibilities. 

Award is projected for October 30.1985. 
Formats for technical assistance and 
training activities are presented in 
Attachment A. 

I'he B]A contact for additional 
information on this program area is: 

Jules Teslcr. Law Enforcement Ser\ice8 
Program Team. (202) 724-5974. 

Program Area E: Victim Assistance 

Assistance is to be provided in 
support of programs and projects within 
the following legislative purpose: 

—Development and implementing 
programs which provide assistance to 
victims of crimes; 

The Victim Assistance Program is an 
approved program and a Program Brief 
is available. Technical assistance and 
training will be provided to block grant 
victims projects and a limited number of 
national-scope victims technical 
assistance activities will be conducted 
through a cooperative agreement. 

The Recipients of this technical 
assistance and training will include: 

—State legislative and executive branch 
officials engaged in law reform on 
victims issues: 

—National, State, and local 
organizations addressing problems of 
violence within the family such as 
abuse of children, spouse and elderly 
members; 

—Law enforcement officers, 
prosecutors, judges seeking changes in 
procedures that presently work 
against the interests and concerns of 
victims; 

—Non-criminal justice agencies such as 
community based victim service 
organizations which are pursuing 
efforts to ameliorate the sufferings of 
crime victims: 

It is estimated that approximately 100 
on-site technical assistance visits will 
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Iw made in serving the above clients. 
Approximately eight training sessions 
clustered on a regional basis will be 
completed. 

Funding: Maximum funding for this 
training and technical assistance 
program is $600,000 for a period of 18 
months. 

Application Timetable: Ihn 
application deadline for this program 
area will be August 30,1985. 

An agency re\iew board will make 
award recommendations based on the 
quality of task performance plans, the 
expertise of applicant staff, and the 
proposed use of funds to achieve a 
maximum delivery of training and 
technical assistance. 

Selection will be announced by 
September 15.1985. 

I'hc grant will be processed for award 
by October 30.1983 so that technical 
assistance delivery can begin on 
November 1,1985. Interested applicants 
should be familiar with the 
recommendations of the Presidents 
Task Force on Victims of Crime, and the 
Attorney Generars Task Force on 
Family Violence. These reports may be 
obtained from the National Victim 
Resource Center at 202/724-6234. or by 
writing the National Victims Resource 
Center. OfRce for Victims of Crime. 633 
Indiana Avenue. NW., Washington. D.C. 
20531. 

In addition, a $400,000 grant to the 
National Sheriffs’ Association (NSA) 
will provide technical assistance to 
State sheriffs* associations which assist 
local law enforcement officials in 
meeting victims' needs. A $254,000 grant 
to the National District Attorneys 
Association (NDAA) %irill provide 
technical assistance to prosecutors to 
establish or enhance their services to 
victims. A $231,000 grant to the National 
College of District Attorney's will fund 
five regional workshops for 
proacculorial executives and state 
training directors on key concepts and 
proven techniques to meet victims 
needs. 

The D|A contact for additional 
information on this program area is: 
fames Swain. Courts and Victims 
Assistance Program Team. (202) 724- 
5974. 

Program Area F: Other Statutory 
Purposes 

Assistance is to be prmided tn 
support of programs and projects within 
the following legislative purposes: 

—Programs which identify and meet the 
needs of drug>dependent offenders: 

—Operational information systems and 
workload management systems which 
improve the effectiveness of criminal 
justice agencies: 


—Programs which address the problem 
of serious offenses committed by 
juveniles; and 

—Programs addressing problems of 
crime committed against the elderly, 
and which assist State and local law 
enforcement in rural areas. 

The certified programs in this area 
are: (1) Treatment Alternatives to Street 
Crime (TASC), which deals with 
screening and treatment for drug 
dependency; (2) Prosecution 
Management Support System, which 
deals with automated management 
information: and (3) the juvenile 
Restitution Program, which deals with 
restitution as a basis for offender 
accountability and victim compensation. 
BjA Program Briefs are available for 
these three programs. 

A scries of cooperative agreements 
and purchase orders will bo utilized to 
provide technical assistance and 
training. 

F-1: Treatment Alternatives to Street 
Crime (TASC)—Two purchase orders in 
the range of S2a0O(Mi25.00O will be 
awarded. One purchase order will be to 
the national organization of TASC 
directors to develop a resource 
catalogue which identifies experts in 
each TASC element. A second purchase 
order will be issued to a non*profit 
agency to develop a national data base 
for TASC activities, clients outcomes, 
statistics and performance standards. 
These purchase orders are expected to 
be awarded by September IS. 1985. 

A cooperative agreement in the range 
of S240.000-S250.000 will be issued on a 
negotiated bid basis to an organization 
that will provide on-site technical 
assistance, develop an implementation 
manual including performance 
standards for critical elements, design a 
model training curriculum, and assess 
the utility of internships as a method for 
TASC training. Cenenil statements of 
intent and summaries of experience with 
drug*related projects should be 
submitted by interested agencies by 
August 30.1965. A cooperative 
agreement award is projected by 
October 15,1985. 

F-2: Criminal justice Information 
Systems—B|A %vill expand the existing 
SEARCH. Inc. grant to support 
additional transfers of criminal justice 
information systems. The grant 
extensions will be negotiated to involve 
other appropriate organizations and 
individuab to accomplish a number of 
purposes, including: design of additional 
information sy'stems Program Briefs; 
design of systems manuals; priority 
access to software index searches; 
onsite assistance for systems 
requirements anaivsts and software 


transfers; and regional or national 
training sessions. The Prosecutors 
Management Support System will 
receive priority in onsite technical 
assistance. Approximately $300,000 will 
be obligated for these purposes by 
October 30.1965. 

P-3: Restitution for juvenile 
Offenders—BjA will expand the existing 
technical assistance and training 
program of the Office of juvenile fustier 
and Delinquency Prevention to support 
Block Grant projects. The emphasis will 
be on access to program documentation, 
technical assistance experts, host sites, 
and regional training activities. The 
grantee will also refine critical elements 
for successful juvenile restitution 
projects, and recommend performance 
standards. For this purpose. $150,000 
will be awarded A negotiated 
amendment to the current grant is 
projected by October 1,1985. 

F-4: Crimes Against the Elderly and 
Rural Law Enforcement—A cooperative 
agreement in the iipnge of $200,000 is 
earmarked for these program areas to 
provide on-site technical assistance, 
design and training curriculum, and 
conduct training sessions. General 
statements of intent and summaries of 
experience with the subject area should 
be submitted by interested agencies by 
August 16.1985. A cooperative 
agreement award is projected by 
September 3a 1985. 

The BjA contact for additional 
information on this program area Is: 
john Cregrich. Drug Control and Special 
Program Team (202) 272-6838. 

Program Area C: Technical Assistance 
for Demonstration Programs 

Three program concepts will be 
funded as Demonstration Programii at 
twelve to fourteen local sites around the 
country. Each site will be required to 
implement the new concept test its 
transferability, and participate in an 
evaluation. 

Technical assistance will be provieW 
to each site to insure a sound start and 
to make necessary revisions throughout 
the 18 month life of the lest 

The technical assistance provider will 
need to secure expert advice in the three 
program areas: 

(1) Effective Prosecution of Child 
Physical and Sexual Abuse Cases: 

(2) Law Enforcement Crime 
Prevention: and 

(3) Intervention Strategics in Family 
Violence Cases. 

The critical project elements for 
introduction of each concept and 
reference materials to be used by eacn 
site can be obtained by writing the 
Bureau of justice Assistance. 
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Application 7»7ie/o5/e; Applications 
should be submitted by August 30,1985. 
Selections will be made on or before 
September 30th and awards made on or 
before October 30,1985. 

Funding: A technical assistance 
cooperative agreement will be awarded 
in the range of $350,000 to $400,000. 

The B}A contact for additional 
information on this project is: Nicholas 
Demos, (202) 724-5974. ^ 

SUBPART III—NATIONAL/MULTI. 
STATE PROGRAMS 

National/Multi-State programs 
address national priorities and 
initiatives that cannot be met through 
the state Block Grants. They reflect 
administration priorities or gaps in 
criminal justice funding that cannot be 
met from other sources. Many of these 
projects continue on-going 
commitments, while others support new 
national coalitions and support 
networks. While funding for national 
scope projects emphasizes four program 
areas this fiscal year, similar initiatives 
will be announced from time to time 
during the next fiscal year. The four 
program areas of emphasis this fiscal 
year are: 

(a) National Victims of Crime Program 

(bj National Crime Prevention 
Campaign 

(c) Law Enforcement Accreditation, 
and 

(d) Support of Prison Industries 
Enhancement Program. 

The estimated range of total funding 
for National/Multi-State programs will 
be approximately 4.8 to 8.7 million 
dollars through the first quarter of next 
fiscal year. 

A. National Victims of Crime Program 

Several projects have been funded or 
will be funded to enhance the 
^pabilities of state and local criminal 
justice agencies and community>based 
service organizations to assist crime 
victims. It is estimated that $3.4 million 
will be allocated for projects in this 
pro^m area. Specific projects include: 
National Organization for Victim 
Assistance (NOVA), $761,000: American 
Ear Association (ABA) (supplement) 
$28,000; and The National Association of 
Attorneys General, (NAAG) 

(supplement) $42,000; the Illinois* 
Attorney General’s Ofllce $55,000. Up to 
$2,500,000 of the above total is 
earmarked for awards to be made 
during ihc next six months for various 
national scope victim improvement 
efforts. These additional projects would 
include activities of the National 
Victims Resource Center, a child sexual 
abuse prosecution center, medical/ 
mental health victim protocols (Federal 


interagency agreement), and law 
enforcement and other criminal justice 
system efforts to improve the service for 
treatment of crime victims. 

B. National Crime Prevention 
Campaigns 

0|P will continue to fund the highly 
successful Citizens Crime Prevention 
Campaign ('Take a Bite out of Crime”), 
as well as Crime Stoppers. $621,000 is 
being awarded to the National Crime 
Prevention Council, and $83,000 is being 
awarded to the Crime Stoppers 
campaign. 

The National Crime Prevention 
Council operates on a number of fronts, 
providing public education through 
national mass media, operating a 
computerized information center on 
crime prevention activities and 
resources, and producing and 
distributing crime prevention materials 
for state and local agencies. The Council 
works in cooperation with the 
Advertising Ck)uncil, Inc., and the Crime 
Prevention Coalition. 

C. Law Enforcement Accreditation 

One grant of $499,000 has been 
award^ to continue the work of the 
Commission on Accreditation for Law 
Enforcement Agencies, which provides 
an assessment process and certification 
for law enforcement agencies which 
meet the standards developed by the 
professional law enforcement 
community. 

D. Support of Prison Industries 
Enhancement Program 

One grant of $211,000 is being 
provided to Criminal Justice Associates, 
Inc. to assist applicant state 
departments of correction to develop 
joint ventures with private enterprise 
under the terms of Sec. 319 of the Justice 
Assistance Act, as well as to work with 
previously certified projects. Upon 
expiration of this grant on December 30. 
1985, a new cooperative agreement will 
be awarded on a competitive basis (See 
Sec. B-2b of the Corrections component, 
TA and Training). 

The BJA contact for additional 
information on national scope programs 
is: Eugene H. Dzikiewicz, Acting Deputy 
Director (202) 272-6838. 

Appendix A—Technical Assistance 
Format and Training Format 

Technical Assistance Format 

Task 1—Staff Organization and 
Orientation—Establish an operating 
staff of three—five persona (no more 
than five full-time equivalent). The 
operating staff will serve primarily as 
technical assistance brokers for 
individual consultants. 


Task 2—Selection of Consultants— 
Select consultants, in consultation with 
tlie BJA Grant Monitor, from operational 
criminal justice agencies which have 
successfully implemented projects in the 
approved program areas. 

Task 3—Mandling Requests for 
Technical Assistance—Receive requests 
for technical assistance from the BjA 
Monitor and proceed in the following 
sequence: 

a. Analyze the technical assistance 
requests to insure a clear definition of 
the problem and issues involved: 

b. Review the proposed scope of 
technical assistance and the proposed 
consultant with the requesting agency: 

c. Arrange for consultant travel to site 
and coordination with local agencies; 

d. Review and approve consultant 
reports, insuring that they meet 
standards of quality and format; 

e. Evaluate technical assistance 
quality and impact through 
questionnaires submitted to recipients: 
and 

f. On a case by case basis, arrange for 
revisits by consultants or TA staff to 
follow-up on initial recommendations 
and actions required to implement the 
project. 

Task 4—Performance of Special Tasks 
at BJA Direction—Perform tasks to 
include draft publications and analysts 
of BJA program activities as requested 
by the BJA Monitor. Such requests will 
not surpass ten percent of available 
technical assistance funding. 

Periodic status reports will be 
required on pending and completed 
technical assistance assignments, 
usually on a monthly basis. 

Training Format 

Activities to be accomplished include: 
The development and validation of 
curriculum, trainer guides and trainee 
guides, selection of training sites, 
selection of trainers, and oversight of 
training sessions. 

Task 1—Development and Validation 
of Training Curriculum—A training 
curriculum will be developed, validated 
and adjusted as determined by post- 
training evaluations. 

Task 2—Development of Trainer and 
Trainee Guides—Guides shall include 
sufficient baclcground materials and 
step-by-step project activities to serve 
as a reference tool during the 
implementation of local projects. 

Task 3—Selection of Training Sites— 
Appropriate regional or state training 
sites will be selected to meet program 
needs. Model sites within a region will 
be utilized whenever It is cost effective. 

Tusk 4—^Trainera will be selected 
from experience operating staffs within 
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the region to the maximum extent 
possible. The grantee will be 
responsible for screening and orienting 
trainers, and for evaluating their 
performance. 

Task S—Oversight of the Delivery of 
Training—Grantee will be responsible 
for implemeoting the training, for 
^ evaluating impact, and for periodic 
* reports to BJ A. 

Ridurd B. AbeH. 

Deputy AMamtantAUamey General 
|FR Doc. 85-17787 Filed 7-25-eS; 8:45 Mm| 
8ILUN0 com 
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DEPARTMENT OF EDUCATION 
34 CFR Part 668 

Student Assistance General Provisions 

agency: Department of Education. 
ACTION: Notice of proposed rulemaking. 

SUMMARY: The Secretary proposes to 
amend the Student Assistance General 
Provisions Regulations to implement in 
the 1986-^7 award year an integrated 
system for the veriRcation of 
information reported by students, their 
spouses, and their parents when the 
students apply to have their expected 
family contribution calculated for the 
Pell Grant Program, campus-based 
programs (National Direct Student Loan 
|NDSL). College Work-Study |CWS). 
Supplemental Ekiucational Opportunity 
Grant |SEOG)), and Guaranteed Student 
Loan (GSL) Program. The Secretary is 
proposing these regulations, in part, to 
respond to the severe and persistent 
problem, identified in recent quality 
control studies, of high error rates in 
data reported by applicants in the Pell 
Grant Program. The same data are used 
in the other programs covered by these 
proposed regulations. The Secretary, 
therefore, intends that the integrated 
veriHcation system assure, to the 
maximum extent possible, that eligible 
applicants receive the correct amount of 
student financial assistance. 

DATE: Comments must be received on or 
before September 24.1985. 
address: All comments concerning 
these proposed regulations should be 
addressed to Mr. Fred Sellers, Office of 
Student Financial Assistance, U.S. 
Department of Education. Room 4318. 
Regional Office Building 3, 400 Main land 
Avenue. S.W.. Washington. D.C. 20202. 

A copy of any comments that concern 
information collection requirements 
should also be sent to the Office of 
Management and Budget at the address 
listed in the Paperwork Reduction Act 
section of this preamble. 

FOR FURTHER INFORMATION CONTACT: 
Fred Sellers (202) 472-4300, 
SUPPLEMENTARY INFORMATION: 

Background 

Under the Pell Grant, GSL. and 
campus-based programs, an applicant 
receives financial assistance, including 
interest benefits under the GSL Program, 
if the applicant has financial need for 
such assistance. In general, financial 
need is defined as the difference 
between the applicant's cost of 
attendance and expected family 
contribution (EFC). An expected family 
rnnlribution is an amount that the 


applicant and his or her family should 
reasonably be expected to contribute 
toward his or her cost of attendance. 

In order for an applicant to have his or 
her expected family contribution 
calculated, the applicant must apply to 
the Secretary, to an institution, or to an 
approved need analysis system. The 
Secretary, institution, or system 
calculates an applicant's expected 
family contribution based upon the 
information provided in the application. 

While veriRcation (validation) of 
student aid application information for 
selected applicants has been required in 
the Pell Grant Program since February 
1979. there has been no Departmentol 
requirement for verification of 
application information under the other 
need-based student assistance 
programs. In addition, even though the 
Student Assistance General Provisions, 
34 CFR 668.16, require institutions to use 
information obtained during the Pell 
Grant verification when determining 
campus-based awards, the suggested 
GSL loan amount, and eligibility for GSL 
interest benefits, the Department has not 
required verification for applicants of 
campus-based or GSL aid who are not 
eligible for a Pell Grant. The Secretary 
proposes to require verification for all 
such applicants and requests comments 
on whether the verification requirement 
should apply to applicants for campus- 
based aid. 

The General Accounting Office 
(GAO), in Report No. 79-16, dated May 
1979. entitled "^Inconsistencies in 
Awarding Financial Aid to Students 
Under Four Federal Programs," reported 
that no Departmental verification 
requirement existed for those applicants 
receiving only campus-based aid. This 
report recommended requiring 
verification of applicant- and parent- 
supplied data for these programs. 

Since that time, the Secretary has 
received three quality control reports 
from the Office of Student Financial 
Assistance in 1979,1981, and 1983 that 
document in the Pell Grant Program 
large numbers of applicants and their 
parents misreporting information 
regarding their family and financial 
status. This misreporting. whether 
intentional or not. significantly and 
adversely ejects the amount of aid 
available to truly needy students and 
unjustifiably raises the cost of the 
program to Federal taxpayers. Based on 
a 1983 quality control study, an 
estimated 39 percent of the Pell Grant 
recipients received an inaccurate award 
for the 1982-83 award year because of 
applicant error on the application form. 

The majority of applicants applying 
for campus-based aid or a Guaranteed 
Student Loan use the same forms as the 


forms used to apply for a Pell Grant. 
Therefore, by definition, the same 
misreporting of applicant information 
occurs in the campus-based and 
Guaranteed Student Loan programs. 
Consequently, this proposed rule, by 
extending verification to the campus- 
based awardees and GSL applicants, 
helps to assure that applicants receive 
the correct amount of aid under the 
campus-based programs and that GSLs 
are made only to eligible applicants. 

Initially, the Secretary consulted with 
the postsecondary' education financial 
aid community regarding the 
development of a verification system for 
the campus-based. GSU and State 
Student Incentive Grants (SSIG) 
programs. The Secretary also sought 
involvement by requesting comments on 
a proposed system of verification for 
these programs. The Secretary has 
incorporated in these proposed 
regulations many of the comments 
received. 

On March 15.1985, (he Secretary 
published final regulations for the Pell 
Grant Program which specified in 34 
CFR 690.77 the information and 
documentation requirements for that 
program for applicants selected for 
verification. These proposed regulations 
require that selected applicants verify 
the same items and use similar 
documentation as provided for in 34 
CFR 690.77. When the Secretary 
publishes final regulations for the 
integrated verification system, he will 
amend the Pell Grant Program 
regulations by deleting { 690.77. 

In addition, the Secretary has 
reviewed other models and techniques 
for verification of applicant information. 
One model reviewed by the Secretary is 
the set of principles adopted by the 
National Association of Student 
Financial Aid Administrators 
(NASFAA) and the NASFAA 
monograph. "Standards for the 
Verification of Information to Determine 
Financial Aid Eligibility." The Secretary' 
believes that these proposed regulations 
are in accord with most of the NASFAA 
principles and with many features of the 
NASFAA monograph. The Secretary 
also reviewed the verification 
techniques used in Federal programs of 
income support for applicability to the 
student assistance programs. 

Exclusions From Veriflcalion 

The Secretary is not including the 
PLUS and SSIG Programs under these 
proposed regulations. The PLUS 
Program docs not currently require the 
use of need analysis to determine 
applicant eligibility, and. therefore, the 
provisions of these proposed regulations 
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are not applicable. Although the SSIG 
Program is a need-based program, 
inatitutioQS in many States do not know 
whether an applicant's State grant 
includes SSIG funds. In those cases 
where the institution knows or can be 
reasonably expected to know that an 
tpplicanfs State grant includes SSIG 
hinds, the provisions of § 668.16(0 of the 
Student Assistance General Provisions 
regulations are applicable, and for any 
such applicant selected for verification 
under these proposed regulations, the 
institution must consider the verified 
data to determine the applicant's SSIG. 

The principal source for veriflcaliQn of 
applicant's information under these 
proposed regulations is the United 
States Individual Income Tax Return or 
• comparable State income tax return. 
Since foreign institutions participating in 
the CSL Program do not have the 
requisite knowledge of U,S. tax laws, it 
ii unreasonable to expect those 
institutions to comply with the 
requirements in these proposed 
relations. Therefore, the Secretary 
proposes to exclude parddpating 
institatioas located outside the United 
States and its territories from the 
requirements in these proposed 
regulations. 

Institutional Emir 

Although these proposed regulahons 
arc concerned with r^uemg the error 
rate in student aid application 
Infonnation, the Secretary is also 
concerned about institutional error in 
the administration of the Federal 
•indent assistance programs. A 1983 
quality control study showed that 
institutions made errors In awards for a 
lubstantial number of recipients in the 
Ml Grant Program. 

The Secretary believes that 
institutions should include a quality 
t^trol system in their administration of 
ihe student assistance programs to 
reduce both institutional and student 
*nnr rales. A quality control system 
oionitors the accuracy of an institution's 
own adminlstratkMn of its student aid 
pfograms. The essential element of any 
joality control system is its capability to 
wecl. prevent, and correct errors and 
lendendcs toward errors that occur in 
®n operational setting. In a pilot project 
the 1985 calendar year, the 
with the participation of 
•«verdl institutions is testing different 
qu^ty control systems and 
•obiequently expects to propose 
l^lulions under which institutions will 
w required to implement a quality 
control system. 


Policies and Procedures (S 668.53) 

The Secretary proposes that an 
institution shall have %vritten policies 
and procedures for verifying applicant 
information and that these policies and 
procedures provide for the proper 
administration of the verification system 
used by the institution. 

The Secretary is proposing to require 
that an institution include procedures 
for reporting to State or local law 
enforcement agencies for investigation 
anv instance in which it has reason to 
believe that an applicant has applied for 
student assistance under false 
pretenses. This proposed requirement is 
in furtherance of the Secretary's concern 
for preventing fraud and abuse in the 
student assistance programs and is in 
accordance with { 666.14(g) of the notice 
of proposed rulemaking to amend the 
Student Assistance General Provisions 
regulations published in the Federal 
Register on December 12,1984. 

Selection of Applicants for Verification 
(S 668.S4) 

The Secretary proposes that an 
institution verify all applications that 
edits select for verification. These edits 
are a set of preestabUshed factors that 
are used to identify student aid 
applications for verlTication based upon 
indications that the information 
contained in the application may be 
erroneous. The edits also select a 
random sample of applications for 
veriftcatioiL The random sample 
provides an appropriate level of quality 
assurance and assures an adequate 
sample for evaluation. 

Similar to the current Pell Grant 
regulations requirement in 34 CFR 
660.77(c), applicants under these 
proposed relations must verify all of 
the appbcable items specified in | 668.56 
if the ^its select their applications for 
verification. In addition, the Secretary 
propose to continue the current 
requirement in 34 CFR 690.77(b) of the 
Pell Grant Program regulations, and 
extend it to the campus-based and GSL 
programs, that an institution must 
require an applicant to verify any 
application information that the 
institution believes incorrect 

The edit selection process in these 
proposed regulations is comparable to 
the current Pell validation system. With 
the inclusion of the campus-based and 
GSL programs, however, the Secretary is 
proposing to enter into agreements with 
agencies or organizations with approved 
need analysis systems for the campus- 
based programs to provide them with 
the edits for selecting applicants to 
vcrfiy their application information. 


In cooperation with representatives of 
the financial aid community, the 
Secretary developed common edits for 
1985-66 that are optional for the 
campus-based and CSL programs for 
1985-66 and will cooperatively develop 
the mandatory edits for use in 1986-67. 
Each year the Secretary will evaluate 
and change the edits as necessary. The 
Secretary will provide these edits to the 
Pell Grant Pro^im Central Processor 
and to any State agency. Multiple Data 
Entry servicer, or other organization that 
has a need analysis system approved by 
the Secretary for the award year if that 
agency, servicer, or organization agrees 
to use the edits as specified. 

Wliile the Pell Grant processing 
system and organizations that enter into 
agreements with the Secretary may use 
the common edits, the Pell Grant 
processing system may include 
additional edits that select applicants 
for verificatiotL Thus, the Pell processing 
system may supplement the total 
number of applicants selected for 
verification. 

Some applicants do not apply for a 
Pell Grant, and their applications for 
campus-based or GSL assistance may 
not be submitted to an agency or 
organization using the edits. The 
Secretary is proposing that an institution 
shall require all of these applicants to 
verify Iheir application information. For 
an applicant applying on/y for a GSL, an 
insituiion must require the applicant to 
verify the applicable information in 
accordance with { 868.57(b) if (1) the 
institution determines the applicant's 
need by using the GSL Nee^ Test 
Tables and the applicant does not apply 
on the student aid application form of an 
approved need analysis system to have 
his or her EFC calculated, or (2) the 
applicant reports an adjusted gross 
family income of $30,000 or less. 

The Secretary proposes to exclude 
categories of applicants from 
verification. The Secretary bases his 
decision to exclude these applicants 
upon the difficulties the individuals 
would face in attempting to provide the 
documents necessary for verification. 
The Secretary also excludes from 
verification those individuab who apply 
for. but do not receive, assistance under 
the programs covered by this subpart. 

Updating Information (S 668.55) 

If the applicant's household size or the 
number of family members in the 
applicant's household enrolled in 
postsccondary educational institutions 
changes between the time the applicant 
applied for assistance and the date that 
the Institution verifies the information, 
the applicant must update this 
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information to reflect the change. For 
Pell Grant applicants not selected for 
veriftcation, the Secretary is proposing 
to include in ’hese regulations the 
current requirement of the Pell Grant 
Program contained in 34 CFR 690.14(b). 
Under this provision, these applicants 
update their household size and number 
of family members in postsecondary 
institutions as of the date the first 
submit their Student Aid Report (SAR) 
to the institution or the Secretaiy. 
Morever, the Secretary is adding a 
requirement that these applicants sign 
the statement on the SAR certifying that 
this information on the SAR is still 
accurate. In the case of applicants for 
campus-based aid or a GSL who are not 
selected for verification, the Secretary 
proposes to continue each program's 
current policy of permitting institutions 
to require applicants to update this 
information or any other application 
information throughout the award year. 

F.xcept for the following two 
exceptions, if a studenfs dependency 
status changes at any time after the 
student has applied for assistance, he or 
she must revise that status. By 
definition, a student's dependency 
status changes whenever a change in 
the projected dependency criteria for the 
first calendar year of the award year 
affects the student's dependency status. 
One exception is that if the institution 
has already certified a GSL for the 
applicant, the applicant is not required 
to update the dependency status on his 
or her GSL application. The other 
exception is that if a student's marital 
status changes after he or she has 
applied for assistance, the change in 
marital status will not be updated and. 
therefore, will not affect a student's 
dependency status. 

Items To Be Verified (§ 668.56) 

'rhe Secretary's purpose in publishing 
these proposed regulations is to ensure 
that eligible students receive the correct 
amount of assistance. Therefore, the 
Secretary's objective is for all students 
to submit accurate data on their 
applications for assistance. However, 
for these proposed regulations, the 
Secretary is focusing on certain specific 
requirements as part of the development 
of a more comprehensive plan to reduce 
institutional and student error in the 
student assistance programs. 

The Sccretar>' proposes a specific set 
of items that institutions must verify 
similar to the set of items published in 
i 668.77 of the Pell Grant Program 
regulations. If the Secretary must change 
any of these items because of the 
addition or deletion if items In the tax 
forms, or because of an increase or 
decrease in the severity of the problems 


in reporting accurate information on the 
application, the Secretary will propose 
amendments to these regulations 
revising the list of items that institutions 
must require applicants to verify in 
subsequent award years. 

The Secretary proposes that an 
applicant shall verify, if applicable, the 
following items; 

• Adjusted gross income (AGI) and 
U.S. income tax paid as reported on the 
U.S. Individual Income Tax Return. 

• Household size. 

• Number in the household enrolled 
in postsecondary educational 
institutions. 

• Independent student status. 

• Untaxed income and benefits. 

If an applicant is applyins for a GSL 
and the applicant's adjusted gross 
family income is $30,000 or less, the 
applicant must verify that Income and if 
an independent student, independent 
student status. If the applicant's income 
exceeds $30,000 and the institution uses 
the GSL Needs Test Tables, the 
applicant must verify the adjusted gross 
family income, the household size, the 
niunber in the household in 
postsecondary educational institutions, 
and if an independent student, 
independent student status. If the 
institution uses an approved system of 
need analysis to determine an 
applicant's EFC, the applicant must 
verify all the items listed above that 
were used to calculate the applicant's 
EFC. 

Because of the differing methods and 
information used to determine each 
applicant's EFC, each applicant may not 
be verifying the same items. 

Acceptable Documentation ($ 668.57) 

“The documentation that applicants 
must provide for the items to be verified 
under these proposed regulations is 
similar to the documentation required 
for those items in the Pell Grant Program 
regulations. The Secretary seeks 
comments concerning whether the 
proposed documentation is adequate 
and whether other sources of data of 
comparable or better quality are 
available that do not place undue 
burdens on institutions. 

The Secretary proposes the U.S. 
income tax return or comparable State 
income tax return as the principal 
source of data for verifying most 
information on the application form. The 
Secretary also proposes the use of the 
IRS transcript of tax account 
information, that a taxpayer may 
request and receive from the Internal 
Revenue Service, as an alternative to a 
tax return. 

Not all State income tax returns are 
comparable to the U.S. income tax 


return. The Secretary has determined that 
a comparable State income tax return is 
one that includes the amount of adjusted 
gross Income and U.S. income lax paid 
as reported on the U.S. Individual 
Income Tax Return. However, the 
responsibility for assuring that the State 
income tax return is comparable to the 
U.S. Individual Income Tax Return rests 
with the institution. 

For documenting independent student 
status, the Secretar>' proposes that 
institutions shall require that, except as 
described below, an unmarried 
applicant verify independent student 
status by relying on the Federal or 
comparable State income tax return of 
the applicant's parents for the calendar 
year preceding the First calendar year of 
the award year (e.g.. 1985 for the 1986-67 
award year) and a w^ritten statement 
signed by the parents concerning 
whether the parents will claim the 
applicant as an exemption on their U.S. 
income tax return for the first calendar 
year of the aw*ard year (e g.. 1986 for the 
1986-87 award year) and concerning for 
both relevant years the amount of 
assistance provided to the applicant by 
the parents and the number of days that 
the applicant lived with the parents. If 
the applicant is married, the parents 
need to provide only a written statement 
regarding the income tax exemption, 
support, and residency in the first 
calender year of the award year. 

If the institution has conflicting 
documentation with regard to any of the 
three factors used to determine 
independent student status. Le^ tax 
exemption, the receipt of $750 worth of 
support, or six weeks residence, only the 
documentation described above may 
verify an applicant's independent 
student status. 

If the institution does not have 
conflicting documentation with regard to 
an applicant, the following rules apply: 

1. For the Pell Grant Pi^ram. the 
institution shall not require any 
documentation if the applicant will be 
23 or older on May 31 of the award year 
for which aid is requested (e.g.. May 31. 
1987 for the 1986-87 award year). If a 
married applicant will not be 23 or older 
on May 31 of the award year for which 
aid is requested, the institution shall 
consider that the applicant has verified 
his or her independent student status if 
the institution determines that the 
applicant's parents are unable or 
unwilling to provide the required 
statement. 

If an unmarried applicant will not be 
23 or older on May 31 of the award year 
for which aid is requested, the 
institution shall consider that the 
applicant has verified his or her 









30677 


Federal Register / VoL 50, No. 144 / Friday, July 26, 1965 / Proposed Rules 


indi'pendcnt student status if the 
institution determines that^ 

a. The applicant's parents are unable 
or unwilling to provide the required tax 
return and statement and 

b. The applicant had sufficient income 
to support himself or herself and any 
dependents in the calendar year 
preceding (he first calender year of the 
award year. 

t For the campus*ba$ed and GSL 
Programs, the institution has the option 
of (a) requiring the applicant's parents to 
provide the requested (ax returns and 
Statements unless the institution 
determines that the parents are unable 
to do so, or (b) following the rules set 
forth for the Pell Grant Program. 

If an institution needs to determine 
whether the applicant's parents are 
unable or unwilling to provide the 
required tax return statements, the 
Institution shall make a reasonable 
effort to obtain the lax returns or 
statements directly from the applicant's 
parents. The Secretary considers that 
(he parents are "unable" to provide the 
required documentation if the institution 
determines that circumstances identical 
or similar to (he following apply: (1) the 
responsible parents are deceased; (2) it 
is not possible to contact the responsible 
parents because the parents are 
currently absent from the United States 
and inaccessible and are expected to 
remain absent and inaccessible beyond 
a reasonable period of time for 
completing the verification process; (3) 
the responsible parents' address cannot 
be determined; or (4) the responsible 
parents* physical or mental slate 
prevents them from providing the 
required documentation. The Secretary 
considers the parents "unwilling" to 
provide the required documentation if 
the parents do not provide the 
documentation but are not unable to do 
so. 

As in the 1985-66 award year, the 
Secretary will notify institutions on an 
unmarried applicant's SAR if he has 
conflicting documentation concerning 
(he three factors used to determine 
independent student status. For 
ptample. the Secretary will notify the 
institution concerning whether the 
applicant was claimed as an exemption 
by his or her parents iaihe base year of 
an award year (i.e., the calender year 
preceding an award year. 1965 for the 
1988-IW award year). The Secretary 
determines if he has this information by 
comparing the application information 
filed by an applicant for an award year 
'•'ith the application information filed by 


the applicant for the previous award 
year. 

If verification results in a change from 
independent student statos to dependent 
student status, the applicant must 
submit a new student aid application 
providing parental data in order to 
recalculate the applicant's EFC. As a 
selected applicant, the applicant must 
verify the parental data provided on the 
new application. 

The ^cretary recognizes that the 
proposed documentation requirements 
for verifying independent student status 
are complex. However, the Secretary 
believes that the magnitude of the error 
in awards made on the basis of incorrect 
dependency status, as found in the 
quality control reports in the Pell Grant 
iS'ogram. require substantially enhanced 
vertification efforts in this area. 

The Secretary further proposes that 
institutions obtain signed statements 
from applicants and parents, as 
appropriate, to verify certain items. 
However, for number in household, the 
institution need not obtain a signed 
statement to resolve a discrepancy 
between the number of exemptions 
claimed on the tax return and number in 
household on the student aid application 
if the institution has other 
documentation on Tile which explains 
the difference. For the number of family 
members in postsecondary educational 
institutions, the institution need not 
obtain a separate written statement if 
the applicant’s student aid application 
provides the names of the household 
members who are or will be attending 
postsecondary institutions as at least 
half-time students, their ages, and the 
names of the institutions that they are 
planning to attend, and this information 
is still accurate as of the date of 
verification. The Secretary is proposing 
that institutions verify untaxed income 
and benefits by obtaining, in addition to 
a tax return, a copy of the student aid 
application worksheet for untaxed 
income and benefits which is part of an 
application package or comparoble 
listing of that information and a signed 
statement certifying that the information 
on the worksheet or listing is correct. 

The institution need not obtain a copy of 
the worksheet or comparable Usting if 
(he applicant's student aid application 
provides a listing of this information and 
the applicant, and the applicant's parent 
in the cose of a dependent student, 
certify that (his information is still 
accurate as of the date of verification. 

The Secretary is deleting the 
requirement in the Pell Grant Program 


that institutions must verify veterans 
educational benefits. Under S 666.16(0 
of the Student Assistance General 
Provisions, institutions shall develop an 
adequate system to verify the 
consistency of the information they 
receive from different sources. This 
provision applies to all veterans at an 
institution who receive benefits. 

If the institution determines that it has 
any reason to doubt the information 
supplied by the student for the number 
in postsecondary institutions or an 
untaxed income or benefit, a signed 
statement is not sufficient 
documentation to verify the accuracy of 
the data. In these cases, the institution 
must require additional documentation. 
For number in postsecondary 
institutions, the applicant must provide 
a statement from the institution the 
other family member is attending, 
indicating the individual is enrolled as 
at least a half-time student, unless the 
institution the student is attending 
certifies that such a statement is 
unavailable or not obtainable in a 
reasonable period of time. For untaxed 
income and benefits, the applicant must 
submit a statement from the agency 
supplying the untaxed benefit of the 
amount of the benefits provided unless 
the institution determines that such a 
statement is not available. 

While the Secretary has received 
comments suggesting that processing 
agencies should verify tax return 
information through an identifiable tape 
match with the Internal Revenue Service 
(IRS), the Secretary has determined that 
this is not a viable option at this time. 
The Department is currently exploring 
this issue with the Treasury Department. 

Applicable Items To Be Verified 

Generally, four factors determine 
whether an applicant selected for 
verification must verify a particular item 
on his or her application. These factors 
are— 

• The dependency status of the 
applicant: 

• The need analysis system used to 
calculate the applicant's EFC; 

• The item to be verified; and 

• The documentation requirements 
for each item. 

Based on these factors, the following 
charts for dependent and independent 
students show the applicable items if 
these proposed regulations applied to 
the 1985-60 award yean 
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Inlorim Disbursements ($668.58) 

Under 34 CFR 690.77(a)(2) of the Pell 
Grant Program regulations, the 
Secretary may require an institution to 
withhold payment of a student's grant 
until verincation is completed and the 
institution determines that the 
information contained on the SAR is 
correct. In furtherance of this provision, 
the Secretary has notified institutions in 
the Pell Grant Validation Handbook to 
withhold payment of an applicant's Pell 
Grant until the applicant has provided 
the correct information unless the 
institution wishes to assume liability for 
any overpayment. 

Under the integrated veriftcation 
system, verification of applicant 
information will apply not only to the 
Pell Grant Program but also to the GSL 
and campus-based programs. The 
Secretaiy, therefore, is proposing that 
with regard to the Pell Grant and 
cumpus-based programs, an institution 
may, before an applicant completes the 
verification process, either (1) withhold 
all payments or (2) make one 
disbursement to an applicant of a Pell 
Grant. SEOG. and NDSL in the 
applicant's first payment period and 
employ the applicant under CWS for the 
summer before and for sixty (GO) days 
after the applicant is enrolled in that 
first payment period. However, if the 
in.ntitution chooses the second approach, 
it will be liable for any overpayment It 
makes to a student that is discovered as 
a result of the verification process. Even 
though an institution will be liable for 
any such overpayment, its exposure to 
liability will be minimal because most 
overpayments arc small and can be 
adjusted during the award year. If the 
applicant misreports data and receives 
an overpayment, the institution must 
follow the procedures for each program 
described below in "Recovery of Funds" 
and contained in $ 668.61. 

With regard to the GSL Program the 
institution may not certify a GSL 
application until the selected applicant 
completes verification. In some 
instances, however, an institution may 
certify a GSL application and Inter 
select that applicant for verification in 
the course of making an award under 
the campus-based or Pell Grant 
programs. In these cases, if the GSL 
is sent to the Institution, the 
institution may not endorse the check 
unless verification shows that the 
applicant is eligible for that loan amount 
and related benefits. The institution may 
not hold the check for more than 30 days 
and must return it to the lender if the 
applicant has not yet completed the 
verification process. 


The Secretary proposes that when 
corrections result in a change in the 
suggested GSL loan amount, an 
institution use the following procedures: 

1. If the difference in the approved 
loan amount is less than $200, no 
adjustment is necessary. 

2. If the error in the suggested loan 
amount is $200 or more, the institution 
must notify, within 30 days of its 
determination of the correct suggested 
loan amount the borrower, the lender, 
and the appropriate guarantee agency of 
the ineligible loan amount and of the 
correct amount the borrower is eligible 
to receive and return any GSL checks in 
its possession to the lender. 

Consequences of an Inaccuratn 
Application ($ 668.59) 

The Secretary believes that there may 
be many cases where the difference in 
the amounts reported on an application 
and on an income tax return and other 
documents will not significantly affect 
the amount of assistance the applicant is 
eligible to receive. In these cases, the 
reprocessing of aid applications or the 
re^packaging of aid awards would be 
burdensome to applicants, institutions, 
lenders, and guarantee agencies and 
would not result in a substantial savings 
to the Federal government or a major 
reallocation of funds to applicants. 
Therefore, the Secretary proposes error 
levels (tolerances) below which the 
recalculation of an applicant's EFC will 
not be required. 

The Secretary is proposing for the Pell 
Grant Program that no recalculation of 
an applicant's EF'C (Student Aid Index) 
will be required if the net change in the 
dollar items verified is less than $100. 
For the campus>based and GSL 
Programs the Secretary is proposing that 
no recalculation of an applicant's 
applicable EFC will be required if the 
net change in the dollar items verified is 
less than $600 unless the institution uses 
the Pell Grant Student Aid Index as the 
applicant's EFC. In that case, no 
recalculation will be required if the net 
change in dollar items verified is less 
than $100. An institution must 
recalculate the EFC if nonfinancial data 
(e.g., the number in the household or in 
postsecondary educational institutions) 
are in error. 

To determine the net change in dollar 
Items verified, the Institution first 
determines the amount of change in 
each dollar item by subtracting the 
amount ori^nally reported from the 
amount verified. If the amount verified 
is greater than the amount originally 
reported, the amount of change has a 
positive numerical value. If the amount 
verified is less than the amount 
originally reported, the amount of 


change has a negative numerical value. 
After making this determination for each 
item, the numerical value of the change 
in each item verified that decreases the 
EFC (e.g.. U.S. income tax paid and the 
married couple deduction) is reversed 
from positive to negative or negative to 
positive as appropriate. The institution 
then adds all the changes in value to 
arrive at the net change in dollar items 
verified. If an applicant's net change in 
dollar items exceeds a positive or 
negatives $100 for the Pell Grant 
Program or a positive or negative $600 
for the campus-based and GSL 
programs, the applicant's EFC is 
recalculated to determine if his or her 
award changes. 

The following is an example of 
determining an applicant's net change in 
dollar items verified. An institution 
determines under the verification 
process that an applicant's AGl is 
$18,300 instead of $18,000 reported on 
the application, that the U.S. income tax 
paid is $1,100 instead of $1,000. and that 
the applicant's married couple deduction 
is $300 instead of S500. Therefore, the 
institution determines that the change in 
value of these items is respectively a 
positive $300 for AGl, a positive $100 for 
tax paid, and a negative S200 for the 
married couple deduction. Before adding 
these three amounts, the values of the 
changes in U.S. income tax paid and the 
married couple deduction are reversed 
to a negative $100 and a positive $200. 
Thus, the net change in dollar items 
after adding these three amounts is a 
positive $400. and only the applicant's 
Student Aid Index for the Pell Grant 
Program must be recalculated as 
described below. 

The Secretary recognizes that the 
proposed tolerance level of $100 for the 
Pell Grant Program is more rigorous 
than the current tolerances provided for 
in that program. However, the quality 
control study in 1983 found that the 
current tolerances do not required the 
correction of all consequential errors. 72 
percent of the verified applications 
within those tolerances would have had 
a Student Aid Index change if 
corrections had been required. Two- 
thirds of these Student Aid Index 
changes would have resulted in 
overpayments had corrections been 
required, and the total of the 
overpayments and underpayments 
would have yielded an unacceptably 
high net payment changes estimated to 
be $26 million In overpayments. 

For the approved need analysis 
systems based on the Uniform 
Methodology that are used in the 
campus-based and GSL programs, the 
Secretary proposes as a tolerance $600. 
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This amount corresponds to a change in 
RFC that parallefs the $200 overaward 
exception in the campus-based program 
regulations. 34 CFR 674.14. 675.14, and 
676.14. 

When an institution determines that 
the application dollar errors exceed the 
tolerance levels or there are errors in 
nonflnancial data, the institution, or in 
the case of the Pell Grant Program the 
institution or Secretary, must determine 
whether there is any change in the 
applicant's assistance by recalculating 
the applicant's EFC. If the applicant has 
applied for a Pell Grant and the 
institution either does not recalculate 
the applicant's EFC (Student Aid Index) 
or recalculates the applicant's EFC and 
determines that the applicant's Pell 
Grant has changed, the applicant must 
resubmit his or her Student Air Report 
(SAR) for correction. The institution 
then adfusts the applicant's aid to reflect 
the new EFC. If the applicant applied for 
a GSL and reported an adjusted gross 
family income of S30.000 or less and the 
correction of a misreported Item causes 
the adjusted gross family income to 
exceed $30,000. the institution must 
calculate the applicant's EFC and 
determine the applicant's need for a 
loan. 

For a Pell Grant applicant whose 
Student Aid Index (SAl) equals zero on 
the SAR presented for verification, the 
Secretary proposes to continue to 
provide the "Zero SAI Charts" 
previously published in the Pell Grant 
Validation Handbook so that the 
applicant's SAl need not be 
recalculated. A school may use the 
charts in those cases where the SAl hi 
zero and the SAI will remain at zero 
after using verified information. The 
Zero SAI Charts rely on a simplified 
version of the Pell Grant eligibility 
formula that compares income of^ts 
with household size and effective family 
• income. If after calculating the correct 
effective family income the institution 
finds that it is less than the amount 
corresponding to the correct household > 
size, the student's SAl will remain zero 
and the amount of the scheduled award 
remains the same. If the student's SAI 
remains zero, the SAR does not need to 
be reprocessed. If the institution 
determines it cannot use the Zero SAI 
Charts or if the verified effective ftimily 
income exceeds the effective family 
income for the correct household size, 
the school must use the net $100 
tolerance. The Secretary will publish the 
Zero SAI Charts for each award year in 
a notice in the Federal Register. 

If verification results in a change from 
independent student status to dependent 
student status, the applicant must 


submit a new student aid application 
providing parental data in oHer to 
recalculate the applicant's EFC. The 
applicant must verify the parental data 
provided on the new application. 

Failure To Provide Documentotioo 
(S 668.601 

The Secretary proposes that for the 
campus-based and GSL programs, an 
institution shall determine what a 
reasonable period of time is fur its 
applicants to proride documentation for 
veriRcation. Tite Secretary believes that 
this provision allows institutions the 
flexibility to set a time period that is 
appropriate for their particular 
circumstances. Except as described 
below, if an applicant fails to complete 
verification within the time period set by 
the institution, the institution must not 
disburse any additional assistance to 
that applicant or certify any GSL for that 
applicant for that award year, and the 
applicant is responsible for reluming 
any NDSL or SEOG payments. If the 
applicant provides the requested 
documentation after the time set by the 
institution, the mstitution may consider 
the applicant's application for campus- 
based Old for GSL and the applicant 
need not return any Rinds for which he 
or she is eligible. 

For the Pell Grant Program, the 
Secretary has i nclu ded the provisions 
currently in 34 CFR 090.77 of the Pell 
Grant Program regulations regarding the 
submission of a verified SAR after 
deadlines established in 34 CFR 690.61 
and in notices in the Federal Register. 

The Secretary proposes that if the 
Secretary or an institution is aware that 
an applicant has not provided requested 
documentation to the Secretary, the 
institution, or another institution that the 
student previously attended, neither the 
Secretary in the case of a Pell Grant nor 
the Secretary or the institution in the 
case of campus-based aid or a GSL, 
shall process for the current or any 
future years any other application for a 
Pell Grant campus-based aid, or a GSL 
until the applicant provides the 
requested documentation or the 
Secretoiy* determines that the 
docuihentatlon is no longer needed. This 
requirement already exists for the Pell 
Grant Program, and the Secretary is 
proposing to extend it to the campus* 
based and GSL programs. 

The Secretary is requesting comments 
on whether he should revise the 
requirements for the financial aid 
transcript in Subpart A of these 
regulations to indude information 
regarding whether an applicant failed to 
provide documentation for veriRcation 
of an application for a Pell Grant 
campus-based aid, or a GSL This 


revision would assure that institutions 
would have sufficient information to 
treat applicants for campus-based or 
GSL assistance similarly to Pell Grant 
applicants. 

Recovery of Funds (9 668.61) 

If an institution chooses to make a 
disbursement before the venfication 
process is complete, it is liable for any 
overpayments. The Secretary proposes 
to require an institution to make a 
reasonable effort to recover any funds to 
which an applicant is not entitled either 
by malung adjustments to subsequent 
disbursements in the award year or hy 
requiring applicants to return these 
funds if the institution cannot make 
corrections later in the award year. In 
the latter case, if the institution is 
unable to recover Pell Grant, NDSL, or 
SEOG funds after making a reasonable 
effort, the institution must reimburse the 
appropriate program account. 

The Secretary proposes that if after 
verifying the applicant's information for 
an award year, an institution determines 
that an applicant previously received a 
GSL of $200 or more in excess of the 
applicant's Rnandal need for that award 
year, the institution must noUfy the 
lender of the change ia the suggested 
loaa amount and return any GSL check 
in its possessioa The Secretary is 
publishing separately in oroposed 
regulations for the GSL Program a 
description of those actions that (he 
lender takes once notiRed by an 
institution of a change in a borrower s 
eligibility for a CSL 

Executive Order 12291 

These proposed* regulations have been 
reviewed in accordance %vith Executive 
Ordfer 12291. They are not dassiRed as 
major because they do not meet the 
criteria for major regulations established 
in the Order. 

Regulatory Flexibility Act Certification 

The Secretary certifies that these 
proposed regulations will not have a 
significant economic impact on a 
substantial number of small entities. 
Small entities affected by these 
regulations are small institutions of 
higher education. Under these proposed 
regulations, all institutions of higher 
education shall require selected 
applicants to verify student aid 
application information. All instiluliofis, 
including small institutions which 
parbeipate in the Pell Grant Program* 
already verify applicant information 
under the Pell validabon system. 
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InvitaHon To Conunetil 

Interesled persons are invitmi to 
submit comments and recoinmendatk>n8 
regarding these proposed regulations. 

All comments submitted In response to 
these proposed regulations will be 
available for public inspection, during 
and after the comment pericKi. in 
Regional Office Building 3, Room 4318. 

7th and D Streets. S.W.^ Washington. 
D.C. between the hours of 8:30 a jil and 
4:00 p.m., Monday through Friday of 
each week except Federal holidays. 

To assist the Department in complying 
with the specific requirements of 
Executive Order 12291 and the 
Paperwork Reduction Act of 19H0 and 
their overall requirement of reducing 
regulatory burden, public comment is 
invited on whether there may be further 
opportunities to reduce any regulatory 
burdens found in these propKised 
reguiations. 

Paperwork Redaction Act of 1980 

Sections 66853.66654. 668.55. 668.56 
and 068.57 contain information 
collection requirements. As required by 
section 3504(h) of the Paperwork 
Reduction Act of 1980. (he Department 
of Education will submit a copy of these 
proposed regulations to the Office of 
.Vlcinagoment and Budget (OM6) for its 
review. Organizations and individuals 
desiring to submit comments on the 
information collection requirements 
should direct them to the Office of 
Information and Regulatory Affairs. 

0MB, Room 3002, New Executive Office 
Building, Washington. D.C. 20603: 
Attention: |oseph F. Lackey, Jr. 

All comments regarding these 
proposed regulations should be sent to 
the Department of Education at the 
address given at the beginning of this 
preamble. 

Assessment of Educational Impact 

The Secretary particularly requests 
comments on whether the regulations in 
this document would require 
transmission of information (hat is being 
gathered by or is available from any 
other agency or authority of the United 
States. 

List of Subjects in 34 CFR Part 668 

Administrative practice and 
procedure. Colleges and universities, 
f^nsumer protection. Education loan 
programs—-education. Grant programs— 
educalioa Student aid. 

Citation of Legal Authority 

A citation of statutory or other legal 
fluthorily is placed in parentheses on the 
line following each substantive 
provision of these proposed regulations. 


(Catotog of Federal Domestic AssistunLe: No. 
84.007. Supplemental Educational 
Opportunity Crzmts; No. 84iKI2. Higher 
Education Act Iniured Loans (Guaranteed 
StudeniloansJ; Now 84033. College Work- 
Study Program; Na 84038. National Direct 
Student Loans; and No. 84.083. Pell Grant 
Program) 

Dated: fuly 24 1985 
William |. Bennett 
Secretary of Educoiion 
The Secretary proposes to amend Part 
668 of Title 34 of the Code of Federal 
Regulations as follows: 

PART 668—STUDENT ASSISTANCE 
GENERAL PROVISIONS 

1. The authority citation for Part 660 
continues to read as follows: 

.\utborily: 20 U5XX1094. 

2. The table of contents of Part 668 is 
amended by adding a new Subpart E to 
read as follows: 

Subpart E—Vartficatlon of Student AM 
Application Ififormation 

Sec. 

668.51 General. 

66652 Definitfune. 

06653 Policies and procedures. 

668.54 Seketion of apphesnts for 
verification. 

68656 RespomibiUltes of applicants for 
updahng information. 

66856 Items to be verified. 

686.57 Acceptable documentatUm. 

686.56 Interim disbursements. 

66B.59 Consequences of an inaccurate 
application. 

66600 Consequences of the failure to 
provide documentation. 

66661 Recovery of hunts. 

3. Part 668 is amended by adding a 
new Subpart E to read as follows: 

Subpart E—Verification of Student Aid 
Application Information 

||66a.S1 Generai 

(a) Scope and purpose, (1) The 
regulations in this subpart govern the 
verification by institutions of 
information submitted by applicants In 
connection with the calc^ation of their 
expected family contributions (EFC) for 
the Pell Grant, the campus^based. and 
the Guaranteed Student Loan (GSL) 
programs. 

(2) The regulations also cover the 
verification by institutions of 
information submitted under the GSL 
Program by applicants whose adjusted 
gross family income is $30,000 or less. 

(b) Applicant responsibility. If the 
Secretary or the institution requests 
documents or informaton from an 
applicant under this subpart. the 
applicant must provide the specified 
documents or information. 


(c) Foreign schools. The Secretary 
exempts from the provisions of this 
subpart institutions participating in the 
GSL Program that are not located in a 
Stale. 

(20 U.S.C. 1084) 

9666 52. Definitions. 

The following definitions apply to this 
subpart: 

** Approved need analysis system'* 
means a need analysis system which the 
Secretary has approved for an award 
year for determining an EFC under the 
campus'based programs. 

'(Zomparable State income tax return" 
means a State income tax return which 
requires the filer to provide the ad|usted 
gross income and the amount of U.S. 
income tax paid as reported on the U.S. 
income (ax return. 

"Edits** means a set of preestablished 
factors for identifying— 

(a) Student aid applications that may 
contain incorrect, missing, illogical, or 
inconsistimt information; and 

(b) Randomly selected student aid 
applications. 

"Expected family contribution (EFCJ** 
means the amount an applicant and his 
or her spouse and family are expected to 
contribute toward the applicant's cost of 
attendance. 

"GSL Needs Test Tables" means the 
tables in Appendix B to 34 CFR Part 682 
used to calculate a GSL applicant's EFC. 

"Student aid application 
(application)" means the application 
which a persdn submits to have his or 
her EFC determined under the Pell 
Grant. campus>based. or GSL programs. 

(20U5.C.1094) 

S 668.53 PoBcMs and procedures. 

[a)(l) An institution shall establish 
and use written policies and procedures 
for verifying information contained In an 
application to have an EFC calculated in 
accordance with the provisions of this 
subpart. These policies and procedures 
must include— 

(i) The time period within which the 
applicant shall provide the 
documentation; 

(ii) The consequences of the failure to 
provide the required documentation 
within the specified time period: 

(iii) The approved need analysis 
system the institution uses to recalculate 
an EFC: 

(iv) The method by which the 
institution notifies the applicant of the 
results of verification; 

(v) The procedures the institution 
requires an applicant to follow to 
correct application information: and 

(vi) The procedures for referring any 
instance in which the institution has 
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reason to believe that an applicant has 
applied for Pell Grant, campus-based, or 
GSL program funds under false 
pretenses to Slate or local law 
enforcement agencies for investigation 
as required under § 66a.l4(g] of this part. 

(2) If the institution selects 
applications for verification in addition 
to those applications that the Secretary 
selects, the policies and procedures 
must include— 

(i) The method (he Institution uses to 
select those applications; 

(ii) The items on the student aid 
application that (he institution requires 
applicants to verify; and 

(iii) The documents the institution 
requires to verify any items. 

(b) The institution's procedures must 
provide that it furnish, in a timely 
manner, to each applicant selected for 
verification-* 

(1) A clear explanation of the 
documentation needed to satisfy the 
verification requirements: and 

(2) The appitcanfs rights and 
responsibilities with respect to the 
verification of his or her application 
information including the deadlines for 
the applicant's completion of any 
actions required of the applicant under 
this subpart and the consequences of 
failing to complete any required action. 
(20 U.S.C lOW) 

$ 668.54 Soleclion of applicants for 
vertncatlon. 

(a) Genera!requirements, |1) Except 
as provided in paragraph (b) of this 
section, an institution shall require an 
applicant to verify all of the applicable 
items specified in § 668.56 if the e^ts 
specified by the Secretary select (hat 
applicant for verification. The Secretary 
may enter Into agreements with 
.igencies or organizations with approved 
need analysis systems under which the 
Secretary provides the edits to the 
agencies or organizations and the 
agencies and organizations indicate to 
institutions the applications that the 
edits select for verification. 

(2) The institution shall require every 
applicant to verify the applicable items 
specified in $ 668.56 if the applicant— 

(i) Is selected by the institution to 
receive an award under the campus- 
based programs or requests the 
institution to certify his or her 
application for a GSL loan: and 

(ii) Docs not— 

(A) Apply for a Pell Grant: 

(B) Submit an "Application for 
Federal Student Aid" |ED Form 255): or 

(C) Submit a student aid application 
to have an EFC calculated to an agency 
or organization that has an agreement 
with the Secretary described under 
paragraph (a)(1) of this section. 


(3) In addition to the applicants 
selected under paragraphs (a](l) and 
(a)(2) of this section, if an institution 
believes that any information on an 
application used to calculate an EFC is 
inaccurate, it shall require that the 
applicant verify the information that it 
believes is inaccurate. 

(b) Exclusions from verification. 
Unless the institution has 
documentation that conflicts with 
information reported by an applicant or 
believes that the information reported 
by the applicant is incorrect, it does not 
have to verify applications of the 
following applicants: 

(1) An applicant who is an 
independent student and who is a legal 
resident of the Trust Territory of the 
Pacific Islands (which includes the 
Marshall Islands and the Caroline 
Islands), Guam. American Samoa, or the 
Northern Mariana Islands. 

(2) An applicant who is a dependent 
student and who is a legal resident of. 
and whose family are legal residents of, 
the Trust Territory of the Pacific Islands 
(which includes the Marshall Islands 
and the Caroline Islands). Guam. 
American Samoa, or the Northern 
Mariana Islands. 

(3) An applicant who is incarcerated 
at the time of verification. 

(4) An applicant who is a dependent 
student whose parents are citizens of. 
and currently reside in. a country other 
than the United States. 

(5) An applicant who dies during the 
award year. 

(6) An applicant who is an immigrant 
and w'ho arrived in the United States 
during either calendar year of the award 
year. 

(7) An applicant who does not receive 
assistance under the programs covered 
by this subpart. 

(20 U.S.a 1094) 

S 66S.5S Responsibilltlas of appIleanU for 
updating Information. 

(a) If an applicant is selected for 
verification, the applicant shall update 
the information described in S 668.56(a) 

(3) and (4) and i 668.56(b)(2) (ii) and (iii) 
so that this information is accurate as of 
the date that the institution verifies the 
information. 

(b) (1) If an applicant for a Pell Grant 
is not selected for verification, the 
applicant shall update the information 
described in { 666.56(a) (3) and (4) so 
that this information is accurate as of 
the date that the applicant submits his 
or her first Student Aid Report (SAR) to 
the institution or the Secretary. 

(2) The applicant shall sign the 
statement, certifying that the applicable 
information has been updated, that is 
contained on the SAR. 


(c) Except as provided in paragraph 

(d) of this section, if an applicarfl's 
dependency status changes after the 
applicant applies to have his or her EFC 
calculated for an award year, the 
applicant must change that status by 
filing a new application for that award 
year reflecting the applicant's new 
dependency status. 

(d) (1) If an applicant 8 change in 
dependency status results from a change 
in marital status, the applicant is not 
required to update his or her 
dependency status. 

(2) If the institution has previously 
certified a GSL loan application for an 
applicant, the applicant is not required 
to update his or her dependency status 
on the GSL loan application. 

(20 U8.C. 1094) 

S 66S.56 Items to bs vsriflsd. 

(a) Except as provided in paragraph 
(b) of this section, an institution shall 
require an applicant selected for 
verification under § 668.54(a) (1) and (2) 
to submit acceptable documentation 
described in i 668.57 (hat will verify or 
update the following information used to 
determine the applicant's EFC; 

(1) Adjusted gross income (AGI) for 
the calendar year preceding the First * 
year of the award year. 

(2) U.S. income tax paid for the 
calendar year preceding the flnit year of 
the award year. 

(3) The number of family members m 
the household of the applicant and his 
or her spouse, or in the household of (he 
applicant's parents if the applicant is a 
dependent student. 

(4) The number of family members in 
postsecondary educational institutions 
as at least half-time students in the 
household of the applicant and bis or 
her spouse, or in the household of the 
applicant's parents if the applicant Is a 
dependent student. 

(5) The factors relating to an 
applicant's independent student status. 

(6) Untaxed income and benefits for 
the calendar year preceding the first 
year of the award year including— 

(i) U.S, income tax deduction for a 
manried couple when both %vork; 

(ii) Social security benefits if required 
by a comment on the applicant's SAR; 

(iii) Payment made to an individual 
retirement account (IRA) or Keogh 
account: and 

(iv) Other untaxed income and 
benefits included on the student aid 
application. 

(b) For the GSL Program— 

(1) If a GSL applicant's adjusted gross 
family income is $30,000 or less, the 
institution shall require the applicant to 
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submit acceptable documentation 
(iescribed in S 868.57 that verifies— 

(1) The adjusted gross family income; 

(ii) The factors relating to an 
applicant's independent student status: 

(2) If a GSL applicant's adjusted gross 
family income exceeds $30,000 and the 
institution uses the GSL Needs Test 
Tables, the institution shall require the 
applicant to submit acceptable 
doGumentatioa described in § 668.57 
that verifies— 

(i) The adjusted gross family income; 

(ii) The number of family members in 
the household of the applicant and his 
or her spouse, or in the household of the 
applicant's parents if the applicant is a 
dependent student: 

(iii) The number of family members in 
postsecondary educational institutions 
as at least half-time students in the 
household of the applicant and his or 
her spouse, or in the household of the 
applicant's parents if the applicant is a 
dependent student; and 

(iv) The factors relating to an 
applicant's independent student status: 
or 

(3) If the GSL applicant's adjusted 
gross family income exceeds S30.0U0 and 
the institution does not use the GSL 
Needs Test Tables, the institution shall 
require the applicant to submit 
acxeptable dixiumentation described in 

{ 668.57 that verifies the applicable 
items set forth in paragraph (a| of this 
sectioa 

(30U.SG. 10041 

9 5SS.57 Acesptsbis ck>comentatkm. 

(o) AGL £A5. income tax paid, and 
number in household. (1) An institution 
shall require an applicant selected for 
verification to submit to it to verify 
adjusted gross income (AGi)« U.S. 
income tax paid, and number in 
household— 

(i) A copy of the U.S. income lax 
return or comparable State income tax 
return signed by the filer of the return or 
by one of the filers if a Joint return; 

(ii) The IRS listing of tax-account 
information from the Internal Revenue 
Service; 

(Hi) If the applicant or the applicant's 
parents filed an income tax return with 
a central government outside the United 
States, a copy of that tax return signed 
by the filer, or 

(iv) If no return was filed or will be 
filed, a statement signed by the 
applicant and the applicant's parent in 
the case of a dependent student and by 
the applicant in the case of an 
independent student certifying thot no 
tax return was filed or will be filed and 
providing— 


(A) The sources of income camcKi 
from work stated on the application; 

(B) The amount of income from each 
source; and 

(C) A list of the household membt^rs 
and their relationship in each relevant 
household. 

(2) If the number of eximiptians 
claimed on the U.S. or comparable State 
income tax return, minus any 
exemptions for age or blindness, differs 
from the number in the household on the 
student aid application, the institution 
shall require a statement signed by the 
applicant and the applicant's parent in 
the case of a dependent student, or by 
the applicant in the case of an 
independent student, which— 

(i) Lists the names of the household 
members and their relationship; and 

(ii) Explains any difference between 
the information included on the student 
aid appitcatmn and the tax returns 
unless other information in the 
institution's records explains that 
difference. 

(b) Number in postsecondary 
educational institutions. An institution 
shall require an applicant selected for 
verification to submit to it ta verify the 
number of family members in the 
household in postsecondary educational 
institutions, the following: 

(1) If the institution does not believe 
that the information provided is 
inaccurate, a statement signed by the 
applicant and the applicant's parent in 
the case of a dependent student, or by 
the applicant in the case of an 
independent student, which lists— 

(1) The names of the household 
members who are or will be attending 
postsecondary institutions as at least 
half-time students; 

(ii) Their ages: and 

(iii) The names of those institutions. 

(2) If the institution believes the 
information ia inaccurate— 

(i) The information listed in paragraph 
(b)(1) of this section: and 

(ii) A statement from each institution 
named by the applicant in response to 
the requirement of paragraph (b](1)(in) 
of this section that the household 
member in question is or will be 
attending the institution on at least a 
half-time basis, unless the institution the 
student is attending determines that 
such a statement would not be available 
because the household member in 
question has not yet registered at the 
institution he or she is planning to 
attend. 

(c) Independent student status, (1) 
UnmarrM applicant. For on unmarried 
applicant, except as provided in 
paragraphs (c)|3) and (c)(4) of this 
section, an institution shall require an 


applicant selected for verification to 
submit to it— 

(1) A copy of the Federal or 
comparable State income tax return of 
the applicant's parentfs) signed by the 
filer, or by one of the filers if n joint 
return, for the calendar year preceding 
the first calendar year of an award year, 
or if the parentfs) did not file and will 
not file a tax return for that year, a 
statement to that effect signed by the 
parent(s): and 

(it) A statement signed by the 
applicant and the applicant's purent(s) 
certifying that— 

(A) The parent( 5 ) will not claim the 
applicant as an exemption on their U.S. 
income tax return for the first calendar 
year of the award year 

(B) The parenMs) will not and did not 
provide the applicant with financial 
assistance of more than $750 in the first 
calendar year of an award year or the 
preceding calendar year, and 

(C) The applicant did not and will not 
live with the parent(s) for more than 
forty-two days in either of those years. 

(2) Married applicant For a married 
applicant, except as provided in 
paragraphs (c)(3) and (c)(4) of this 
section, an institution shall require an 
applicant selected for verification to 
submit to it a written statement signed 
by the applicant and Che applicant's 
parentfs) certifying that— 

(i) The parentfs) will not claim the 
applicant as an exemption on their U.S. 
income tax return for the first calendar 
year of the award yean 

(H) The parent(8) did not and will not 
provide the applicant with financial 
assistance of more than $750 in the first 
calendar year of an award yean and 

(iii) The applicant did not and will not 
live with the parent(B) for more than 
forty-two days in that year. 

(3) Pel! Grant Program, For purposes 
of the Pell Grant Program, if the 
Secretary or an institution does not have 
conflicting documentation regarding any 
of the three factors used to determine 
independent student status— 

(i) ^o documentation or statements 
are required of an applicant who is 23 
years of age or older as of .May 31 of the 
award year for which aid is requested to 
verily his or her independent student 
status: 

(Ii) The institution shall consider the 
independent student status of a married 
applicant who is under 23 years of age 
on May 31 of the award year for which 
aid is requested to be verified if the 
institution determines that the 
applicant's parents are unable or 
unwilling to provide the required 
statementr. or 
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(iii) The institution shall consider the 
independent student status of an 
unmarried applicant who is under 23 
years of age on May 31 of the award 
year for which aid is requested to be 
verified if the institution determines 
that— 

(A) The opplicant*8 parents are unable 
or willing to provide the required tax 
returns or statements; and 

(B) The applicant hod sufficient 
income to support himself or herself 
including any dependents for the 
calendar year preceding the first 
calendar year of the award year. 

(4) Campus-based and GSL programs. 
For purposes of the campus^based and 
GSL programs— 

(i) If the Secretary or an institution 
does not have conflicting documentation 
regarding any of the three factors used 
to determine independent student status 
and the institution determines that the 
applicant's parents are not unable to 
provide the requested information and 
documentation, the institution may 
either— 

(A) Require an applicant to provide to 
it the documents specified in paragraph 
(c)(l] of this section if the applicant is 
unmarried, or specified in paragraph 
(c)(2] of this section if the applicant is 
married, regardless of the circumstances 
concerning the age of the applicant or 
the willingness of the applicant's 
parents to provide the required tax 
return and statement; or 

(B) Follow the requirements contained 
in paragraph (c)(3) of this section: or 

(ii) If the Secretary or an institution 
does not have conflicting documentation 
regarding any of the three factors used 
to determine independent student status 
and the institution determines that the 
applicant's parents are unable to 
provide the requested information and 
documentation, the institution must 
follow the requirements contained in 
paragraph (cK3) of this section. 

|d) Untax^ income and benefits. An 
institution shall require an applicant 
selected for verification to submit to It to 
verify— 

(1) Untaxed income and benefits 
described in { 668.56{a)(6)(i). (iii). and 
(iv)— . 

(i) A copy of the U.S. or comparable 
State income tax return signed by the 
filer or one of the filers if a joint return, 
if collected under paragraph (a) of this 
section, or the IRS listing of tax account 
information from the Internal Revenue 
Service if collected by the institution to 
verify adjusted gross income: and 

(ii) (A) If the institution does not 
believe that the information provided is 
inaccurate— 

(1) The worksheet for untaxed income 
and benefits from the student aid 


application, or a comparable listing of 
the untaxed income and benefits 
specified in { 668.56(a)(6)(iv) 
accompanied by a written statement 
signed by the applicant and the 
applicant's parent in the case of a 
dependent student, or by the applicant 
in the case of an Independent student, 
certifying that the information on the 
worksheet or listing is correct: and 

(2) If the applicant is a dependent 
student whose income for the calendar 
year preceding the first year of the 
award year is used to calculate the 
applicant's EFC (Student Aid Index) for 
the Pell Grant Program, a separate 
listing of the applicant's untaxed Income 
and benefits specified in 8 668.56(a)(6) 
for that year accompanied by a written 
statement signed by the applicant 
certifying that the information on the 
listing is correct; or 

(B) If the institution believes that the 
information provided for an untaxed 
income or benefit is inaccurate— 

(1) The documentation required in 
paragraph (d)(1)(ii)(A) of this section: 
and 

(2) A statement from the agency or 
provider that supplied the benefits 
indicating the amount of those benefits, 
unless the institution determines that 
such a statement is not available. 

(2) Social security benefits— 

(i) if the applicant's SAR requires that 
the applicant verify his or her social 
security benefits, a document from the 
Social Security Administration showing 
the amount of benefits received in the 
appropriate calendar year by the 
applicant's parents, the applicant, and 
the parent's children in the case of a 
dependent student, or by the applicant, 
the applicant's spouse, and the 
applicant's childran in the case of an 
independent student: or 

(ii) If the applicant does not receive an 
SAR. the document in paragraph (d)(2)(i) 
of this section or. at the institution's 
option, a statement signed by the 
applicant and the applicant's parent in 
the case of a dependent student or by 
the applicant in the case of an 
independent student certifying that the 
amount listed on the applicant's aid 
application is correct. 

(20 LIS.C 1004) 

8 668.58 Interim dIsbursemsnU. 

(a) Until an applicant selected by the 
Secretary or the institution verifies or 
corrects the information on his or her 
application, the institution or the 
S^retary— 

(l](i) May withhold payment of Pell 
Grant and campus-based funds: or 

(ii)(A) May make one disbursement of 
any combination of Pell Grant. NOSL. or 


SEOG funds for the applicant's firsl 
payment period; and 

(B) May employ an eligible student 
under the CWS Program until sixty (60) 
days after the date the applicant 
enrolled in (hat award yean and 

(2) Shall not certify the applicant's 
GSL loan application or endorse a GSL 
loan check for any previously certified 
GSL loan application. 

(b) If an institution chooses to make 
disbursement under paragraph (a)(1)(ii) 
of this section, it shall be liable for any 
overpayment discovered as a result of 
the verification process. 

(c) An institution may not hold any 
GSL check under paragraph (a)(2) of this 
section for more than thirty (30) days. If 
the applicant does not complete the 
verification process within the thirty (30) 
day period, the institution must return 
the check to the lender. 

(20 U.S.C 1094) 

8 668.59 Consequences of an (neccurate 
application. 

(a) (1) Except as provided in paragraph 

(b) of this section, an institution sholl 
follow the procedures set forth in 
paragraphs (c) and (d) of this section. 

(2) For the Pell Grant Program, if the 
institution uses the Zero SAl Charts 
published by the Secretary in the 
Federal Renter for an applicant who 
submits a SAR with a Student Aid Index 
(SAI) of zero and the Zero SAI Charts 
show that the applicant's SAI remains 
zero, the institution is not required to 
follow the procedure in paragraphs 

(c) (2) and (d)(1) of this section. 

(b) (1) An institution need not 
recalculate on applicant's EFC for the 
Pell Grant Program or otherwise follow 
the procedures set forth in paragraphs 
(c) and (d) of this section for a Pell 
Grant Pit^am applicant if. as a result of 
the verification process, the institution 
finds— 

(1) No errors in nondollar items used 
to calculate the applicant's EFC; and 

(ii) A net change in dollar items of less 
than $100. _ 

(2) An institution need not recalculate 
an applicant's EFC for the campus- 
based or GSL program or otherwise 
follow the procedures set forth In 
paragraphs (c) and (d) of this section for 
a campus-based or GSL program 
applicant If. as a result of the 
verification process, the institution 
finds— 

(i) No errors in nondollar items 

to calculate the applicant's EFC; and 

(ii) (A) A net change in dollar items of 
less than $600; or 

(B) If the Institution uses the Pell 
Grant Program Student Aid Index as the 
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upplicant's EFC, a net change in dollar 
{turns of less than $100. 

(c) (1) For (he campus-based and GSL 
programs, the institution shall 
recalculate the applicant's EFC 

(2) For the Pell Grant Program, the 
institution shall require the applicant to 
resubmit his or her SAR to the Secretary 
if- 

(1) The institution recalculates the 
applicant's EFC (Student Aid Index) and 
determines that the applicant's Pell 
Grant award has changed: or 

(ii) The institution does not 
recalculate the applicant's EFC. 

(d) (1) For purposes of the Pell Grant 
Program, if the applicant's EFC (Student 
Aid Index) changes, the institution shall 
recalculate the applicant's Pell Grant 
award, 

(2) For purposes of the campus-based 
and GSL programs, if the applicant's 
applicable ETC changes, the institution 
shall adjust the applicant's financial aid 
package for the campus-based and GSL 
aid to reflect the new EFC 

(e) If a GSL applicant reports an 
adjusted gross family income of less 
than $30,000 and verification shows that 
the adjusted gross family income is over 
S^.000, the institution shall calculate an 
EFC for the applicant and determine his 
or her financial need for a loan. 

(0 If the institution selects an 
applicant for verification for an award 
year who previously received a loan 
under the GSL Program for that award 
year, and as a result of verification, the 
suggested loan amount is reduced by 
$200 or more, the Institution shall 
comply with the procedures for notifying 
the borrower, lender, and appropriate 
guarantee agency speciHcd in 
5 668.61(b). 

(s) If the student has received funds 
based on information which may be 
incorrect end the institution has made a 
reasonable effort to resolve the alleged 
discrepancy, but cannot, the institution 
shall forward the student's name, social 
security number, and other relevant 
information to the Secretary. 

(20 use 1004) 

S 668.60 Consequences of the failure to 
provide documentation. 

(a) For purposes of the campus-based 
and GSL programs— 


(1) If an applicant fails to provide the 
requested documentation within a 
reasonable time period established by 
the institution— 

(1) The institution shall not— 

(A) Disburse any additional NDSL or 
SEOG funds to the applicant: 

(B) Continue to employ the applicant 
under CWS; 

(C) Certify the applicant's GSL 
application; or 

(D) Endorse a GSL check to the 
applicant: 

(ii) The institution must return to the 
lender any GSL check payable to the 
applicant: and 

(iii) The applicant must repay to the 
institution any NDSL or SEC)G payments 
received for that award year, 

(2) If the applicant provides the 
requested documentation after the time 
period established by the institution, the 
institution may, at its option, award aid 
to the applicant notwithstanding the 
prescriptions listed in paragraph (a)(l)(i) 
of this section: and 

(3) An institution may not hold any 
GSL check under paragraph (b)( 1) of this 
section for more than thirty (30) days. If 
the applicant does not complete 
verification within the thirty (30) day 
period, the institution must return the 
check to the lender. 

(b) For purposes of the Pell Grant 
Program— 

(1) An applicant may submit a verified 
SAR to the institution after the 
appropriate deadline specified in 34 CFR 
690.61 but within an established 
additional time period set by the 
Secretary through publication in the 
Federal Register. If a verified SAR is 
submitted to the institution during the 
period permilted by the Secretary after 
the appropriate deadline specified in 34 
CFR 690.61. payment must be based 
on— 

(1) The original SAR. If the student aid 
index on the verified SAR is lower than 
the student aid index on the original 
SAR: or 

(ii) The verified SAR, If the student 
aid index on the verified SAR is the 
same or higher than the student aid 
index on the original SAR: and 

(2) If the applicant does not provide 
the requested documentation, and if 
necessary, a reprocessed verified SAR, 
within the period established in 


paragraph (b)(1) of this section, the 
applicant— 

(i) Forfeits the Pell Grant for the 
award year, and 

(ii) Shall return any grant payments 
previously received for that award year 
to the Secretary. 

(c) The Secretary in the case of a Pell 
Grant or the Secretary or an institution 
in the case of campus-based aid or a 
GSL. shall not process any other 
application for a Pell Grant campus- 
based aid. or a GSL for an applicant 
who has been requested to provide 
information until the applicant provides 
the information or the Secretary decides 
that there is no longer a need for the 
documentation. 

(20 U8.C 1094) 

§ 668.61 Recovery of funds. 

(a) If an institution discovers, as a 
result of the verification process, that an 
applicant received more than he or she 
was eligible to receive under the Pell 
Grant. NDSL. or SEOG programs, the 
institution shall eliminate the 
overpajTnenl by— 

(1) Adjusting subsequent financial aid 
payments in the award year in which 
the overpayment occurred; 

(2) Reimbursing the appropriate 
program account by— 

(i) Requiring the applicant to return 
the overpayment to the Institution if the 
institution cannot correct the 
overpayment under paragraph (a)(1) of 
this section: or 

(ii) Making restitution from its own 
funds. 

(b) If the institution determines as a 
result of verification that an applicant 
received for an award year a GSL of 
$200 or more in excess of the student's 
financial need for the loan, the 
institution shall notify the studenL the 
lender, and the appropriate guarantee 
agency of the excess amount within 
thirty (30) days of the institution's 
determination that the borrower is 
ineligible for such amounts. 

(20 U.S.C 1004) 

(FR Doc. 85-17861 Filed 7-25-85: 8:45 am| 
•fUJNO COOC 4000-01-11 
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DEPARTMENT OF THE INTERIOR 
Bureau of Indian Affairs 
25 CFR Part 20 

Financial Assistance and Social 
Services Program 

fuly 22.1985. 

AGENCY: Bureau of Indian Affairs. 
Department of the interior. 

ACTION: Proposed rule. 

SUMMAHy: The Bureau is amending 
existing Financial Assistance and Social 
Services Program regulations tn 
response to a congressional directive in 
'Hlie Department of the Interior and 
Related Agencies Appropriations Act^ 
Fiscal Year 1985. Pub. L 98-473. The Act 
provides that: 

... after S^tember 30.1985. no part of any 
appropriation (except trust funds) to the 
(BLA) may be used directly or by contract for 
general or other welfare assistance (except 
child welfare assistance) payments ( 1 ) for 
other than essential nee^ (specifically 
identified in reflations of the Secretary or in 
regulations of the State public welfare agency 
adopted by reference in the Secretary’s 
regulations) which could not be reasonably 
expected to be met from financial resources 
or iTKome (including funds held in trust) 
available to the recipient individual which 
are not exempted under law from 
consideration In determining eligibility for or 
the amount of Federal financial assistance or 
( 2 ) for individuals who are eligible for general 
public welfare assistance available from a 
Stale except to the extent the Secretary of the 
Interior determines (hat such payments are 
required under sections 6 (b)( 2 ). 6 ( 1 ). and 6 (b) 
of the Maine Indian Claims Settlement Act of 
1060 . . . 

In order to insure that the limitations 
in (he statutory language are applied to 
the Bureau*8 general assistance program 
it is necessary to amend 25 CFR Part 20 
to: 

—More precisely define key terms 
within the regulations. i4i., **need", 
**e8sential needs*^, **rcsourcef*", and 

**general assistance.'* 

—Further delineate what constitutes a 
general assistance program and in 
what circumstances the Bureau 
provides general assistance 
payments to Indian citizens. 

—Further identify and support a uniform 
standard for the determination of 
assistance payments: and. 

—Make additional revisions which may 
support any of the above and which 
further strengthen the management 
and effectiveness of the general 
assistance program. 

date: Comments must be received on or 
before August 26.1985. 

ADDRESS: Comments may be mailed to: 
Bureau of Indian Affairs. Division of 


Social Services. Code 450, Room 312-S, 
1951 Constitution Avenue. NW.. 
Washington. D.C. 20245. 

FOR FURTHER INFORMATION CONTACT: 
Eddie F. Brown or Larry Blair of the 
Bureau's Division of Social Services at: 
1951 Constitution Avenue. NW., Room 
312, Telephone number (202) 343-6434. 
SUPPLEMENTARY INFORMATION: In 
proposing these amendments, the 
Bureau of Indian Affairs seeks to define 
with greater clarity its program of 
general assistance to Indian people. 
Accordingly, it is the Bureau's pHmary 
intent in publishing this proposed rule 
to: 

(1) Identify those instances in which 
the Bureau will operate a general 
assistance program. 

(2) Indentify those needs essential to 
the well being and support of Indian 
individuals and families and for which 
Bureau general assistance payments will 
be made. 

(3) Provide for Bureauwide uniformity 
in the operation of the Bureau general 
assistance program. 

Other amendments are proposed 
which support and clarify the above 
three goats and which enhance the 
Bureau's ability to make accurate 
payments to eligible Indian individuals 
and families. 

In pursuit of the foregoing objectives, 
the following changes are proposed: 

7. Section dl Definitions. 

The Bureau proposes to revise 
definitions of (m) "General Assistance." 
(s) "Need." (1) "I^biic Assistance." and 
(w) "Resources." and to add definitions 
(cc) "Essential Needs," (dd) 
"Household." (ec) 'Tribal Work 
Experience Program (TWEP)." (fl) 
"Reapient" and (gg) "Case" to reflect 
changes to be made in S 20.21. 

A. Paragraph 20.1 (m) is amended to 
read. "BIA General Assistance" and 
mokes clear that BIA general assistance 
is a secondary or residual source of 
financial assistance available to eligible 
Indian people. This means that BIA 
general assistance may be available to 
eligible Indian individuals and 
households if all other forms of financial 
aid are insufficient. 

B. Paragraph 20.1 (cc) defines, as 
required by Pub. L 98-173. those 
essential needs for which BIA general 
assistance may be paid The regulations 
identify as minimum essential needs 
shelter, food, clothing, and utilities. 
These are commonly recognized as 
basic to individual well-being and have 
long been utilized by most public 
welfare agencies to establish 
maintenance costs at minimum 
subsistence levels. The definition of 


"essential needs" also includes 
additional need items for which Bureau 
payments will be made because of the 
alignment of BIA general assistance 
with payment standards established 
under the Aid to Families With 
Dependent Children Program (AFDC). 
Most State standards generally include 
other needs in addition to shelter, food, 
clothing and utilities, such as 
transportation and personal care items: 
other states have "flat grants" that do 
not identify dollar amounts for the need 
components of their standards. 
Therefore, while the Bureau shall not 
provide general assistance in any State 
having a general assistance program 
which meets the four essential needs 
identified above, in those States where 
the Bureau provides general assistance, 
payments will be made to meet the 
needs identified in the AFDC standard 
even if that standard includes needs in 
addition to the minimum four. 

C Paragraph 20.1 (ff) and (gg) are 
added to assure that data is uniformly 
reported 

Z Section 20.20 General. 

Section 20.20(c) is revised to clarify 
that authorization by the Deputy 
Assistant Secretary for assistance to 
Indians, not otherwise eligible for 
Bureau Sodal Services under these 
regulations, refers only to emergency 
short term assistance. 

J. Discussion of Major Provisions 

A. Criteria for determining whether 
the Bureau will administer a general 
assistance program in a State. The rules 
propose criteria to determine whether or 
not the Bureau will administer a general 
assistance program in a State. Pub. L 
68-473 specifically precludes the Bureau 
from using Bureau ^nds to provide 
general assistance for "individuals who 
are eligible for general public welfare 
assistance available from a Stale." The 
Bureau interprets this to mean that there 
must be a State law which authorizes a 
statewide general assistance program 
and that the State must regularly 
appropriate funds to make payments 
under the State program. Therefore, the 
proposed rules do not recognize county 
or locally administered and funded 
general assistance as "assistance 
available from a Slate" unless there is a 
State law requiring all counties to have 
a genera! assistance program. The 
Bureau requires that State programs, as 
opposed to county programs, be funded 
with a regular appropriation because 
certain States* laws, while authorizing a 
Blutewide general assistance program, 
do not appropriate funds to administer 
the program or actually make payments 
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to State residents. On the other hand, 
under a State law requiring counties to 
have a general assistance program, 
counties do provide some assistance 
even though payments may fluctuate 
uibjpct to the limited availability of 
funds. 

A second criterion used to determine 
whether or not the Bureau will 
idmmister a BiA general assistance 
program is whether the State general 
assistance program is one which 
provides nnanctal assistance on a 
continuing basis to meet monthly 
minimum essential needs. A program 
which only meets emergency ne^s on a 
one time^only basis is not considered a 
general assistance program which meets 
the needs of Indians who reside on or 
near a reservation. In developing these 
criteria, the Bureau looked to the two 
primary Federal income maintenance 
programs—namely, AFDC and 
Supplemental Security Income (SSI)— 
for fundamental characteristics that 
denote the mission and the limitations of 
elfective. equitable income maintenance 
programming. Each of these programs 
provides monthly cash payments for 
food, shelter, clothing and utilities. 

Although the Bureau will not operate 
s 61A general assistance program in any 
State (hat has a statewide general 
assistance program meeting the criteria 
M described above, the rules provide 
that where the Bureau provides general 
assistance on a reservation in one state 
and that reservation extends into a 
bofiier Slate, the Bureau will provide 
general assistance to eligible members 
of the tribe in the bordering State. 

The rules propose that the Bureau will 
not provide general assistance to any 
tribe that formally requests through final 
governing body action that the Bureau 
not operate a general assistance 
pfogram. It further provides that if a 
Tribe seeks later to revoke such a 
truest, it must also be done formally 
“Wough fiitgl governing body action. 

A Hedeterminatwns, The proptisod 
rale codifies existing Bureau practice 
Ihat eligibility and the amount of the 
^ymcnl must be determined based on 
the best estimate of income and 
circumstancet which will exist in the 
®wth for which the payment is made. 
That ^timate may be based on income 
jwd circumstances in past months if 
^re is reasonable expectation that 
wumstances have not changed or 
based on current or future 
t^rcumstances if there is new 
twormation. 

The rules also propose that recipients 
■^ required to inform the Bureau within 
9 days of any changes in status which 
affect their eligibility or the amount 
w assistance. Additionally, the rules 


propose that ellgibjiity must be 
redetermlnd whenever there is on 
Indication of a change in circumstances, 
but not less frequently than once every 
six months for all households. However, 
this requirement docs not preclude 
redeterminations being conducted at 
more frequent intervals at the discretion 
of local program administrators. In order 
to assure that all Individuals who are 
not exempt under poragraph 20.21 are 
actively seeking and accepting 
employment, the Bureau proposes to 
redetermine eligibility not less 
frequently than every three months for 
this category of cases. The Bureau also 
proposes that a redetermination for all 
cases include a home visit or other 
personal contact at least once a year. 

C. Standards of Assistance. T^s rule 
does not change but restates regulations 
recently published for inclusion in 25 
CFR 20.1 in the Federal Register on 
March 29.1965 (VoL 50. No. 61. page 
12527). Those regulations implemented 
changes in the general assistance 
program to bring payments into 
conformance with State payments in 
those States where the standard of need 
exceeds actual payments. 

The rule makes clear that the Bureau 
adopts as its standard of assistance the 
AFDC payment standard in the State 
where the applicant or recipient lives. 
Thus, whenever there is reference to the 
Bureau*s standard of assistance, it is the 
.\FDC payment standard. The AFDC 
payment standard reflects the same 
basic and special need Items that are 
included in the AFDC standard of 
assistance. In a State that meets 100 
percent of the need standard, the 
payment standard and the need 
standard are the same. In a State that 
does not meet need in full and applies a 
rateable reduction to the need standard, 
the payment standard is the rateably 
reduced amount. 

This proposed rule does, however, 
establish a standard for one adult for 
use in States that do not have a 
standard for single adult individuals. 

The rules provide that the Bureau 
standard for one adult will be the 
diRerence between its standard for one 
cliild and its standard for a household of 
two which includes an adulL or one>half 
the amount of a standard for a 
household of two, whichever is greater. 

D. Resources. The rule proposes that 
the Bureau shall consider all income and 
liquid assets available for support and 
maintenance unless otherwise 
disregarded under regulation or by 
Federal statute. The regulations 
distinguish between liquid assets and 
other resources which include earned 
income and unearned Income. 


However, these regulations do not 
change existing policies whicli do not 
require that Indian individuals and 
families divest themselves of trust real 
and personal property holdings. Trust 
funds, however, subject to the 
provisions of § 20.21(0 will be 
considered as part of the individuals* 
liquid assets. 

Liquid assets are defined at { 20.1(w) 
as properties in the form of cash or other 
financial instruments which can be 
converted to cash, such as savings or 
checking accounts, promissory notes, 
etc. This means that the Bureau will 
count as income available to support an 
individual or household those assets 
which can be liquidated for that 
purpose. « 

liie rules primarily codify current 
Bureau policy as to what constitutes 
income. However, two additional 
categories of unearned income are 
proposed: the Bureau will count, as 
income^in-kind, the value of shelter 
provided at no cost to the individual or 
household. The Bureau, therefore, will 
add to other income the amount 
included In its standard for shelter, if 
identifiable. If the standard is a flat 
standard which does not assign values 
to the components of the standard, the 
Bureau %vill count as incoroe-in-kind an 
amount equal to 25 percent of the 
Bureau standard of assistance. This 
percentage is based on regulations of 
the Department of Housing and Urban 
Development (HUD) which specify that 
HUD will charge as rent for public 
housing, the higher of 10 percent of gross 
income or 30 percent of adjusted 
income. Adjusted income for an AFDC 
family with no other income is the 
AFDC payment less HUD disregards. 
The Bureau chooses to reduce the 
percentage applied for rent rather than 
apply the disregards. 

The rules require that an individual or 
household apply for assistance from 
other Federal Slate, county or local 
assistance programs for which they may 
be eligible concurrent with their 
application to the Bureau for assistance, 
llie Bureau proposes to count as income 
any assistance received in determining 
eligibility for and the amount of the BIA 
general assistance payment. However, 
the rules propose that individuals 
eligible to receive or receiving AFDC or 
SSI are only eligible for BIA general 
assistance payments for the period 
following application and until they 
begin receiving payments under those 
programs. 

Although current Bureau regulations 
do not address proration of income. 
Bureau policy requires that payments be 
denied to **furloughed employees’* 
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whose annual income, when divided by 
12 months. w*ould exceed its monthly 
standard of assistance. Furloughed 
employees generally work for school 
systems and arc paid an annual salary 
even though they may receive that 
salary only during a 9 or 10 month 
period. It is the Bureau's position that 
such individuals should not be eligible 
for DIA general assistance solely 
because they do not receive that income 
during the summer when school is not in 
session. The rules, therefore, provide 
that the Bureau will prorate such income 
over a 12*month period. The monthly 
amount will be considered as income 
during the summer months unless the 
recipient provides evidence that the 
income will not continue in the future, 
e.g.. a notice of termination of 
employment. The Bureau will also 
prorate income received by individuals 
employed on a contractual basis over 
the period of the contract, and 
intermittent income received quarterly, 
semiannually or yearly shall be prorated 
over the period covered by the income 
unless there is evidence that the income 
will not continue. 

E. Payments, The proposed rule 
clarifies that the BIA general assistance 
payment will equal the difference 
between the Bureau standard of 
assistance and the individual's or 
household's resources limited by a 
maximum on the payment or limited by 
a percentage reduction. The rule further 
provides that the Bureau will round the 
payment down to the next lower whole 
dollar. This provision is adopted to 
conform with other assistance programs 
funded under the Social Security Act. 

F. Employment Consistent w»ilh 
existing Bureau policies, these proposed 
amendments include language requiring 
applicants and recipients of BIA general 
assistance to actively seek employment 
and to accept available local 
employment. However, f 20.21 (i) of 
these amendments strengthen that 
requirement by identifying specific 
categories of individuals who are 
exempt from seeking and accepting 
employment as a condition of general 
assistance eligibility including 
exemption for a person for whom 
employment is not accessable in a 
commuting time that is reasonable and 
comparable with others in similar 
circumstances. The exemptions are 
based on Federal regulations at 45 CFR 
224.20(b) which are used to exempt 
applicants and recipients from the 
requirement to register for employment 
as a condition of eligibility for AFDC. 

In order to more effectively promote 
the use and coordination of available 
Bureau services. S 20.21(i) also contains 


language which requires BIA general 
assistance applicants and recipients to 
participate in Bureau-funded 
employment assistance services and 
Tribal Work Experience Program when 
available. 

G. Quality Assurance and Record 
Keeping. The Bureau is developing a 
quality assurance system to provide on¬ 
going evaluation of the administration of 
the Bureau of Indian Affairs general 
assistance program in accordance with 
established Bureau policies and 
procedures. The quality assurance 
system will include but not be limited to: 
(1) The development of a sampling 
strategy and plan and the determination 
of an error rate which will measure the 
degree of overpayment and 
underpayments which were made: (2) 
the conduct of field investigations 
(including personal Interviews] in 
accordance with the sampling strategy 
and plan; (3) the conduct of field 
investigations (including personal 
interviews) in response to unconfirmed 
perceived errors: (4) the taking of 
appropriate actions to remedy improper 
authorization or denied assistance: and 
(5) the taking of appropriate actions to 
correct the causes of improper actions. 
Regulatory requirements and standards 
for operation of the quality assurance 
system will be proposed by the Bureau 
in a future notice of proposed 
rulemaking. 

The Bureau plans to strengthen and 
update its requirements in 66 BIAM 
pertaining to the maintenance of records 
necessary for the proper and efficient 
operation of the BIA general assistance 
program. Examples of the kinds of 
information to be retained are facts 
about applicants and recipients which 
would permit the Bureau to draw a 
recipient profile; date of application: 
length of time on assistance; number in 
household; status of recipient, i.e. single, 
married, employed, exempt from 
employment, eta 

Given information needs and the 
complexities of exisiting processes, 
requirements and constituents, an 
indepth examination of reporting and 
information requirements is warranted 
and expected to occur over the next 
year. TTiereafter amendments to record 
keeping requirements will also be the 
subject of a proposed rulemaking. 

The policy of the Department of the 
Interior is. whenever practical, to afford 
the public an opportunity to participate 
in the rulemaking process. Accordingly, 
interested persons may submit written 
comments, suggestions, or objections 
regarding this proposed rule. The 
Department of the Interior has 
determined that this document is not a 


major rule under Executive Order 12291 
and certifies that this document will not 
have a significant economic effect on a 
substantial number of small entities 
under the Regulatory Flexibility Act (5 
U.S.C. 601). 

The information collection 
requirements contained in this part have 
been submitted to the Office of 
Management and Budget for approval 
under 44 U.S.C 3501 et seq. The 
collection of this information will not be 
required until it has been approved by 
the Office of Management and Budget. 

This proposed rule is published in 
exercise of authority delegated by the 
Secretary of the Interior to the Assistant 
Secretary-Indian Affairs by 209 DM 8. 

The Department of the Interior has 
determined that this document does not 
constitute a major Federal action 
significantly affecting the quality of the 
human environment under the National 
Environmental Policy Act of 1983. 

The primary author of this document 
is Eddie F. Brown. Chief. Division of 
Social Services, Bureau of Indian 
Affairs, telephone number (202) 343- 
6434. 

List of Subject io 25 CFR Part 20 

Administrative practice and 
procedure. Child welfare, Indians-Social 
welfare, Public assistance programs. 

For reasons set out in the preamble 
Part 20 of Subchapter D, Chapter I of 
Title 25. Code of Federal Regulations, is 
proposed to be amended as follows. 

1. The authority for 25 CFR Part 20 is 
revised to read as follows: 

Authority; 23 U.S.C. 13; S 20.21 nUo Usued 
under Pub. L 98-473. 

PART 20-^ AMENDED) 

2. Section 20.1 is amended by revising 
paragraphs (m) (s), (t). and (w) 
adding paragraphs (cc), (ddj, (Ce). (ff) 
and (gg) to read as follows: 

§20.1 Oeflnttlons. 

• • • « • 

(m) "BIA General assistance” Is a 
secondary, or residual source of 
assistance for Indian people and means 
financial aid payments to eligible Indian 
individuals and households for 
assistance in meeting the cost of 
essential needs. 

• • • • • 

(s) "Need” means the deficit , 

consideration of income and other liqui 
assets necessary to meet the cost of 
basic need items and special ne^ items 
as defined by the Bureau standard of 
assistance for the State in which the 
applicant or recipient resides. 
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|!| “Public assistance** means those 
programs of assistance provided under 
Title IV of the Social Security Act (49 
Slat. 620). as amended and includes the 
Aid to Families with Dependent 
Children (AFDC) Program provided 
under rule IV-A. 

• • • • • 

|w) ''Resources** means income and 
other liquid assets available to an 
Indian person or household to meet 
current living costs, unless otherwise 
specifically excluded by Federal statute. 
Liquid assets are those properties in the 
form of cash or other financial 
instruments which can be converted to 
cash, such as savings or checking 
accounts, promissory notes, mortgages 
and similar properties. 

• • • • • 

(cc] **F.s8€ntial needs** include at a 
minimum shelter, food, clothing and 
utilities, but do not include needs 
bc>'ond those basic and special needs 
included in the Bureau standard of 
assiftiance for the Slate w'here the 
Indian Individual or household lives. 

(dd) **Household’* means persons 
living together with the *head of 
household* who are related to or 
accepted by the 'head of household' and 
who function as members of the family. 

(ce) “Tribal Work Experience Program 
n^HP)** means a program operated by 
tribal contract which provides eligible 
participants with work experience and 
training that promotes and preserves 
arork habits and develops work skills. 

Iff) ‘Recipient** means an individual 
to whom or for whom a BIA general 
assistance payment is made for the 
month. 

(Kg) ‘*Case** includes all individuals In 
the household as defined in $ 20.1 (dd) 
whose needs are included In the BIA 
general a8sistanc:e payment made for 
the month. 

3. Section 5 20.20(c) is revised to read 
at follows: 

f 20.30 General 

. 

|c) Upon written request of an 
appropriate tribal governing body, the 
Ueputy Assistant ^cretary may 
authorize emergency short term 
assistance and services to Indians, not 
otherwise eligible in this part, who 
^ide on a reservation or in near 
f^servatlon designated areas, when 
necessary to prevent hardship in 
accordance with fundings and 
exceptions published in the Federal 
Register, 

a. Section 5 20.21 is revised in its 
entirely to read as follows: 


§ 20.21 Qeneml Assistance. 

The Bureau will not provide general 
assistance: 

(a) to those tribal members of tribes 
which formally request, through final 
governing body action, that the Bureau 
not operate a general assistance 
program, if a tribe seeks to revoke that 
request, it must also be done formally 
through final governing body action. 
Such request for BIA general assistance 
should timed with the Bureau*s next 
fiscal year for the General Assistance 
program: and. 

(b) in any State having a general 
assistance program available to meet 
the needs of eligible citizens, including 
the needs of Indians. A Slate ^neral 
assistance program is available if 
payments are: 

(1) Available statewide to eligible 
individuals and families, including 
Indians on reservations: and 

(2) Authorized by State law with 
funds regularly appropriated to make 
such payments, or if Slate law requires 
all county governments or localities to 
make su^ payments: and. 

(3) For the purpose of meeting 
monthly minimum essential needs on a 
continuing basis. 

(c) In States where the Bureau 
provides general assistance. Indians, In 
order to considered eligible for 
general assistance under this part, must 
meet the requirements prescribed in 

i 2a20(a): and the following conditions: 

(1) Do not receive financial assistance 
from AFDC or Supplemental Security 
Income (SSI): 

(1) Indians eligible to receive AFDC or 
SSI will be allowed to receive BIA 
general assistance once they have 
applied for and until they begin to 
receive assistance payments from AFDC 
or SSI. 

(ii) The Bureau will not make 
payments for any month for which 
AFDC or SSI parents are made, 

(2) Have insufficient resources to meet 
the basic and special need items defined 
by the Bureau standard of assistance. 

(3) Must apply for assistance from 
other Federal. State, county, or local 
programs for which they may be eligible 
concurrent with application to the 
Bureau for general assistance. 

(d) Redeterminations, The Bureau 
shall determine eligibility and the 
amount of the BIA general assistance 
payment based on its best estimate of 
income and csircumstances which will 
exist in the month for which the Bureau 
is to provide assistance. Recipients are 
required to inform the Bureau within 15 
days of any changes in status whicli 
may affect their eligibility or amount of 
assistance. The Bureau shall 
redetermine eligibility: 


(1) Whenever there is an Indication of 
a change in circumstances: 

(2) Not less frequently than every 
three (3) months for individuals who are 
not exempt under paragraph 20.21(1) 
from seeking or accepting employment: 

(3) Not less frequently than once 
every six (6) months for all households. 
The redetermination process shall 
include personal contact with the 
recipient, preferably a home visit, not 
less than once a year to evaluate 
changes in living circumstances and 
household composition, and to assess 
the need for continued assistance. 

(e) Standards of Assistance, (1) 

Where the Bureau operates a general 
assistance program, its standard of 
assistance shall be the AFDC payment 
standard used in the State where the 
applicant or recipient resides. In a State 
that meets 100 percent of the need 
standard, the Bureau standard is the 
need standard. In a State that does not 
meet need in full and applies a ratable 
reduction to the need standard, the 
Bureau standard is the ratably reduced 
amount. The AFDC payment standard 
incorporates the same basic and special 
need items as the AFDC standard of 
assistance, and is the amount from 
which the Bureau will subtract net 
income and liquid assets to determine 
eligibility for and the amount of the 
Bureau's general assistance payment. 

(2) In the event the State has no 
standard for one adult, the Bureau 
standard for one adult shall be the 
difference between the standard for one 
child and the standard for a household' 
of two which includes an adolt or one 
half the amount of the standard for a 
household of two. whichever Is greater. 

(3) The Bureau shall uniformly apply 
its standard of assistance in determining 
eligibility for and the amount of the 
general assistance payment for all 
applicants and recipients residing in the 
State. 

(f) Resources, In determining 
eligibility for and the amount of the 
general assistance payment the Bureau 
shall consider all types of income and 
other liquid assets available for support 
and maintenance unless otherwise 
disregarded as provided at § 2a21(g) or 
specifically excluded by Federal statute. 
Resources are consider^ available both 
when actually available and when the 
applicant or recipient has a legal 
Interest in a liquidated sum, as defined 
at 25 CFR 20.1(w), and has the ability to 
make such sum available for support 
and maintenance. 

(1) **Eamed income'* means income in 
cash or in-kind earned by an individual 
through the receipt of wages, salary, 
commissions, or profit from activities in 
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which he Is engaged as a self-employed 
individual or as an employee. 

(1) Earned income includes earnings 
over a period of time for which 
settlement is made at one given time, as 
in the instance of the sale of farm crops, 
livestock, etc. 

(ii) With respect to self-employment. 
*'eamed income** means total profit from 
business enterprise. I.e., gross receipts 
after subtracting business expenses 
directly related to producing the goods 
or services and without which the goods 
or 8er\ices could not be produced. 
Business expenses do not include items 
such as depreciation, personal business 
and entertainment expenses, personal 
transportation, purchase of capital 
equipment and payments on the 
principal on loans for capital assets or 
durable goods. 

(2) **LJneamed income** includes but is 
not limited to: 

(I) Income from: interest; oil and gas 
and other mineral royalties; rental 
property; cash contributions such as 
child support and alimony; retirement, 
disability and unemployment benefits; 
per capita payments not excluded by 
Federal statute: sale of land with trust 
status and real or personal property; 
Federal and state tax refunds. All of the 
above shall be counted to the extent 
they are not disregarded by Federal 
statute. 

(ii) Income-in-kind contributions 
providing shelter at no cost to the 
individual or household. In establishing 
the amount of the in-kind contribution, 
the Bureau shall use the amount for 
shelter included in the standard, if 
identiBableror 25 percent of the 
standard unless there is evidence 
provided that the value of free shelter is 
less: and, 

(iii) General assistance provided by a 
State, county or local agency. 

(3) The Bureau shall prorate: (i) Over 
a 12-month period recurring annual 
income received by individuals, such as 
teachers whose regular employment 
does not engage them on a year-round 
basis: (ii) income received by 
individuals employed on a contractual 
basis over the period of the contract; 
and (iii) intermittent income received 
quarterly, semiannually or yearly over 
the period covered by the income. The 
Bureau will prorate the income unless 
there is evidence that the income will 
not continue to be received in the future. 

(g) Disregards, (1) The Bureau shall 
disregard, from the gross amount of 
earned income, amounts deducted for 


(1) Federal, State and local taxes; 

(ii) Social Security (FICA); 

(iii) Health insurance; 

(iv) Work related expenses, including 
reasonable transportation costs; 

(v) Child care costs except where the 
other parent in the home is not working 
and is not disabled; and 

(vi) The cost of special clothing, tools 
and equipment directly related to the 
individual's employment. All of the 
above, as appropriate, will be 
disregarded from self-employment 
income after deducting costs of doing 
business. 

(2) The Bureau shall disregard as 
income, or other liquid assets: 

(1) Any home produce from garden, 
livestock and poultry utilized by the 
applicant or recipient and his/her 
household for their consumption. 

(ii) Resources specifically excluded by 
Federal statute. 

(h) Payments, (1) The Bureau shall 
make assistance payments in the 
amount not to exceed the difference 
between the Bureau standard of 
assistance and all resources not 
otherwise disregarded. In the event the 
State in which the individual or 
household lives applies a rateable 
reduction to that difference or maintains 
a system of dollar maximums on the 
payment, the Bureau shall also apply the 
rateable reduction and/or the maximum 
to the payment. 

(2) If there is more than one household 
living in the dwelling and the 
household(8) receiving general 
assistance contribute to shelter 
expenses, the Bureau shall prorate the 
actual shelter cost, but the amount in the 
payment for shelter will not exceed the 
amount in the Bureau standard of 
assistance for shelter, or if not 
identifiable, the prorated amount, in 
addition to other needs, cannot exceed 
the total amount in the standard for 
individuals or households in similar 
circumstances. 

(3) The Bureau will round the payment 
down to the next lower whole dollar; 

(4) In no case shall the Bureau provide 
retroactive payments of ^neral 
assistance for any period prior to the 
date of application for assistance. 

(i) An applicant or recipient must 
actively seek employment, including use 
of available Bureau-funded employment 
assistance services. The individual is 
also required to accept available local 
employment. An individual who does 
not comply will not be eligible for 


general assistance. These requirements 
do not apply to: 

(t) A person under the age of 16 years; 

(2) A full-time student under the age 
of 19 who is attending an elementary' or 
secondary school or vocational or 
technical school equivalent to a 
secondary school: 

(3) A person suffering from an illness, 
when determined on the basis of 
medical evidence or on another sound 
basis that the individual's illness or 
injury is serious enough to temporarily 
prevent entry into employment; 

(4) An incapacitated person when 
verified that a physical or mental 
impairment, determined by a physician 
or licensed or certified psychologist, by 
itself or in conjunction with age, 
prevents the individual from engaging in 
employment; 

(5) A person responsible for a person 
in the home who has a verified physical 
or mental impairment that requires the 
individual in the home on a 
substantially continuous basis, and 
there is no other appropriate household 
member available: 

(6) A parent or other individual who 
personally provides full time care of a 
child under the age of 6; 

(7) A parent of a minor living in the 
household if the other parent is not 
exempt from seeking or accepting 
employment; 

(8) A person who is working 30 hours 
or more per week In unsubsidized 
employment expected to last a minimum 
of 30 days. This exemption continues to 
apply if there is a temporary break in 
full-time employment expected to last 
no longer than 10 work days; 

(9) A person for whom employment is 
not accessible in a commuting time that 
is reasonable and comparable with 
others in similar circumstances. 

Where the tribe administers a Tribal 
Work Experience Program fTWEP). the 
nonexempt individual shall be available 
to participate. However, participation 
docs not relieve the indiyidual from 

seeking or accepting employment. 

Individuals not exempt under one of the 
preceding clauses of this section must, 
in seeking employment, provide 
evidence of efforts to obtain 
employment. 

John W. Frits, 

Deputy Assistant Secretary---tndian Affairs. 
(FR Doc. 85-17909 Filed 7-25-85; 8:45 ami 
BiLUNQ COOC 4I1S-02-SI 
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101-4-28402 

101-17-—_28577 

101-40_ 27951 

101-41- 29972 

101-47_—28402 

105-54.---28203 

105-63_ 26992 

201-1. 27142 

201-^..27142, 28208 

201-8. 27142 

201-11-—27142 

201-16. 27142 


201-20_27142 

201-21_.— 27142 

201-22 ..28206 

201-23.-. 27142 

201-24_-. 27142 

201-26__27142 

201-30_27142. 28206 

201-31.-.27142. 28208 

201-32...27142. 28209 

201-38.-. .27142 

201-39.-.27142, 28208 

201-40.-27142. 28206 

201-45. 28208 

PropoMtf RuttK 

101-41..27625, 27626 

42 CFR 

400...—--28577 

405..27722. 30172 

412.. ..27208. 27722, 30172 

416-28577 

435-28577 

PropoMd RuIm 

23- 27465 

405.-27469 

412_ 27469 

43 CFR • 

2 - 29230 

5470.. _ 28947 

PubSc L«id Ordurs. 

5150 (Revoked jn part 
by PLO 6607).27827 

5179 (Revoked In part 

by PLO 6607). 27827 

5180 (Revoked in part 

by PLO 6607).27827 

5186 (Revoked in part 

by PLO 6607)_ 27827 

6389 ((>xrected 
by PLO 6606)..28206 

6607 _ 27827 

6608 .---28206 

PropoMd RuIm 

2800__ 27322 

5400. 29324 

5440_;_29324 


74_ 29394 

76. 27438. 29394 

81_ 27968 

83.27968. 29231 

PropoMd Rul*«: 

Ch. I._28418. 29440 

2944^29453 
___ 29454 

40 CFR 

7_ 27560 

12_ 27969 

15. ^27560, 28103 

19_ 27560 

33. 27969 

34._ 27560 

52. 27560, 27069 

209__ 

217_ 29675 

504.. ....... 26996 

515_ 20578 

522. ..._28578 

533.. 26998 

55^.27589. 28948. 29402. 

30274 

553. 27589 

570_27589. 30274 

2801 __ 29798 

2804. 29798 

2806 ....._.........—.29798 

2807™_ 29798 

2808.. .-. --..,29798 

2809. 29798 

2810.. 29798 

2814 ... 29798 

2815 _ 29798 

2827_-_29798 

2830 29798 

2831.. .._ ...-29798 

2834 . ™.2979e 

2835 _ -29798 

2852. 29798 

6101_™.27969. 29231 

Proposed RuIm: 

208.- 28227 

252_ -.28227 


44 CFR 

64™_26993, 26994, 28947 

67_30173 

PfopoMd RuIm: 

67....27322. 29992 

302.27627. 26959. 30481 

4$ CFR 

1180.—.27564, 27586 

Proposed RuIm 

405. 27406 

412. 27406 

1620....-. 27326 


49 CFR 

1_ 30275 

571_ 27451.29676 

1000...-.30275 

1011_ 30275 

1100™.....™_30275 

1101™...._30275 

1104_ -,..30186 

1105™......-..-,.30188 

1151 _ 30188 

1152 _ 30188 

1155.,.«. -.30188 

1160_-..—.30180. 30275 

1100_ 30188 


46 CFR 

10- 30274 

153.. .....-.26906 

Propo««d Rukt: 

160—. 27628 

355. 29440 

47 CFR 

0---..27952 

22.™. 27953 

60.. ...27250. 29384 

73.-,-27287. 27438. 27954, 

29392.29393.30187 


PropoMd RulPt: 

Ol. X.™.. 

___27031 

71. 

__...28959 

171_ 

__ 28820 

175.™. 

...28820 

531.. 

---29912 

571. 

..27032, 27632. 27633, 
28426.28599.29993 

1132_ 

-27834 

1241. 

...29706 

50 CFR 

17™. 

. 26999. 29338-29345. 
30188.30423 
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20. J;: 30424 

33....29972) 

215- 27014 

28&- 29403 

611- 29681 

658.. 28103 

661 . 30195 

663.™....30195, i 

672..28580, 28561.29681 ‘ 

674.. „. 28103, 30427 

681.. -.30196 

Propc<Md Mm: 

17—27637. 27992. 28621. 
28870-28878.26959.29238, 
29900.29901 

20. 27638. 29708 

611-28960.29240 

630^...,. 27470 

6421. .29709 

650™. 29240 

651. ...29241 

856- ^^..,28109 

662 ..27470 

683.. 28960 

672...-30461 

675. 29240 


LIST OF PUBLIC LAWS 

LmI list |uly 2S. 1985 
This fcs a continuing Ist oil 
public bills from the current 
session of Cortgress which 
have become Federal taws. 
The text ol laws is 
pubitshed in the Federal 
“ Register but may be ordered 
in indMduaf pemphlef form 
(referred to as "slip lawsl 
from the Superintendent of 
Documents. U S. Government 
Printing Office, Washington. 
DC 20402 (phone 202-275- 
3030). 

KJ. Res. 342/Pub. L 99-71 
Making an urgent 
supplemental appropriation for 
Che fiscal year ending 
September 30. 1985. for the 
Department of Agricufture. 
(July 24. 1985; 99 StaL 169) 
Pnce: $1.00 

SJ. Res. 40/Piib. L. tS-72 
To designate the month of 
October 1985 as "National 
Down’s Syndrome Month*. (July 
24. 1985; 99 Stal. 170) 

Price: $1.00 



4 * 




























